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FACULTY. 

HBNRV  MORTbN,  Ph.  D.,  PaiBiDiNT. 

A.  M.  MAYER,  Pb.  D.,  Professor  of  Physice. 

Late  of  the  Lehigh  UniTeraity,  Bethlehem,  Pa. 
R.  H.  THURSTON,  C.  E.,  Prof,  of  Bogineering. 

Late  of  the  U.  S.Naral  Academy,  Annapolis,  M4. 
De  VOLSON  wood,  G.  E.,  Professor  of  Mathematics. 

Late  of  Univeraity  of  Michigan. 
C.  W.  McGORD,  A.  M.,  Professor  of  MecbaDical  Drawing. 
A.  R.  LEEDS,  A.  M.,  Professor  of  Chemistry. 
0.  P.  KR(EH,  A.  M.,  Professor  of  Languages. 
Rs7.  EDWARD  WALL,  A.  M.,  Professor  of  Belles  Lettres; 

The  course  of  the  Sterens  Instttate  is  of  foar  years  duration,  and  coders  all  that 
appertains  to  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  with  excellent  machinery.  Physical  Laboratories  whose  appointments  are 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportunity 
for  the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

REQUIREMENTS  FOE  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in  arith- 
metic, algebra,  (including  quadratic  equations)  geometry  as  ^Iven  in  Daries' 
Legendre  and  the  six  elementary  propositions  of  plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satis- 
factory ezabination  in' all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  investigations, 
imay  make  arrangements  to  that  end  with  the  President. 

Ifor  further  particulars  apply  to  the  President.  H,  MORTON,  Hoboken,  K.  J. 
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MACHINISTS^  TOOLS 


INDUSTRIAL  WORKS, 

CALLOWHILL  AND  TWENTY-FIRST  STS., 
PHILADELPHIA. 


lACUME  SHOP,  FOmtDRT,  SMITH  SHOP  AKB  BOILEH  SHOP  EQUIPIEHTS. 

Lathes,  Planing,  Shaping,  Slotting,  Boring  and  Turning  anil 
Wheel-cutting  Machines.    Vertical,  Radical,  Horizontal 
and  Suspended  Drills.     Cotter-hole  and  Keyseat 
Cutting  Machines.    Milling,  Edging,  Drill- 
ing and  other  Gun  Machinery. 

BOLT  AND   NUT  THREADING    MACHINES. 

Driving- wheal  Lathes,  Qaartaxlng  Maohinea,  Wheel  Praaaee 

AND  OTHEU 

STEAM  HAMMERS, 

Cupolas,  Cranes,  Ladles,  Forges,  Blowers,  Piping,  etc.    Punching  and 

Shearing  Machines.     Bending  Rolls,  Plate- planing, 

Angle  iron  Cutting  and  other 


SHAFTING, 


With  improved  hangers  and   pillow-blocks,  having  both  vertical  and 
horizontal  adjustment  and  self  adjustment  ball-bearings. 

PULLEY  AND  GEARING  PATTERNS, 

From  which  Castings  or  Finished  work  will  be  furnished. 

WM.  B.  BEMENT  &  SON. 
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ture9,  Chemieial  JBatpeHtnents,  ete,\ 

PriM,  latest  improTtmtnti  complete, 
with  Ciinera  OtdeetiTes.      $i5.00 

Slides  of  the  best  quality  and  at 
the  lowest  rates. 
For  Circulars  address 

L.  J.  MABCT, 

1340  Chestnut  St., 
Philadelphia,  Pa. 

THE  8CIOPTICON  MANUAL, 

Including  Optics,  Experiments,  Photo- 
graphing, and  Coloring  Slides,  kc. 
Jar  Sent  by  mail  on  receipt  of  AC  cents. 
May  ♦TJS,  1  yr. 


W.  H.  HABRI80N  &  BROTHEB, 

Successors  to  Andrews,  Harrison  <0  Co., 

MANUFACTURERS  OF 

QrateSf  Baigesy  FanaeeSf 

AND      • 

STEAM  HEATINa  APPARATUS, 

1327  &  1329  Market  St.,  Philadelphia. 

N.  B.. — ^Low  and  Elevated  Grates  a  specialty. 

M«y.  Ta-apl.  Ta. 

PROF.  HENRY  WURTZ, 

Scientiflo  and  Ppactical  GhemM  and  Geologist, 

26  PINE  STREET,  Room  86,  NEW  TORK. 

(^Office  hours f  1  to  4  daily,  except  Saturdays,) 

Geological  Explorations  and  Reports,  Chemical  Analyses,  adrice  and  Inrestiga- 
tions  in  all  the  Chemical  Arts,  Chemical  Inventions  and  Improvements  made. 

Prof.  W.  makes  specialties  of  QAS  CHEMISTRY,  and  the  Analysis  of  Qas  and 
Coals.     Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office.    Practices  as 

PATENT  AOENT,  COUNSEL  AND  ADVISER 

of  INVENTORS,  in  all  the  CHEMICAL  ARTS ;  for  which  his  great  general  expe- 
rience in  these  Arts,  and  his  special  experience  inside  the  Patent  Office,  have  quali- 
fied him  to  an  unparalleled  degree. 

Prop.  WURTZ  is  Editor  of  the  AMERICAN  QAS-LIGHT  JOURNAL  AND  CHE- 
MICAL  REPERTORY,  a  journal  whose  circulation  and  patronage  is  among  classes 
of  the  community  of  the  highest  position,  influence  and  enterprise;  and  which  fur- 
nishes therefore  an  unequalled  medium  for  communication  to  the  general  public,  of 
valuable  inventions  and  novel  enterprises. 

For  procuring  British  and  other  Foreign  Patents  promptly,  and  on  moderate 
terms,  Prof.  W.'s  arrangements  are  unusually  complete  and  perfect.  Inventors  may 
assure  themselves  of  the  most  competent,  diligent  and  faithful  attention  to  their  inte- 
rests. ex.6tbm. 
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MU  HILL  IBON  WORKS, 

Corner  16th  and  Buttonwood  Streets, 

PHIUmPHIA. 

JAMES   MOORE, 

(Successor  to  MAHHEWS  &  MOORE,) 

Engineer,  Machinist,  Founder,  and  Boilermaker, 

OA-SXIN^OS  of  every  deBiorlption. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

WLoUm  Turned  for  &aili«  Beamt*  Anklet,  and  all  shapes  for  XroB« 
Steel  or  Oomposition  Metals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL. 
BOZZillBS— nae,    SnbQlar*    and  Cylinder,   and    all    kinds   of 

J«n.  '7a--l  jr.]         TANK  AND  PLATB  IRON  WORK. 

J.   BISHOP, 

Hefiner  and  Worker  of  Platinum, 

(BSTABLXSHBD  IN  1843), 

WAS  AWARDED  THE  FIRST  PREMIUM,  at  the  Exhibition  of  the  Franklin 
Institute  in  1845,  for  Platinum  Work.  Continues  to  manufacture  Platinum  CapsultSi 
Crucibles,  4c.,  and  repair  and  make  orer  all  kinds  of  Platinum  Ware. 

REFINING  AND  MELTING  OF  SCRAP  at  bis  Establishment  in  Chester  Count/ 
Pennsylrania.    P.  0.  AddresSi^Sugartown,  Chester  Co.,  Penna.      [Jan.  '72—1  jt 


ALL  BUSINESS  RELATING  TO  PROCURING 

American  and  European  Patents 

CONDUCTED    BY 

STEI=>I3:EIISr    TJSTIOIC, 

234    SOUTH   FOURTH   STREET,    PHILADELrHIA. 
aeiridenoe.  Wo^  1217  BTortb  Swelfth  Street.    T^^n  Ts-if 
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JtBSB  W.  Starr.  Bksj.  A.  Starr.  Bbkj.  F.  Archbe. 

Camden    Iron    inTorhs 

(ESTABLISHED  1824), 

CAMDEN,  NEW  JERSEY. 


ENGINEERS,  CONTRACTORS, 

And  MANUPAOTURERg  of  GAS  APPARATUS 

AND  ALL  THE 

Buildiirgt,  Tanks,  Holders,  &o.,  required  for  the  Manufsoture, 
Purifloation  and  Storage  of  Qae,  and 

STREET  MAINS   Requisite  for  its  Distribntion* 

Plans,  Drawings  and  Specifications  Pbomptlt  Furnishrd. 


IRON     FOnXVDZSRS. 

GA8T.IR0N  MAINS  for  Water  and  Gas,  Vrom  Ont  and  a  Half  to  FORTT-BIGHT 

INCHES  in  Diameter. 

Stop  Valves  (all  sises),  Fire  Hydrant's,  Heating  Pipes,  Branches,  Bands,  Tees. 
CASTINGS  of  any  form  or  sise  required. 

Philadelphia  Offio6|    -         -         -         -   403  ^Ivit  street 
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J.  MORTON  POOLE  &  CO., 

IXriLBIINOTON,  DELAWARZS, 

BCannfactnrera  of  the 

rni 


The^e  Engines  and  Bollerp  are  bA- 
lleved  to  combine  more  perfectly 
than  any  others  those  correct  princi- 
ples of  ccfhstruciion  which  modem 
ttteara  enxineering  demands,  and 
hftve  produced  remarkable  resulta 
in  practice. 

A  Mupply  ol  these  boilers  kept  con- 
ptHutly  on  hand,  and  Interchangea- 
bilityof  par(«  enables  ns  to  execute 
lareo  orders  in  a  vory  phort  time. 

we  also  make  a  specialty  of 

Chilled  Calender  Rolls, 

ground  on  our  patented  machinery, 
the  only  process  by  which  absolute 
truth  is  obtained.    Also, 

Screen  Plates  anil  Harileneil 
Steel  Paper  Slitters. 

FOR    PAPER    3IAKER8'   USE. 

We  refer  to  Meeiri.  Jes- 
■ap  &  Moore,  Philadelphia 
and  New  York, 
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VAN  NOSTRAND'S 

112  pages,  Large  8vo,  Monthly. 

TBRMS 'IS-OO  PER  ANNUM  IN  ADVANCE.      SINGLE  COPIES,  FIFTY  CENT  S. 

First  Number  was  issued  January  Ist,  1869. 

VAN  NOSTRAND'S  MAGAZINE  consiBts  of  Articles  Selected  and  Matter  Con- 
deBsed  from  all  the  EngiDeering  Serial  Publications  of  Europe  and  America. 

TI7E  VOLimSS  VOW  COMPLETE,     SIXTH  YOLUXB  COlOCEirCES  JAH ,  1872. 

NOTICE  TO  NEW  SUBSOEIBEBS. 

Persons  commencing  their  subscriptions  with  the  Fourth  year  (January,  1872), 
and  who  are  desirous  of  possessiof^  the  work  from  its  commencement,  will  be  sup- 
plied with  the  three  first  years,  bound  in  five  Tolumes,  neat  black  cloth,  for  $15, 
sent  free  by  mail  on  receipt  of  price. 

NOTICE  TO  CLUBS* — An  extra  copy  will  be  supplied  gratis  to  every  club  of 
fire  subscribers  at  $5  each,  sent  in  one  remittance. 

D.  VAN  N08TRAND,  Fnbllshar. 
Jan.  '72— t.  f.  No.  23  Murray  street  and  No.  27  Warren  street,  New  York. 
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tt9  ao^rBFOMmra  STmrnmr,  mtA9aLrai*» 

AMD 
(Oppotlt*  U.  S.  Patent  Offlee,] 
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H.  HOWSON. 

Solicitor  of  Patents. 


C.  HOWSON, 

Attorney  at  Law. 
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Errata  to  Vol.  LXV. 

On  page  211,  16th  line  from  top,  read  Tables  of  Venus. 

"      31 3,  in  formula  near  bottom  of  page,  minus  sign  is  omitted  ; 
read 


^-iv/0-0081 6+1  -     j_^r      >'-0-09,/6  ) 
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The  Wharton  Safety  Railroad  Switch— Br  William  H. 
Wahl.* — Any  invention  or  discovery  which  in  any  degree  serves  the 
purpose  of  throwing  some  additional  safeguards  about  railroad  travel, 
becomes  bo  much  a  matter  of  personal  interest  that  no  preliminary 
remark  is  necessary  to  introduce  it  to  the  notice  of  the  reader.  One 
of  the  most  useful  and  popular  of  American  inventions  in  this  direc* 
tionls  the  Wharton  Safety  Railroad  Switch.  The  inventor  has  suc- 
ceeded in  producing  a  mechanical  device  which  has  proved  itself  in 
practice  to  realize  so  nearly  the  conditions  of  perfect  safety,  that 
there  is  now  no  valid  reason  or  justification  to  be  oifered  for  that 
most  common  of  excuses  in  railway  disasters — "  a  misplaced  switch." 
That  the  merits  of  the  invention  are  recognized,  is  evinced  from  the 
fact  that  many  of  our  best  railroad  companies  have  adopted  it  upon 
their  entire  lines  to  the  exclusion  of  all  others.  The  chief  objects 
accomplished  by  the  device  consist  in  leaving  the  main  track  of  the 
road  entirely  undisturbed  and  continuous,  and  in  securing — as  nearly 
as  such  a  thing  is  possible  in  practice — perfect  safety  to  trains,  should 
the  switch,  either  by  accident  or  design,  be  left  wrong;  and  this  with- 
out injury  to  the  switch. 

*From  the  Am.  Exchange  and  Review,  October,  1872. 
Vql.  LXY.— Thibd  Sibiib.— No.  I.—Januauy,  1873.  I 
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The  accompanying  illustrations  show  the  switch  in  its  two  positions* 
Fig.  1  shows  the  switch  open  and  entirely  removed  from  the  maia 
track.  Fig.  2  shows  it  closed  and  in  position  to  transfer  cars  froi 
the  main  track  to  the  siding.  The  essential  parts  of  the  switch  ai 
the  two  switch-rails,  a  fixed  and  a  movable  guard.  One  of  the  switcl 
rails,  it  will  be  observed,  is  of  a  peculiar  grooved  form  with  a  point 
end,  whicli  lies  just  within  the  head  of  the  main  track  rail.  The  fu 
tion  of  this  arrangement  will  shortly  appear.  The  switch-rails  ai 
the  movable  guard  rail,  which  are  in  connection  with  each  other,  mi 
be  removed  entirely  away  from  the  main  rails,  when  not  requi 
(Fig.  1),  when  they  neither  touch,  nor  in  any  manner  act  upon 
car  wheels,  and  for  all  practical  purposes  no  switch  is  present.  W 
moved  in  the  position  of  Fig.  2,  the  switch  is  ready  to  act  in  tran 
ring  cars  to  the  siding.  The  operation  would  be  about  as  foUo' 
The  train  moving  in  the  direction  of  the  arrow,  would  pass  the  s 
upon  the  main  tracks,  when  the  switch  would  be  closed  (Fig.  2)  bj 
attendant,  and  the  train  backed  down  into  it.  The  fixed  guard  w 
first  come  into  play  in  slightly  drawing  the  wheel  on  the  opposite 
away  from  the  main  rail,  so  that  its  flange  may  certainly  pass  i 
the  grooved  switch-rail.  The  opposite  wheel  being  now  presse 
against  the  main  rail  on  its  side,  a  portion  of  its  outer  tread  is  broi 
to  bear  upon  the  switch-rail  directly  aside  the  main  track.  This  sw 
rail,  however,  slightly  inclines  upwards,  so  that  the  wheel  in  its 
age  is  quietly  raised,  and  in  the  space  of  four  and  a  half  feet 
entirely  upon  the  outer  switch-rail  ;  its  flange  having  passed  uj 
incline  suflicient  in  height  to  raise  it  entirely  above  the  main 
rail.  The  opposite  grooved  switch-rail  has,  during  the  same  tl 
performed  for  the  opposite  wheel  the  same  function ;  so  that 
wheels  being  ^now  upon  the  siding,  the  transfer  is  practically  ac 
plished. 

The  cranks  attached  to  the  shaft  of  the  operating  mechanism 
fixed  at  such  an  angle  with  each  other,  that  while  the  pin  holding 
switch  is  upon  the  dead-centre,  or  slightly  below  it,  that  at  the  o 
end  is  at  such  an  angle  that  it  can  be  readily  operated  by  the 
necting  rod  from  the  movable  guard-rail.  Any  lateral  pressi 
therefore,  applied  to  the  switch-rails  will  only  have  the  effect  of  pre 
ing  the  lever  which  operates  them,  more  firmly  down  upon  the  cro 
tie  on  which  it  rests,  and  thus  hold  the  rails  more  strongly  in  positi 

After  the  operation  of  transferring  a  train  to  t;he  siding  is  effect 
it  is  intended  that  the  switch  should  be  returned  again  to  the   o| 
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position  of  Fig.  1.  But,  supposing  that  either  through  accident  or 
design  it  should  remain  unchanged,  it  is  impossible  that  an  accident 
should  occur,  from  the  provision  which  the  invention  affords  for  com- 
pletely meeting  such  a  contingency,  should  a  fresh  train  arrive  (of 
course  in  the  direction  of  the  arrow),  with  the  switch  misplaced ;  the 
engine  wheel  bearing  against  the  inner  edge  of  the  movable  guard- 
rail would  readily  operate  the  favorably  placed  crank  connecting  the 
same  with  the  switch-rails,  and  these  would  be  instantly  moved  clear 
from  the  track  in  the  position  of  Fig.  1,  leaving  the  latter  free  for 
the  passage  of  the  train.  The  accidental  starting  of  a  train  just 
switched  off  could  also  be  followed  by  no  further  evil  than  its  running 
again  upon  the  main  track.  Should  the  switch  be  left  open  by  acci- 
dent or  design  after  a  train  has  been  run  upon  the  siding — instead  of 
being  closed,  as  it  should  be — there  are  two  siding  castings  called 
guards  (not  shown  in  the  engravings),  which  bring  the  train  on  the 
siding  safely  back  again  on  the  main  track.  In  no  case  is  it  possible 
for  an  accident  to  occur  from  the  action  of  the  switch,  unless  we  ex- 
cept the  possibility  of  such  stupidity  as  the  running  one  train  off  upon 
the  siding  into  another  ;  and  even  this  danger  may  be  obviated  thus: 
Where  a  single  track  is  to  be  provided  for,  the  switch  will  not  remain 
set  for  the  siding  ;  for,  by  the  introduction  of  a  simple  device,  the 
presence  of  an  attendant  is  required  to  keep  the  apparatus  in  position 
to  act  as  a  switch.  As  soon  as  the  attendant  releases  his  hold,  the 
switch- rails  return  to  their  open  position,  leaving  the  main  track  clear 
— thus  securing  the  safety  of  trains  moving  in  both  directions. 

It  will  readily  be  perceived  by  those  acquainted  with  the  subject, 
that  other  advantages,  involving  the  question  of  economy,  are  to  be 
considered,  in  addition  to  that  of  safety,  in  enumerating  the  superior 
merits  of  this  invention.  From  this  point  of  view,  the  saving  in  wear 
and  tear  of  the  rolling  stock  from  the  constant  jolting  which  accom- 
panies, the  use  of  the  ordinary  switch,  as  well  as  that  of  the  switch 
itself,  form  prominent  points  for  consideration. 

As  one  of  the  many  indications  of  the  favor  with  which  it  has  been 
received  in  oflScial  railroad  circles,  the  following  letter,  from  Col. 
Thos.  A  Scott,  will  serve  the  purpose. 

Pknnsylvania  Railroad  Company,  1 
Office  op  the  Vice  President.       ) 

Philadelphia,  January  25tb,  1871. 
A.  Babkkr,  Esq.,  President  Wharton  R.  R.  Switch  Co. 

My  Dear  Sir.—AfteT  carefnl  ezperimcDt  upon  oar  road  at  several  points 
where  it  coald  be  most  thoroughly  tested,  daring  which  yoa  have  perfected  the 
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Wharton  Railroad  Switch,  bo  that  we  think  it  adapted  to  all  our  wants,  we  have 
concladed  to  adopt  it  on  onr  own  road  and  the  roads  leased  by  as  ;  and  will 
give  it  place  as  rapidly  as  we  can  do  so  consistently  with  the  proper  mainte- 
nance and  operation  of  the  line. 

I  believe  that  it  will  prove  of  great  practical  value  to  all  the  Railways  of  the 
country.  Very  respectfully  yours, 

Thomas  A.  Scott,  Vice-President. 

Besides  this  valaable  endorsement,  it  has  also  received  from  nu- 
merous other  prominent  railroad  managers  equal  commendation.  All 
the  wearing  parts  being  constructed  of  Bessemer  steel,  the  switch  is 
extremely  durable.  Targets  and  signals  of  any  kind,  for  indicating 
the  position  of  the  switch,  are  rendered  entirely  unnecessary. 

The  Howard  Snper-heated  Air  Engine.— We  give,  with  the 
accompanying  illustrations,  a  brief  description  of  this  somewhat  novel 
form  of  motor,  which  attracted  considerable  notice  at  the  recent  in- 
dustrial exhibition  of  a  neighboring  city. 

Referring  to  Fig.  2,  a  vertical  section — Fig.  1  being  a  perspective 
view — A  represents  the  induction  valve  of  the  air-pump,  and  B,  the 
air-pump  plunger.  C  and  D  are  stop-valves  in  the  airpnssage  from 
the  pump  to  the  fire-box.  The  air-passage  has  two  branches.  The 
branch,  E,  leads  to  the  fire-box,  and  the  branch,  F,  is  the  exhaust 
passage  from  the  cylinder  of  the  engine  leading  back  to  the  general 
passage,  of  which  G  is  the  exhaust  port.  The  valve  which  opens  or 
closes  the  port,  G,  is  actuated  by  a  cam,  H,  and  a  suitable  connecting 
rod.  I  is  the  piston  of  a  hot-air  cylinder.  This  piston  is  lined  with 
soapstone,  and  so  made  that  a  little  annular  space  is  left  between  it 
and  the  upper  half  of  the  cylinder,  except  at  the  top,  where  it  meets 
the  cylinder  to  form  an  air-tight  packing.  The  lower  part,  of  the  cyl- 
inder is  thickly  lined  with  soap-stone,  as  is  also  the  fire-pot  immedi- 
ately below  it.  The  exterior  of  the  hot-air  cylinder  is  protected  from 
the  heat  by  a  cold-water  jacket.  The  heat,  however,  is  not  so  intense 
but  that  this  jacket  may  be  dispensed  with. 

J  is  a  shaft  which,  driven  from  the  cone  pully  on  the  fly-wheel  shaft, 
operates  the  coal-feeding  apparatus  by  an  automatic  arrangement. 
The  coal  is  placed  in  the  hemispherical  receptacle,  K.  A  semicircu- 
lar feed-bar,  M,  oscillates  on  a  pivot,  and  at  each  oscillation  raises  on 
its  inner  end  a  small  modicum  of  coal.  A  wire  brush,  N,  which  has 
a  horizontal  movement,  brushes  oif  the  coal  thus  raised  into  the  open 
mouth  of  the  cock,  or  gate,  L,  the  latter  being  so  constructed  that  it 
completely  closes  the  passage  to  the  fire-box,  both  when  receiving  the 
coal  and  when  delivering  it  into  the  cylindrical  passage  in  front  of  the 
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plunger  P.  The  plunger,  P,  ia  actuated  by  an  arm,  Q,  linked  to  the 
rod,  R.  When  the  fire-box  is  full,  the  plunger,  P,  meets  so  much  re- 
sistance as  to  prevent  its  reciprocation.  It  then  causes  the  belt  to 
slip  on  the  cone  pulleys,  and  thus  retards  the  feeding. 

0  is  a  damper  placed  in  the  port  of  the  induction-valye  of  the  air- 
pump.  This  damper  is  controlled  by  a  governor,  shown  in  Fig.  1, 
and  which  is  driven  from  the  grooved  pulley  on  the  fly-wheel  shaft. 
When  the  damper  closes,  it  causes  a  partial  vacuum  in  the  cylinder 
of  the  pump,  resisting  the  ascent  of  the  piston,  and  thus  reducing  the 
power  of  the  engine,  and  vice  versa. 

The  operation  of  the  engine  is  as  follows : 

As  the  pump-piston  rises,  air  enters  at  A  to  fill  the  pump-cylinders. 
The  cranks  of  the  pump-piston  and  the  hot-air  cylinder-piston  are  set 
at  right  angles.  It  follows  that  on  the  descent  of  the  pump-crank  to 
the  lower  centre,  the  hot-air  piston  will  have  passed  the  bottom  cen- 
tre, and  will  be  at  mid-stroke.  When  the  pump-piston  is  at  mid  up- 
ward stroke,  the  hot-air  piston- crank  will  be  at  the  upper  centre,  and 
the  hot-air  piston  will  be  at  the  end  of  its  upward  stroke.  When  the 
pump-piston  arrives  at  the  end  of  its  upward  stroke,  the  hot-air  piston 
will  be  at  mid-downward  stroke,  and  when  the  pump-piston  is  at  mid- 
downward  stroke,  the  hot-air  piston  is  at  the  end  of  the  downward 
stroke,  being  brought  to  that  position  by  the  motion  of  the  fly-wheel. 
When  the  hot-air  piston  is  at  the  end  of  the  upward  stroke,  the  exhaust 
takes  place.  The  hot-air  piston  then  descends  to  mid-stroke,  when, 
the  pump-piston  beginning  to  descend,  the  cold  air  from  the  pump- 
cylinder  exhausts,  together  with  the  hot  air  from  the  hot-air  cylinder, 
the  mingling  of  the  cold  and  hot  air  so  far  reducing  the  temperature 
that  the  exhaust-valve  is  not  injured. 

The  exhaust  closes  a  little  in  advance  of  the  full  descent  of  the  hot- 
air  piston,  and  also  a  little  before  the  pump-piston  reaches  the  mid- 
downward  stroke,  giving  a  little  compression.  Then,  as  the  pump- 
piston  is  traveling  rapidly,  downward,  while  the  hot-air  piston  is  rising 
slowly,  having  just  passed  the  center,  the  air  is  condensed  somewhat 
by  the  force  of  the  fly-wheel.  As  the  hot-air  piston  rises  rapidly  after 
passing  the  lower  center,  the  pump  forces  the  air  remaining  in  it  into 
the  fire-pot.  The  rapid  expansion  of  the  air  in  heating  now  forces 
the  hot-air  piston  upward. 

The  valve,  A,  is  of  brass,  faced  with  leather ;  and  to  prevent  its 
noisy  fluttering,  it  is  operated  or  steadied  by  a  light  steel  finger,  ma- 
nipulated by  a  delicate  cam  and  rod  not  shown  in  either  view.     The 
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valve,  C,  opeDiag  within  the  passage,  is  simply  of  brass,  and  is  ac- 
cessible from  the  inside  of  the  pump  by  removing  the  seat.  The  pump 
piston  is  packed  if?ith  the  best  oak-tanned  cap  leathers,  carefully 
turned  and  fitted,  and  is  claimed  to  require  no  attention  beyond  being 
lubricated,  for  long  periods  of  time.  The  valve,  G,  requires  to  be  re- 
ground  to  its  seat  once  in  six  months,  only  the  work  of  twenty  min- 
utes. The  valve,  D,  is  simply  a  damper  valve,  made  of  light  Russia 
iron,  and  does  not  require  to  be  air-tight. 

The  packing  found  most  convenient  is  the  common  soapstone  pack- 
ing. The  cylinder  being  open  at  the  top,  it  is  very  convenient  to 
apply  a  small  portion  of  tallow,  or  tallow  and  beeswax,  occasionally. 
The  packing  is  kept  screwed  down  by  means  of  a  follower  ring  turned 
with  a  spanner. 

For  the  engine  here  described  as  fully  as  space  will  admit,  the 
manufacturers  claim  a  number  of  advantages,  among  which  are  those 
of  simplicity,  durability  and  compactness.  They  build  an  engine  of 
6-inch  cylinder,  which  is  strongly  recommended  for  a  great  variety 
of  light  work,  and  especially  as  a  pumping  machine  for  household 
work.  This  small  engine  was  on  exhibition  at  the  late  American  In- 
stitute Fair  in  New  York  city,  where  also  are  located  the  head-quar- 
ters of  the  manufacturers. 

The  Hoosac  Tunnel. — To  the  record  which  we  have  presented 
from  time  to  time  of  the  progress  of  this  interesting  engineering  pro- 
ject, we  can  now  add  a  piece  of  information  which  carries  with  it  the 
intimation  that  the  *'  beginning  of  the  end'*  is  at  hand.  On  the  12th 
of  December,  after  some  unusually  heavy  blasting,  a  union  was  ef- 
fected between  the  workings  on  the  east  end  of  the  tunnel  and  the 
central  shaft. 

The  great  hindrance  caused  by  water  in  the  central  shaft,  and 
which  has  repeatedly  caused  serious  stoppages  in  the  work  at  this 
part  of  the  tunnel,  besides  the  expense  attendant  upon  the  erection 
and  constant  operation  of  pumping  machinery,  is  now  at  an  end  ;  the 
waters  having  now  a  free  drainage  into  the  Deerfield  river.  From 
present  indications,  the  remaining  portion  of  the  boring,  viz.,  four 
thousand  feet  between  the  west  end  and  the  central  shaft  will  be  com- 
pleted, and  the  tunnel  ready  for  use  by  October,  1873,  or  three 
months  within  the  period  agreed  upon  by  the  contracting  parties. 

A  Safety  Shoe  for  Railway  Cars»  etc.— In  the  last  issue  of 

the  ^^  Journal,"  attention  was  called,  in  a  brief  item,  to  this   inven- 
tion, which  had  been  for  some  time  on  exhibition  in  the  city. 
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Since  that  time  we  have  been  favored  with  an  excellent  engraving, 
showing  the  device  in  side 'elevation,  from  which  the  appearance  of 
the  new  attachment* and  its  function  as  a  safety  apparatus  will  readily 
be  observed.  There  seems  to  be  some  probability  that  the  device  will 
soon  receive  a  practical  test  upon  several  of  our  railroads,  and  we 
shall  await  the  results  of  such  experiments  with  interest. 

An  Enormous  Snow  Flow. — The  Union  Pacific  Railroad  is 
having  built,  at  its  shops  at  Omaha,  a  snow  plow  which,  when  finished, 
will  be  the  largest  and  most  powerful  in  the  world.  It  is  rapidly  ap- 
proaching completion,  and  in  a  few  days  will  be  ready  for  business. 
The  tracks  on  which  it  is  built  are  very  heavy  and  strong,  and  were 
■cast  especially  for  this  plow.  The  platform  on  these  trucks  is  22  feet 
long,  and  10  feet  G  inches  wide,  and  is  composed  of  solid  oak  timbers, 

5  by  16  inches.  These  timbers  are  held  together  by  ten  iron  bolts, 
1^  inches  in  diameter,  which  run  crosswise.  This  solid  bed  is  fastened 
to  the  transom  beams  by  forty  bolts,  twenty  over  each  truck.  The 
inclined  slide,  placed  on  the  platform,  is  22  feet  long,  and  slopes  at 
an  angle  of  30  degrees,  and  is  held  firmly  to  the  bed  by  40  bolts,  of 
an  inch  in  diameter,  and  is  supported  from  behind  by  inclined  posts, 

6  feet  long,  8  inches  wide,  and  16  inches  thick.  The  entire  length, 
from  the  rear  of  the  platform  to  the  end  of  the  slide,  is  32  feet.  The 
slide  is  to  be  ironed,  and  an  immense  plow,  of  the  ordinary  shape,  18 
feet  long,  11  feet  wide,  and  6  feet  higli,  and  covered  with  iron  ,^^f  of 
an  inch  thick,  is  to  be  securely  placed  upon  it.  On  the  point  of  this 
plow  there  is  to  be  an  iron  plate,  steel  poiated,  11  feet  long  and  four 
feet  wide.     This  plate  runs  across  the  track,  and  only  1  inch  above  it. 

The  rear  of  the  platform  will  be  boxed  in,  making  a  room  12  feet 
high,  11  feet  wide,  and  10  feet  long,  for  the  purpose  of  keeping  the 
snow  out.  It  will  be  furnished  with  a  door,  so  that  if  necessary  it 
can  be  loaded  with  iron. 
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The  moRSter  will  weigh  fifty  tons,  and  will  be  operated  by  three  of 
the  heaviest  engines  on  the  road.  The  cost  will  be  over  ^,000.  The 
machine  was  designed  by  Mr.  G.  E.  Stevens,  Superintendent  of  the 
car  and  building  department,  and  Mr.  J.  H.  Congdon,  general  master 
mechanic  of  the  road. 

An  Adjustable  Multiplying  Mirror.— The  engraving  here- 
with  presented  represents  an  arrangement  of  mirrors,  designed  and 
patented  by  Mr.  Bielefeld,  the  well  known  optician  of  Philadelphia^ 

The  engraving,  which 
is  a  slight  reduction  of 
the  instrument,  shows  two 
metallic  plates  with  inner 
surfaces  silvered,  and 
highly  polished.  These 
are  arranged  to  open  and 
close,  having  a  movement 
of  90°,  by  means  of  a 
hinge  shown  at  the  top. 
This  is  formed  by  the  ap- 
propriate folding  upon 
each  other  of  a  small  ex- 
tension of  each  of  the 
plates,  and  securing  the 
same  with  a  rivet.  The 
upper  surface  of  the  hinge 
is  flat,  and  upon  the  lower 
of  the  two  is  brought  a 
graduation  from  zero  to 
90°,  while  the  extremity 
of  the  upper  fold  is  fash- 
ioned into  an  index,  which^ 
upon  moving  the  mirrors, 
travels  over  the  graduated 
arc,  and  indicates  their  angular  aperture. 

It  will  be  apparent  that  we  have  here  an  instrument  by  which  an 
object  placed  between  the  mirrors  will  be  multiplied  any  desired  num- 
ber of  times.  When  placed  at  right  angles,  the  mirrors  will  show, 
besides  the  object,  three  images  or  reflections  of  it ;  at  60°,  besides 
the  object,  five  images ;  at  45°,  seven  images,  etc. — thus  combining 
the  kaleidoscopic  efi*ect,  with  the  means  of  varying  the  appearance  and 
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intricacy  of  combinations,  derivable  from  one  and  the  same  design  as 
a  basis. 

The  inventor  has  intended  the  instrument  to  be  of  service  to  de- 
signers of  patterns  for  textile  fabrics,  etc. ;  for  artists,  draughtsmen 
as  well  as  a  useful  adjunct  for  instruction  in  schools. 

There  can  be  no  question  that  for  the  first  of  these  uses,  the  facili- 
ty with  which  a  happy  pattern  can  be  modified  indefinitely  by  the  ad- 
justable property  of  this  device,  will  prove  of  much  convenience  and 
advantage ;  while,  as  a  scientific  toy,  the  beauty  of  its  effects,  and  its 
portability,  will  doubtless  render  it  popular. 

Improvements  in  the  Mode  of  Arsenic  Analysis.— Prof. 

John  C.  Draper  has  communicated  to  several  of  our  contemporaries 
an  article  containing  some  very  valuable  suggestions  concerning  the 
modes  of  determining  arsenic  in  medico-legal  investigations.  The 
suggested  improvements  are  upon  the  method  usually  employed, 
namely,  the  precipitation  of  metallic  arsenic  from  its  gaseous  com- 
pound with  hydrogen. 

Recognizing  the  great  difficulty  of  securing  pure  zinc  for  the  purpose 
of  the  Marsh  test,  the  author  has  suggested  the  substitution  for  it  of. 
magnesium.     For  this  purpose  he  has  somewhat  modified  the  appar- 
atus usually  employed,  and  constructs  it  as  shown  in  fig.  1,  in  which 
the        generating 

vessel    is    formed  ** 

of  a  glass  tube, 
drawn  out  toler- 
ably thin  at  its 
lower  part.  This 
is  curved  upwards, 
as  shown,  and  the 
bottom  of  the  ves- 
sel covered  to  some 
height  with  mer- 
cury, which  will, 
of  course,  sustain 
the  higher  column 

of     acid      subse-  > 

quently  added  in  the  tube.    At « is  a  drying  tube ;  and  at  ^r,  the  reduc- 
tion tube  ;  while  any  arsenic  escaping  reduction  with  the  lamp  in  this^ 
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is  caught  up  in  the  flask  /i,  beyond  which  contains  some  nitrate    of 
silver. 

The  operation  of  the  device  is  as  follows :  The  magnesium,  in 
form  of  a  band,  is  fed  up  into  the  tube  a,  by  hand,  through  the  quick- 
silver, as  rapidly  or  slowly  as  ruay  be  required  by  the  energy  of  the  gas 
evolution  ;  and  the  resulting  gas  is  tested  by  the  reduction  flame  for 
considerable  time,  in  order  to  assure  a  confidence  in  the  purity  of  the 
reagents  employed.  After  this  has  been  determined,  the  suspected 
liquid  is  fed  in,  in  known  quantity,  through  the  funnel  «,  and  the  re- 
duction test  effected. 

As,  in  most  cases  of  arsenical  poisoning,  it  is  desirable  to  obtain 
all  the  arsenic  found  in  an  organ  of  the  body,  at  one  spot,  in  order 
that  it  may  be  first  accurately  weighed  before  being  subjected  to  the 
action  of  subsequent  tests,  the  author  has  arranged  for  the  introduo* 
tion  into  the  reduction  tube  of  a  faggot  or  bundle  of  platinum  wire. 
Upon  these  wires  the  whole  of  the  arsenic,  if  any  be  present,  is  de- 
posited.    Fig.  2. 

It  consists  of  a 
hard  lime  glass 
tube  drawn  'down 
at  b  to  one-tenth 
of  an  inch,  into 
this  fine  space  are 
dropped  a  weighed 
quantity  of  fine 
platinum  wire, 
which  should  fit 
closely  in  the 
manner  shown  in 
cut.  The  end  of 
the  tube,  A,  dips  into  a  vessel  of  nitrate  of  silver.  The  position  of 
the  gas-burners  will  need  no  further  explanation.  After  the  introduc- 
tion of  acid  into  the  generating  vessel  and  the  preliminary  test  for 
the  purity  of  the  materials  employed,  the  suspected  liquid  is  intro- 
duced as  before  and  the  test  proceeded  with ;  v^hen,  if  arsenic  is 
present,  it  will  all  be  found  upon  the  platinum,  and  its  weight  deter- 
mined by  the  gain  in  weight  of  the  platinum  faggot  which  is 
removed  from  the  tube  for  this  purpose.  The  vessel  of  nitrate  of 
silver  is  for  the  same  purpose  as  that  in  the  previous  case. 

Fig.  3  shows  the  device  employed  to  remove  the  metallic  arsenic  from 
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the  platinum  and  to  convert  it  into  arsenious  acid,  for  the  purpose  of 

subjecting    it     to 

further  tests  as  to  ^^^*  ^• 

its  identity. 

The  faggot  of 
platinum  is  placed 
in  a  tube  of  the 
form  shown  at  a  e 
d,  and  heated  by 
the  gas  flame, 
while  at  the  same 
time  a  current  of 
dry  oxygen  gas  is 
passed  over  it 
from  the  gasome- 

tor,  which  is  shown  attached.  By  this  means  all  the  arsenic  is  vola- 
tilized from  the  metal  at  a  dull  red  heat,  and  recondenses  as  arseni- 
ous acid  at  a  point,  c,  beyond  the  flame.  The  small  portion  which 
•escapes  condensation  here  may  be  caught  by  leading  the  open  end  of 
the  tube  into  water  kept  moderately  boiling  at  d. 

We  believe  the  device,  here  very  briefly  described,  possesses 
quite  a  number  of  points  of  advantage,  both  in  its  freedom  from 
several  of  the  drawbacks  incident  upon  the  ordinary  method  em- 
ployed, and  in  its  neatness  and  convenience  of  form.  It  seems  to 
be  in  every  way  worthy  of  recommendation  to  the  analytical  chemist 
as  a  standard  piece  of  apparatus  for  the  purpose  for  which  its  experi- 
enced designer  has  intended  it.* 

An  Improved  Filler  Pump. — Dr.  Mendelejef  recently  de- 
scribed, before  the  Chemical  Society  of  Berlin,  a  modification  of  the 
JBunsen  filter  pump,  which,  besides  rendering  this  laboratory  adjunct 
portable,  also  greatly  adds  to  its  simplicity  and  serviceability.  The 
gist  of  the  improvement  consists  in  bringing,  at  the  junction  of  the 
water-pipe  with  the  branch  tube  connecting  with  the  vessel  to  be  ex- 
hausted, a  valve  devised  originally  by  Bunsen,  and  known  to  chemists 
as  Bunsen's  valve.  B}*  this  means  the  necessity  for  a  considerable 
fall  of  water  is  done  away  with,  as  well  as  the  elaborate  length  of 
pipe,  since  so  soon  as  the  water  is  turned  on  the  valve  commences  to 
pulsate,  opening  and  closing  with  rapidity,  thus  reproducing,  to  per- 
fection, the  action  of  the  hydraulic  ram.     The  pump  may  be  operated 

*For  the  illastrations  to  this  item  we  are  indebted  to  the  coartesj  of  the 
Editors  of  the  American  Chemist. — Ed. 
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with  a  fall  of  a  few  inches  of  water,  instead  of  30  feet,  as  before  es- 
sential to  secure  good  exhaustion,  and  to  perform  its  work  with  great 
readiness  and  completeness.  Prof.  T.  E.  Thorpe  has  still  farther 
modified  the  apparatus  by  constructing  the  valve  of  a  metallic  funnel, 
perforated  with  openings.  In  this  funnel  is  firmly  attached  a  tightly 
fitting  caoutchouc  sheet,  which  operates  with  the  same  ease  as  above, 
and  is  much  more  durable. 

Prof.  E.  A.  Smith,  of  Alabama,  who  is,  as  far  as  our  knowledge 
extends,  the  first  in  this  country  to  introduce  this  improvement,  states, 
that  its  operation  is  eminently  satisfactory,  giving,  with  but  a  few 
inches  of  fall,  very  good  exhaustion. 

Lecture  Illustrations  of  Fluorescence.— In  a  lecture  on 
"Fluorescent  Light,"  recently  delivered  in  the  Academy  of  Music, 
Philadelphia,  President  Morton,  of  Hoboken,  exhibited  some  very 
remarkable  and  altogether  new  experiments. 

A  large  screen,  of  a  pale  yellow  color,  was  lowered  from  the  upper 
regions  of  the  stage,  and,  as  the  lecturer  expressed  it,  was  interro- 
gated, in  the  way  of  experiment,  as  to  what  property  it  possessed,  by 
various  colors  of  light.  A  brilliant  yellow,  a  green,  and  a  red  light, 
were  successively  thrown  upon  it  from  an  electric  lamp,  but  it  remained 
unchanged  and  made  no  sign.  Then  a  violet  light  from  the  same 
source,  streaming  over  the  word  ^^Fluorescence,"  flashing  out  upon 
the  screen  in  immense  letters  of  luminous  green,  at  once  answered 
the  question  and  illustrated  the  property.  So,  again,  a  gigantic 
flower,  painted  in  pale  monochrome,  gleamed  out  in  varied  and  vivid 
tints,  under  a  like  treatment.  In  another  place,  the  lecturer  alluded 
to  the  invisible  rays  present  in  the  solar  beam  and  light  from  other 
sources,  which,  though  inappreciable  to  the  eye,  are  very  active,  in 
photography,  and  then  did  what  has  certainly  never  before  been  ac- 
complished— showed  these  rays,  on  a  fluorescent  screen,  to  the  im- 
mense audience  assembled  to  hear  him.  The  invisible  spectra  of  cop- 
per, silver,  zinc,  etc.,  were  thus  projected  and  compared. 

The  substance  employed  in  the  superb  experiments  named  above 
was  the  new  material,  Thallcne,  described  in  the  "Journal "  several 
months  ago. 

The  Oxygen  Light. — At  the  recent  Industrial  Exhibition  of  the 
American  Institute,  the  large  hall  devoted  to  this  purpose  was  illumi- 
nated upon  the  plan  devised  by  M.  Tessie  du  Mothay,  which  has 
received  occasional  notices  in  the  '^  Journal.'* 

Quite  recently  a  brief  account  of  the  report  of  a  commission  of 
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experts  appointed  bj  the  French  government  was  published  amongst 
our  items,  in  which  the  light  was  pronounced  to  be  unsuited  for  street 
illumination,  from  the  complication  of  the  process  and  its  considerable 
expense ;  at  the  same  time,  however,  it  was  commended  as  an  excel- 
lent one  for  interior  illumination.  The  results  of  its  trial  in  the 
building  of  the  late  exhibition  seems  to  have  fully  confirmed  this  view 
of  the  French  experts ;  since,  if  we  may  judge  from  the  enthusiastic 
comments  of  the  New  York  press,  it  has  received  unlimited  praise, 
from  its  unusual  purity  and  brilliancy.  From  the  same  sources  we 
have  it  commended  as  a  street  illuminant ;  but,  though  there  can  be 
no  question  as  to  its  superiority  in  every  quality  which  an  illuminant 
should  possess,  we  believe  that  our  contemporaries  have  underrated  the 
objections  urged  agaiust  it  for  such  an  application,  since  in  Paris, 
where  it  has  received  an  extended  trial,  it  has  been  removed  from  the 
boulevards  to  give  place  to  the  ordinary  gas-lamps,  which  it  was 
designed  to  substitute. 

Oovemment  Aid  to  Science. — In  the  recent  report  of  the 
Secretary  of  War,  are  contained  the  following  remarks  upon  the  highly 
important  subject  of  securing  government  aid  in  prosecuting  an  ex- 
tended series  of  experiments  upon  steam-boilers,  for  the  purpose  of 
ascertaining,  under  the  most  varied  conditions,  the  cause  or  causes  of 
explosions,  and  of  determining  the  remedy  : 

The  universal  employment  of  steam  at  the  present  day  in  naval  as  well  as 
commercial  operations,  renders  this  a  matter  of  extreme  interest  to  all,  and 
one  demanding  the  serions  attention  of  the  government.  In  December  last, 
at  the  suggestioB  of  private  parties  who  were  about  to  institute  some  experi- 
ments upon  actnieil  boilers  at  Sandy  Hook,  I  appointed  a  board  of  engineers  to 
attend  and  witness  the  result  Appended  hereto  is  a  copy  of  their  report, 
which  seems  to  indicate  that  much  valuable  information  and  perhaps  a  solution 
of  the  difficult  problem  may  attend  a  further  prosecution  of  the  inquiry.  In- 
i)eed,  the  information  already  acquired  is  deemed  by  those  competent  to  judge, 
of  much  interest  and  importance.  It  is  gratifying  to  know  that  the  experiments 
which  have  led  to  the  most  reliable  information  hitherto  possessed  by  the  sci- 
entific world  on  this  difficult  subject,  were  instituted  and  conducted  by  an 
American  institution  (the  Franklin  Institute,  of  Pennsylvania],  under  the 
patronage  of  our  government,  over  thirty  years  ago.  Those  experiments  were 
detailed  ifi  two  able  reports,  one  made  in  January,  1836,  on  the  manifestations 
of  steam  under  various  conditions,  and  its  effects,  as  steam,  upon  a  small  model 
boiler  constructed  for  the  purpose ;  and  the  other,  made  some  months  after- 
wards on  the  strength  of  materials  employed  in  the  construction  of  steam- 
boilers.  The  former  report  was  published  in  £x.  Doc.  No.  162,  first  session, 
Twenty-fourth  Congress  ;  the  latter  in  Ex.  Doc.  No.  18,  second  session,  Thir- 
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tieth  Congress,  incladed  in  a  special  report  of  the  CommissioDer  of  Patents^ 
It  is  to  be  regretted  that  the  experinieots  thus  auspicioasly  coinmence«1  had* 
not  been  continued  antil  a  complete  solution  of  the  difficulties  could  have  been 
obtained.  No  material  advance  seems  to  have  been  made  in  real  knowledge  on 
the  subject  since  that  time,  and  the  great  desideratum  ut  the  present  day  is  a 
series  of  well-directed  experiments  oo  actual  boilers  used  in  navigation. 

It  was  the  employment  of  such  boilers  in  the  experiments  made  last  season^ 
at  Sandy  Flook,  which  was  the  means  of  producing  the  interesting  results  be- 
fore alluded  to.     Kut  the  making  of  experiments  on  this  scale  is  attended  v^itb 
too  much  expense  and  risk  of  capital  to  be  carried  on  by  private  enterprise* 
It  can  only  be  accomplished  under  the  patronage  of  the  Government,  and    it 
seems  to  me  that  any  reasonable  outlay  in  this  direction  would  be  amply  repaid 
in  the  increased  security  to  our  naval  and  commercial  marine      Legislative 
regulation  of  the  inspection  and  management  of  steam  boilers  must  necessarily* 
be  imperfect  under  an  imperfect  knowledge  of  the  causes  which  lead  to  explo- 
sions ;  and  reliable  knowledge  can  never  be  attained  by  silent  rellection  in  the 
study,  or  by  verbal  and  theoretical  discussion,  but  only  by  actual  trials  on  real 
boilers,  under  such  conditions  and  circumstances  as  the  present  advanced  state 
of  engineering  science  and  skill  shall  dictate.    This  Department  has  noticed 
with  much  interest  that  the  subject  has  engaged  the  attention  of  Congress,  and 
that  a  law  has  passed  one  House  at  its  late  session,  providing  for  a  continua- 
tion of  experiments  such  as  have  been  recommended.    There  are  few  things  at 
this  time,  affecting  the  commercial  and  naval  interests  of  the  country,  of  more 
practical  importance  than  this,  and  it  is  to  be  hoped  that  the  pressure  of  busi- 
ness at  the  coming  session  will  not  cause  the  matter  to  be  overlooked. 

Continaous  Chlorine  Process.— The  following  is  a  brief  de- 
scription of  a  process  for  this  purpose,  invented  by  Tessie  du  Mothay^ 
which  has  been  the  subject  of  much  criticism  on  the  part  of  our  for- 
eign contemporaries.  The  design  of  the  invention  is  to  manufacture 
chlorine  continuously  from  a  given  supply  of  manganese. 

Into  a  retort  containing  black  oxide  of  manganese,  or  a  mixture  of 
this  substance  and  lime,  and  heated  to  a  dark  redness,  he  passes  a. 
stream  of  muriatic  acid  gas.  Chlorine  gas  and  watery  vapor  are  given 
off,  while  protoxide  of  manganese  and  chloride  of  calcium  remain  in 
the  retort.  The  chlorine  may  be  collected  in  water  if  required,  or 
passed  into  chambers  for  the  preparation  of  bleaching  lime, 
tf  Over  this  remaining  mixture  in  the  retort  he  pisses,  at  the  same 
temperature,  a  stream  of  atmospheric  air,  when  the  chlorine  in  the 
chloride  of  calcium  and  chloride  of  manganese  is  set  free.  This  stream 
of  chlorine,  mixed  with  atmospheric  air,  or  with  variable  proportiona 
of  nitrogen  and  oxygen,  is  led  into  large  stone- ware  receivers,  con- 
taining a  mixture  of  lime  and  oxide  of  manganese,  previously  pre- 
pared by  decomposing  chloride  of  K.;n^anese  with  an  excess  of  lime 
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and  pouring  off  the  solution  of  chloride  of  calcium  thus  obtained  from 
the  oxide  of  manganese  deposited. 

In  presence  of  atmospheric  air  and  of  chlorine,  there  is  formation  of 
peroxide  of  manganese  and  hypochlorous  acid,  which  latter  combines 
with  the  lime,  forming  bleaching-lime.  This  mixture,  of  hydrated 
peroxide  of  manganese,  chloride  of  calcium,  and  bleaching-lime,  is 
treated  with  liquid  muriatic  acid.  Thereon  chlorine  escapes,  which 
is  led  into  the  chambers  for  the  preparation  of  bleaching-lime.  In  the 
stone-ware  receivers,  there  remains  a  mixture  of  chloride  of  manga- 
nese and  chloride  of  calcium,  which  is  treated  afresh  with  excess  of 
lime,  yielding  again  the  above-mentioned  mixture  of  oxide  of  manga- 
nese, lime,  and  chloride  of  calcium.  The  solution  of  chloride  of  calci- 
um'is  run  off,  the  other  two  ingredients  remaining  for  future  opera- 
tions. By  the  action  of  a  mixture  of  atmospheric  air  and  chlorine 
upon  them  we  again  obtain  peroxide  of  manganese,  chloride  of  calcium 
and  chloride  of  lime. 

The  chloride  of  calcium  accumulating  in  these  operations  is  mixed 
in  tanks  with  carbonate  or  hydrate  of  magnesia,  when  we  obtain  car- 
bonate of  lime  (or  hydrate)  and  chloride  of  magnesium.  The  latter 
on  distillation  gives  off  hydrochloric  acid,  which  can  be  again  used  in 
the  preparation  of  a  further  quantity  of  chlorine.  The  magnesian 
residue  in  the  retorts  serves  for  the  decomposition  of  a  fresh  accumu- 
lation of  chloride  of  calcium. 

Honor  to  Inventors. — We  have  received,  through  the  courtesy 
of  Dr.  George  Haseltine,  of  London,  the  following  slip,  which  is  at 
present  going  the  round  of  the  English  press.  Its  object  is  so  emi« 
nently  appropriate  and  deserved,  that  it  will  not  fail  in  attracting  in- 
terest. 

"  Inventors  are  a  class — sui  generis — and  their  rewards,  in  lifetime, 
are  mostly  m7,  their  honors  posthumous.  They  are,  moreover,  cos- 
mopolitan, and  in  general  their  labors,  when  successful,  benefit,  not 
one  class  or  nation  alone,  but  mankind  at  large. 

As  it  is  therefore  fitting  that,  in  some  shape  or  form,  honor  should 
be  given  where  honor  is  due,  we  have  learnt  with  much  interest  and 
pleasure  that  the  Commissioners  of  the  New  York  Central  Park  have 
allotted  a  portion  of  their  domain  for  the  erection  of  memorials  to 
the  inventors  of  all  nations,  and  it  is  now  proposed  to  erect  one  of 
these  memorials  in  honor  of  Elias  Howe,  the  inventor  of  the  Sewing 
Machine. 
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The  good  fortune  to  confer  equal  benefits  on  mankind  is  reserved 
to  few  inventors,  and  while  this  invention  is  the  world'a  common  in- 
heritance, a  large  share  of  the  legacy  has  fallen  to  Englishmen,  who 
have  never  yet  been  found  wanting  in  gratitude  to  their  benefactors. 
This  object  appeals  directly  to  the  sympathies  of  the  inventive  class, 
of  which  Mr.  Howe  was  an  illustrious  representative ;  and  there  will, 
doubtless,  besides  be  many  a  cheerful  giver  among  the  humble  users 
of  sewing  machines. 

The  influential  committee  organised  in  America  to  provide  the  me- 
morial funds  will,  we  learn,  be  aided  by  a  committee  recently  formed 
in  this  country,  which  comprises  a  number  of  well-known  gentlemen, 
and  the  co-operation  of  a  number  of  technical  societies  has  also  been 
obtained.  The  estimated  cost  of  the  memorial  is  fifty  thousand  dol- 
lars— ten  thousand  pounds — and  a  unique  design  has  been  submitted 
to  the  committee  by  an  eminent  sculptor,  a  personal  friend  of  the  in- 
ventor. The  composition  of  the  committee  indicates  a  very  general 
interest  in  the  movement,  and  is  an  earnest  of  its  success.  Truly  the 
victories  of  peace  are  greater  than  the  victories  of  war,  and  the  due 
and  fitting  recognition  and  veneration  of  the  heroes  of  these  benefi- 
cent victories  is  at  once  the  ornament  and  illustration  of  modern  civ- 
ilization.*' 


Dr.  Wm.  H.  Wahl: 

Dbar  Sir, — As  your  Journal  publishes  all  the  scientific  novelties, 
I  send  you  a  notice  of  a  curious  experiment  I  saw  to-day  at  our  City 
College.  I  had  called  there  to  see  the  efi*ect  of  some  suggestions  I 
had  made  to  Dr.  Wilkinson  (Prof.  Doremus*  assistant),  for  deodoriz- 
ing kerosene  oil,  and  amongst  various  trials  he  made  the  following : 

He  put  a  small  quantity  of  permanganate  of  potash  at  the  bottom 
of  a  beaker,  then  poured  in  some  kerosene,  and  then  added  a  small 
quantity  of  sulphuric  acid.  Nascent  oxygen  was  immediately  gene- 
rated and  tookfirej  with  slight  explosions  as  it  bubbled  through  the 
oil.  A  little  water  added  seemed  to  cause  a  more  vigorous  display  of 
flashes.  Respectfully  yours, 

RoBT.  W.  Nbwbkrry. 
New  York  Oily,  Nov.  IQth,  1872. 
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TRACTION  ENGINES  OR  ROAD  LOCOMOTIVES.* 
Tmm  Fast,  thb  Pbbsbnt  and  thb  Futurb  op  Stbam  m  imm 

CoMnoir  BoAD. 

Bt  FRoric&soR  B.  H.  Thdrston. 

When,  during  the  last  century,  the  steam  engine  had  so  far  been 
perfected  that  the  possibility  of  its  application  to  other  purposes  than 
the  elevation  of  water  had  become  generally  recognized,  the  problem 
of  its  adaptation  to  the  propulsion  of  carriages  was  attacked  by  many 
engineers  and  inventors. 

As  early  as  1759,  Dr.  Robison,  who  was  at  the  time  a  graduate 
of  the  University  of  Glasgow,  and  an  applicant  for  an  Assistant  Pro- 
fessorship there,  and  who  had  made  the  acquaintance  of  the  instru- 
ment maker,  James  Watts,  when  visiting  the  workshop,  called  the 
attention  of  the  latter,  who  was  probably  then  more  ignorant  of  the 
principles  of  the  steam  engine  than  was  the  young  student,  to  the 
possibility  of  constructing  a  carriage  to  be  driven  by  a  steam  engine, 
thus,  perhaps,  setting  in  operation  that  train  of  thoughtful  experiment 
which  finally  earned  for  Watt  his  splendid  fame. 

In  1765,  that  singular  genius,  Dr.  Erasmus  Darwin,  whose  celebrity 
was  acquired  by  speculations  in  poetry  and  philosophy  as  well  as  in 
medicine,  urged  Matthew  Boulton,  -subsequently  Watt's  partner^  and 
just  then  corresponding  with  our  cwn  Franklin  in  relation  to  the  nse 
of  steam  power, — to  construct  a  steam  carriage  or  '^  fiery  gharioti'*  as 
he  poetically  styled  it,  and  of  which  he  sketched  a  set  of  plans. 

A  young  man,  named  Edgeworth,  became  interested  in  the  scheme, 
and,  in  1768,  published  a  paper  which  had  secured  for  him  a  gold 
medal  from  the  Society  of  Arts.  In  this  paper,  he  proposed  railroads 
on  which  the  carriages  were  to  be  drawn  by  horses,  or  by  ropes  from 
tteamrtmnding  engines. 

These  were  merely  promising  schemes,  however.  The  first  aoti^al 
experiment  was  made,  as  is  supposed,  by  a  French  army  officer, 
"Nicholas  Joseph  Cugnot,  who,  in  1769,  built  a  steam  carriage  which 
iras  set  at  work  in  presence  of  the  French  Minister  of  War,  the 
Duke  de  Choiseul.    The  funds  required  by  him  were  furnished  by  the 

*  Read  before  the  Poljteohnic  Olob  ef  the  Amerloan  Inatitiite. 
YoL.  LZ v.— Third  Siriib.— No.  1.— Januabt,  1873.  1 
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Compte  de  Saxe.  Enconraged  by  the  partial  saccess  of  the  first  looo- 
motiye^^Cagnot,  in  1770,  constructed  a  second  which  is  still  preserFed 
in  the  *  Cofi8ervatoire  des  Arts  et  Metiers^'  Paris. 

Watt  patented  a  road  engine  in  1784,  after  he  had  made  the  more 
essential  improvements  in  general  design  and  in  the  details  of  his 
pamping  engine.  At  about  the  same  time,  Murdoch,  his  efficient 
lieutenant,^completed  and  made  a  trial  of  a  model  locomotive,  driven 
by  a  "grasshopper  engine,"  having  a  steam  cylinder  three-quarters  of 
an.inch  in  diameter  and  two  inches  stroke  of  piston.  It  is  reported 
to  bave^run  six  to  eight  miles  an  hour,  its  little  driving  wheels  making 
from  two  hundred  to  two  hundred  and  seventy-five  revolutions  per 
minute. 

In  1786,  Oliver  Eva^ns  asked  of  the  Pennsylvania  Legislature  the 
monopoly^of  his  method  of  applying  the  steam  engine  in  driving  flour 
mills  and  to  propelling  wagons.  In  the  same  or  following  year,  Win. 
Symington  constructed  a  working  model  of  a  steam  carriage,  which 
may*8till  be  seen  in  the  Patent  Museum  at  South  Kensington,  London. 
In  1802,  Trevithick  and  Vivian  took  out  a  British  patent  for  a 
locomotive  engine,  and  their  model  is  also  preserved  in  the  Museum 
of  the  British  Patent  Office. 

In  1804,  Oliver  Evans  completed  a  flat-bottomed  boat  to  be  used 
at'the^Philadelphia  docks,  and,  mounting  it  on  wheels,  drove  it  by  its 
own  steam  engine  to  the  river  bank.  Launching  the  craft,  he  pro- 
pelled it  down  the  river,  using  its  steam  engine  to  drive  Mts  paddle- 
wheels.  Evans'  "  Oructar  Amphibolis^*'  as  he  named  the  odd  machine, 
was  the  first  road  locomotive  that  we  find  described  after  Cugnot's  time. 
Evans  assured  incredulous  legislators  that  carriages  propelled  by 
steam  would  soon  be  in  common  use,  and  offered  a  wager  of  three 
hundred  dollars  that  he  could  build  a  "  steam  wagon"  that  should  excel 
in  speed  the  swiftest  horse  that  could  be  matched  against  it. 

In  1821,  Julius  Griffiths  of  Middlesex,  England,  made  a  steam  car- 
riage for  common  roads,  which  he  designed  to  carry  passengers,  and 
which  was  probably  the  first  ever  constructed  for  that  purpose  only. 

During  the  succeeding  ten  or  fifteen  years,  Messrs.  Burstall  &  Hill 
of  London  and  Edinburgh,  Mr.  Goldsworthy  Gurney,  the  Messrs. 
Seaward,  W.  H.  James,  Walter  Hancock,  Ogle  &  Summers,  Sir  Chas. 
Dance,  and  others  in  Great  Britain,  and  Harrison  Dyer,  Joseph 
Dixon,  Bufus  Porter  and  a  Mr.  James,  in  the  United  States,  with, 
probably,  many  others  whose  names  are  unknown  in  history,  attacked 
this  important  and  seductive  problem  with  varying  success. 
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In  December^  1833,  about  twenty  steam  carriages  and  traction  road 
engines  were  running,  or  were  in  course  of  construction  in  and  near 
London. 

In  our  own  country,  the  roughness  of  roads  discouraged  inventors, 
4Uid,  in  Great  Britain  even,  the  successful  introduction  of  road  loco- 
motiTes,  which  seemed  at  one  time  almost  an  accomplished  fact, 
finally  met  with  so  many  obstacles  that  even  ^ancock,  the  most 
ingenious,  persistent  and  successful  constructor,  gave  up  in  despair. 
Hostile  legislation  procured  by  opposing  interests  and,  {)08sibly  also, 
the  rapid  progress  of  steam  locomotion  on  railroads  caused  this  result. 

In  consequence  of  this  interruption  of  experiment,  almost  nothing 
was  done  during  the  succeeding  quarter  of  a  century,  and  it  is  only 
within  a  few  years  that  anything  like  a  business  success  has  been 
founded  upon  the  construction  of  road  locomotives,  although  the 
scheme  seems  to  have  been  at  no  time  entirely  given  up. 

J.  Scott  Bussell,  Boydell,  and  a  few  others  in  England,  and  Messrs. 
Roper,  Dudgeon,  Fawkes,  Latta,  and  J.  E.  Fisher,  in  the  United 
States,  have  all,  at  various  times  labored  in  this  direction. 

The  last-named  engineer  designed  his  first  steam  carriage  in  1840, 
and  is  still  at  work. 

Abroad,  a  few  firms  have  succeeded,  within  a  few  years  past,  in 
making  a  business  of  considerable  extent  in  constructing  road  loco- 
motives for  hauling  heavy  loads,  and  in  building  steam  road  rollers. 

While  steam  carriages  of  high  speed,  and  adapted  to  the  transport- 
ation of  passengers,  have  not  yet  been  successfully  introduced,  a  most 
promising  start  has  been  made  in  the  application  of  steam  to  the 
heaver  kinds  of  work  on  the  common  road. 

The  great  impediments  seem  to  be  the  roughness  and  bad  construo* 
tion  of  the  ordinary  highway,  the  damages  arising  from  the  taking 
flight  of  horses,  the  engineering  difficulties  of  construction  and  the 
limited  power  of  the  machine  as  it  has  usually  been  built.  Hostile 
legislation  might  perhaps  be  placed  in  the  category,  but  we  are 
probably  sufficiently  far  advanced  in  civilization  to-day  to  be 
able  to  secure  liberal  legislation  when  the  people  shall  be  satisfied 
that  the  introduction  of  the  road  locomotive  will  be  of  great  publio 
advantage. 

The  capabilities  of  the  road  locomotive  are  readily  determined  by 
experiment,  and  the  following  paper  embodies  the  results  of  several 
series  of  trials. 

When  in  Great  Britain,  some  two  years  ago,  the  writer  found  that 
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the  constructioti  of  traction  engines  and  steam  road  r'ollei«  wai 
pying  the  attention,  to  a  considerahle  degree,  of  several  engineeriti^ 
firms,  among  whom  maj  be  mentioned  Messrs.  Aveling  b  Portor^ 
Tuxford  &  Sons,  Borrell,  Ransomes  Sima  k  Head  and  others. — 
Messrs.  Fowler  k  Co.  were  constructing  machines  to  be  used  in  steatt 
ploughing,  an  application  of  steam  to  whidfci  they  were  giving  especial 
attention. 

The  first-named  firm  seemed  a  leading  one  in  the  business  of  baild- 
ing  road  locomotives,  and  about  400  workmen  were  kept  employed  by 
them.  Their  engines  seemed  well  built  and  had  an  excellent  reputation,, 
but,  unfortunately,  the  short  time  available  merely  permitted  an  inspec- 
tion of  their  machines,  and  no  opportunity  offered  to  witness  a  pre- 
arranged trial,  or  even  to  see  them  at  ordinary  work. 

More  than  two  years  previous  to  the  period  just  referred  to,  a  trial 
of  these  machines  was  made  by  the  well  known  French  engineer. 
Men.  H.  Tresca.  Sous-directeur  du  Ooiuervatimr  Imperial  de$  Ari9  et 
MetierSf  Paris,  and  in  presence  of  the  equally  distinguished  English 
Professor,  Fleemin  Jenkin.  The  report  was  submitted  to  the  Dfret- 
teuTj  General  Morin,  January  15th,  1868.* 

The  results  may  be  summarized  as  follows : 

1.  The  coefficient  of  traction  was  determined  to  be  about  0^26  on 
a  good  road  with  easy  grades. 

2.  The  consumption  of  coal  was  found  to  be  4*4  pounds  per  horse- 
power per  hour. 

8.  The  consumption  of  water  was  determined  to  be  132*2  gallons 
an  hour  lyith  the  "ten-horse  "  engine. 

4.  The  "coefficient  of  adherence,"  or  of  friction  between  the  wheels 
and  the  soil  was  0*8. 

5.  A  rate  of  motion  of  seven  miles  an^hovr  produced  no  special 
difficulty  in  managing  either  the  locomotive  or  its  load. 

This  engine  was  of  large  sice,  having  a  steam  cylinder  of  11  inches 
diameter  and  a  stroke  of  piston  14  inches.  The  crank  shaft  w«s 
geared  to  the  driving-wheels  in  such  manner  as  to  make  20*88  or 
14-25  revolutions^  at  pleasure,  for  each  revolution  of  the  drivers. 
The  driving-wheels  were  6|  feet  in  diameter,  and  the  weight  of  ibe 
maehine,  exclusive  of  fuel  and  water  in  its  tank,  was  fourteen  and 
one-half  tons.     Including  fhel  and  water  its  weight  was  seventeen 

*Proce8' verbal  dca  Experiences  faites  sur  une  machine  de  traction  ;  CanMerva- 
tctVe  tfM  Arts  ^  Metiers  ;  Paris ;  1868. 
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a»d  on^-kftlf  tons.     The  load  drawn  ou  &  l^rel  road  vas  79  toDS,  19 
^CWt.,  1  ^r.y  (77,597  kilo'a)^  including  the  weight  of  the  machine  itself. 
Th]4  weight  was  distributed  as  follows : 
Weight  of  engine^         •  21*8  p^  amty/m  of  total. 

"      wagons,  .  •  25-9         "  " 

"      pajingload,  •    62-8         *'  " 

loa- 

In  addenda  to  the  report  of  M.  Trescait  is  stated  that  M.  Lalouetto 
¥ad  set  the  engine  at  work  transporting  heavy  material,  and  with  tha 
following  results : 

It  transported  a  total  weight  of  2,500,000  kilogrammes  a  distanca 
of  4  kilometres,  drawing,  on  each  trip,  25,000  kilogrammes  of  paying 
load,  and  making  four  trips  per  day*  Five  hundred  kilogrammes  of 
coal  were  consumed  in  eight  journeys. 

At  about  this  same  time,  M.  Servel,  Ingenieur  en  chef  de  la  Conh 
pagme  GUnhrdU  des  Mesaageriis  &  Vapeuvy  conducted  a  series  of  exr 
periments  with  a  similar  machine  upon  paved  and  upon  macadamiaed 
roftds,  during  what  he  describes  as  the  most  trying  of  winter  weather. 
Under  such  unfavorable  conditions,  M.  Servel  reports  the  following 
distiibntion  of  weights  hjper  centum : 

Weight  of  locomotives,  «      41.4 

"      wagons,  .  .  18-2 

^'      paying  load,  .  •      40*4 

100- 
The  average  total  weight  of  three  loaded  wagons,  which  was  th^ 
nsnal  load,  was  22,575  kilogrammes,  or  very  nearly  22  tons. 

The  experiment  was  made  in  1867 — '8  of  applying  these  enginef 
to  the  towage  of  boats  on  the  French  oanalfi.  The  results  seem  to 
have  been  very  encouraging.  M.  (}eraldi  xeported  that  an  8-hor8# 
engine  towed  on  the  canal  between  Caen  and  Oyestreham,  a  fleet,  hav- 
ing an  aggregate  measure  of  800  tons,  at  the  rate  of  three  miles  an 
hour,  and  that  the  speed  had  been  pushed,  on  occasion,  up  to  six 
miles  an  hour.  The  latter  speed  was  not  considered  an  advisable 
one,  however. 

M.  Garfort  reported  to  M.  Huet  that  a  6-horse  engine,  doing  similar 
work  on  the  Dunkerque  and  Saint  Omer  canal,  had  towed  800  toiM^ 
and  was  regularly  towing  500  to  700  tons  at  an  expense  not  exceed* 
ing  40  per  centum  of  the  cost  of  horse  power. 
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In  the  year  1871  a  number  of  traction  engines  were  exhibited  be- 
fore the  Royal  Agricultaral  Society  of  England  at  their  show  at 
Wolverhampton,  and  the  judges  appointed  by  the  Society  made  a 
series  of  exceedingly  interesting  and  instructive  tests.* 

The  judges  state  in  their  report  that  on  a  road  in  good  order 
wheels  fitted  with  India-rubber  tires,  as  patented  by  Thompson,  have 
an  advantage  over  iron  rigid  wheels  in  tractive  force,  but  that  the  mat 
of  such  wheels — ^fifty  per  centum  of  the  cost  of  the  locomotive — forms 
a  most  serious  obstacle  to  their  adoption  ;  still  they  ^^  are  not  pre- 
pared to  express  a  decided  opinion"  upon  that  subject.  On  farm  roads 
and  in  fields  the  India-rubber  tires  '^  signally  failed."  Plain  iron 
wheels,  with  ^^  paddles"  attached,  succeeded  where  the  former  failed* 

A  10-horse  locomotive  entered  by  Messrs.  Aveling  k  Porter  received 
the  first  prize  at  the  termination  of  these  trials  ;  two  competing  sys- 
tems of  rubber  tires — those  of  Thompson  and  of  Adams — ^were  each 
awarded  a  silver  medal ;  a  6-horse  power  road  locomotive  by  Aveling 
k  Porter,  and  an  8-horse  power  road  engine  by  Burrell,  were  very 
kighly  commended. 

The  prize  engine  had  a  cylinder  of  10  inches  diameter  and  a  stroke 
of  piston  of  12  inches,  a  fire  grate  area  of  6|  square  feet,  an  area  of 
heating  surface  of  204*4  feet,  driving-wheels  6  feet  in  diameter,  and 
18  inches  breadth  of  face.  These  wheels  made  one  revolution  to  17 
of  the  crank  shaft.  The  total  weight  of  the  engine  was  12  tons,  of 
which  8f  were  on  the  driving-wheels.  The  coal  used,  on  special  trial, 
amounted  to  3*2  pounds  per  indicated  horse  power  per  hour,  and  the 
evaporation  of  water  was  7*62  pounds  per  pound  of  coal  consumed, 
the  average  temperature  of  feed  being  175®  Fahrenheit. 

The  load  drawn  up  the  maximum  grade  of  264  feet  to  the  mile  on 
Tottenham  hill,  which  is  1900  feet  from  top  to  bottom,  was  26  tons, 
or,  including  weight  of  engine,  38  tons,  giving  a  coefficient  of  traction 
of  0-85. 

On  a  country  road,  16  miles  long,  it  drew  15  tons  at  an  average 
rate  of  speed  of  3}  miles  per  hour,  using  2*85  pounds  of  coal  and 
1*94  gallons  of  water  per  ton  of  useful  load  per  mile. 

On  farm  soil,  soaked  with  recent  rains,  the  load  drawn  was  9  tons, 
and  speed  something  less  than  an  average  of  two  miles  per  hour, 
using  18*6  pounds  of  coal  per  ton  of  paying  load  per  mile.  This 
engine  was  fitted  with  smooth-tired  driving-wheels. 

J*  Journal  of  the  Boyal  AgricaltDral  Society  of  EDgland,  Vol.  Y II ;  LoDdoo  i 

J.  Marray,  1871. 
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•  In  July,  1871,  another  trial  was  made  in  the  same  vicinity  at  the 
request  of  officials  of  the  British  War  Department,  daring  which  a 
6-horse  engine,  by  the  same  builders,  drew  7  tons,  12  cwt.,  up  a  hill 
haying  a  maximum  grade  of  one  in  7*33,  or  more  than  600  feet  to  the 
mile.* 

In  September  of  the  same  year  still  another  trial  of  the  same,  or  a 
duplicate  engine,  occurred  between  Rochester  and  Chatham,  in  which 
the  same  style  of  driving-wheel  was  used  as  in  the  trials  at  South 
Orange,  N.  J.,  to  be  hereafcer  described. 

Star  Hill  was  ascended  by  this  engine,  the  maximum  grade  being 
480  feet  to  the  mile.  This  performance  is  compared  by  Engineering 
with  that  of  a  road  steamer  fitted  with  India-rubber  tires,  which  was 
tried  earlier  at  Tottenham.  The  first  named  engine  drew  2*94  times 
its  own  weight,  and  its  competitor  hauled  2*5  times  its  weight  on 
maximum  grades  of  1  in  11  and  1  in  18,  respectively — excellent  per- 
formances both.  The  rigid  wheel  in  this  case  seems  to  have  had  con- 
siderably greater  pulling  power  than  that  fitted  with  elastic  tires.' 

The  authorities  already  quoted  furnish  valuable  information  as  to 
the  capabilities  of  this  system,  but  the  writer,  in  common  with  many 
others  of  the  profession,  has  long  been  desirous  of  learning  more  of 
its  value  on  good  roads  by  personal  observation.  Fully  believing  in 
the  ultimate  and  general  adoption  of  steam  traction  on  our  streets 
mud  roads,  it  yet  seemed  a  question  whether  there  might  not  exist 
some  unanticipated  obstruction,  or  some  serious  difficulty  not  referred 
to  in  published  reports. 

The  desired  opportunity  recently  presented  itself  when  the  writer  was 
requested  to  conduct  a  public  trial  of  the  road  locomotives  of  Messrs. 
Aveling  &  Porter,  and  of  their  steam  road  rollers,  and  was  proffered 
every  desired  facility  for  making  a  thorough  examination  of  the  con- 
struction of  the  machines,  and  for  testing  their  powers  of  traction 
and  manoeuvring.  Mr.  W.  C.  Oastler,  agent  for  the  builders,  prom- 
ised to  furnish  one  locomotive,  and  Mr.  Daniel  Brennan,  Jr.,  Presi- 
dent of  the  Telford  Pavement  Co.,  of  Orange,  N.  J.,  offered  a  road 
locomotive  and  a  steam  roller,  with  the  privilege  of  taking  as  a  trial 
ground  any  portion  of  the  macadamized  road  which  the  company  were 
constructing  at  South  Orange. 

Engagements  permitting,  a  day,  Saturday,  September  21st,  was 
taken  for  a  visit  to  Orange  to  inspect  the  engines  and  to  select  a  trial 
ground.    The  trial  was  to  take  place  October  1st,  and  invitations  were 

*  London  Engineering,  Jnlj  14, 1871. 
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extended  to  and  accepted  by  the  Commissioners  of  P 
Essex  and  for  other  Counties  of  New  Jersey,  and  by  m 
eongiReers  of  New  "Sork  and  vicinity. 

Two  road  steamers  or  traction  engines  and  a  steam  t 
brought  out  for  exhibition  and  trial. 

No.  1  was  a  new  road  locomotiye  built  by  Messrs.  Aye 
it  had  previously  done  no  real  work.  A  sketch  of  t 
shown  in  Figure  1. 

The  following  are  the  principal  dimensions : 
Weight  of  engine^  complete,  5  tons,  4  cwt.,  1*. 

Steam  cylinder — diameter  in  inches, 
Stroke  of  piston — inches. 
Revolution  of  crank  to  one  of  driving-wheels, 
Driving-wheels — diameter  in  inches,    . 

"  — breadth  of  tire  in  inches, 

"  — weight,  pounds  each, 

Boiler — ^length  over  all,  feet, 
^^    — diameter  of  shell,  inches, 
"    — thickness  of  shell,  inches,    . 
'*    — ^firebox  sheets,  outside,  thickness  in  inches. 
Load  on  driving-wheels,  4  tons,  10  cwt.,  pounds,     10,' 
The  boiler  was  of  the  ordinary  locomotive  type,  and  the 
mounted  upon  it,  as  is  usual  with  portable  engines. 

The  driving  pinion  on  the  crank  shaft  was  made  capabi 
slipped  out  of  gear,  thus  allowing  the  engine  to  be  kept 
when  the  locomotive  was  at  rest,  either  to  pump  water  into 
er  to  drive  as  a  '^portable  engine,''  by  a  belt  which  could 
en  the  pulley,  4|  feet  in  diameter  and  5  inches  face,  which 
to  act  as  a  fly-wheel.  When  used  as  a  "portable  engine," 
was  effected  by  means  of  a  fly  ball  governor  conveniently 

The  steam  cylinder  was  steam  jacketced  in  accordance 
most  advanced  practice  here  and  abroad.     The  crank  &haft 
wrought  iron  parts  subjected  to  heavy  strains  were  made  of 
iron  and  were  strong  and  plainly  finished.     The  gearing  was 
leableized  cast  iron,  and  all  bearings,  from  crank-shaft  to 
wheel,  on  each  side,  were  carried  by  a  single  sheet  of  half-in 
which  also  formed  the  sides  of  |the  fire-box  exterior.     This  siiij^ 
afdmirable  device  united  all  parts,  peculiarly  exposed  to  inj 
jarring,  with  such  firmness  as  would  seem  to  give  almost 
security  against  such  injury  on  even  yexj  rough  roads.    See  F\ 
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The  engine  7al?e  gear  consisted  of  the  standard  arrangement  of 
thjree  ported  valve  and  Stephenson  link  with  reversing  lever,  so  gen- 
eralljinsed  on  locomotives.  The  feed  pump,  If  inches  in  diameter 
and  S^  inches  stroke  of  plunger,  was  driven  by  an  eccentric  keyed  on 
the  erank-ehaft. 

The  connection  between  the  gearing  and  the  driving-wheels  was 
effected  by  one  of  the  neatest  and  most  ingenious  devices  known  to 
engineers.  Thk  arrangement  is  called  by  builders  of  cotton  machinery 
a  "Jack-in-the-box''  gear,  and  is  shown  in  Fig.  2  as  the  '^  differential 
gear:" 

Fig.  2. 


As  constructed,  and  as  shown  in  the  figure,  one  wheel  (A)  tuns 
freely  on  the  driving-axle  at  B,  while  the  other  driving  wheel  is  keyed 
&st  The  latter  is  not  shown  in  the  cut.  A  bevel  gear  (G)  is  bolted 
on  the  hub  of  the  wheel  (A),  and  a  similar  gear  (D)  is  keyed  to  the 
driving-axle.  Between  these  revolves  a  spur  gear  (E),  which  is  driven 
by  the  engine,  and  which  carries  two  small  bevel  pinions  (FF),  the 
latter  engaging  both  bevel  wheels,  C  and  D,  their  axles  being  in  the 
plane  of  revolution  of  the  large  gear  (E). 

An  examination  of  the  combination  will  show  that,  resistances 
bemg  equal  on  both  wheels,  if  the  spur  gear  (E)  be  turned,  it  will 
carry  with  it  both  driving-wheels  at  the  same  time  with  equal  angular 
velocities,  the  effort  exerted  by  the  engine  being  equal  at  both  wheels 
at  all  times. 

If  the  engine  be  turning  a  corner,  however,  the  greater  resistano«i 
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on  the  inside  wheel  retards  that,  while  the  outer  wheel  necessarily 
moves  more  rapidly  over  its  longer  path,  and,  while  the  engine  Bti}I 
exerts  the  same  force  on  hoth  wheels,  the  work  done  is  distributed 
unequally  between  them  through  the  then  revolving,  bevel  pinions, 
without  loss  and  without  either  wheel  being  necessarily  slipped  or  dis- 
engaged. Should  one  wheel,  however,  strike  into  a  soft  spot,  as  a 
patch  of  muddy  soil,  and  finding  so  little  resistance  as  to  turn  freely, 
leaving  the  opposite  wheel  at  rest  on  firmer  soil  and  thus  checking  the 
motion  of  the  locomotive,  a  heavy  bolt,  which  is  furnished  with  each 
machine  ready  fitted  to  its  place,  is  inserted  and  keys  the  loose  wheel 
to  the  shaft.     Both  wheels  must  then  turn  together  until,  the  loconao- 

tive  being  extricated,  the  bolt  is  withdrawn. 
Such  an  occurrence  is  seldom  likely  to  take 
place. 

The  driving-wheels  were  of  wrought  iron, 
strong  but  light  in  their  construction,  and 
were  fitted  with  strips  of  iron,  thickest  at  the 
middle  of  their  lengths,  which  were  laid  diag- 
onally across  the  face  of  the  wheels,  with  sepa- 
rating spaces  of  about  two  inches  between 
them.  The  angle  was  such  that  one  end  of  one 
strip  would  come  to  a  bearing  on  the  ground 
just  as  the  opposite  end  of  the  preceding 
strip  was  leaving  it.  This  arrangement  is 
shown  in  Fig.  3. 

The  builders  claim  that  this  method  of  ob- 
taining tractive  power  in  the  wheel  gives  the 
engine  a  pulling  power,  on  good  ground, 
equal  to  0.45  of  the  insistent  weight,*  while,  with  the  smooth  wheel 
used  in  the  trial  described  in  the  report  to  the  Royal  Agricultural 
Society,  quoted  above,  that  coefficient  is  but  0-25. 
;;;  On  extremely  hard  and  smooth  roads,  bolts  may  be  inserted  in  the 
wheel  rim,  whose  heads  give  better  holding  power  than  even  these 

*Thi8  is  equal  to  that  obtained  with  the  India-rnbber  tired  wheel  at  Wolver- 
hampton. A  committee  of  the  Royal  (British)  Engineers,  consisting  of  Colo- 
nels Gallway,  Wraj  and  Lennox  and  Captain  Home,  compared  the  pulling 
power  of  these  wheels  with  that  of  India-rubber  tired  wheels  in  November, 
1870,  using  the  same  engine  with  both,  on  Star  Hill,  near  Rochester.  Thej 
found  them  to  be  equal,  with  equal  insistent  weights. 

The  writer  regrets  that  he  has  no  personal  experience  with  which  to  compare 
these  results. 
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iron  strips,  and  on  very  soft  ground  the  same  bolts  are  used  to  secure 
to  the  rim  of  the  wheel  pieces  of  angle  iron,  called  by  the  builders 
^paddles,"  which  take  a  good  hold  upon  on  the  more  unstable  kinds 
of  soil. 

The  weight  of  this  locomotive  rested  principally  upon  the  driving- 
wheels  ;  about  fifteen  per  centum  was  left  upon  the  forward  axle  to 
insure  good  stejering  power. 

The  total  weight  on  the  drivers  was  somewhat  increased  when  pull- 
ing a  load,  usually,  by  the  inclination  of  the  line  of  traction  downward 
from  the  pulling  bolt  to  the  point  of  attachment  to  the  load. 

The  forward  axle  is  fitted  with  wheels  of  42  inches  diameter  apd  8 
inches  face ;  it  swings  about  a  king-bolt  which  is  secured  above  in  a 
bracket  secured  to  the  under  side  of  the  boiler  smoke-box  and  is 
steadied  by  a  strong  rod,  connecting  its  lower  end  with  the  forward 
end  of  the  fire-box. 

Chains  led  from  each  end  of  the  axle  to  a  shaft  carried  on  the  for- 
ward end  of  the  fire-box,  around  which  they  wound  in  such  a  manner 
that  turning  this  shaft  would  swing  the  axle. 

A  hand  steering  wheel,  conveniently  arranged  near  the  throttle 
and  reversing  handles,  turned  this  shaft,  being  connected  with  it  by 
means  of  a  worm  shaft  and  pinion. 

A  tank  at  the  rear  of  the  locomotive  carried  coal  and  water  in  its 
compartments,  and  afforded  a  standing  place  for  the  engine  driver 
from  which  he  could  readily  reach  the  various  handles  and  guages. 

Draught  was  secured  by  means  of  the  exhaust,  and,  when  desired, 
the  latter  could  be  turned  into  the  water  tank,  thereby  securing  a 
double  advantage,  heating  the  feed  water  and  rendering  the  engine 
noiseless. 

The  boiler  and  steam  cylinder  were  both  well  protected  against 
losses  of  heat  by  coverings  of  felt  and  lagging. 

No  springs  were  used  on  the  engines  exhibited  as,  being  intended 
for  heavy  work  at  slow  velocities,  their  advantages  would  not,  it  was 
supposed  by  the  builders,  justify  the  expense  and  complication  at- 
tending their  use. 

A  strap  brake  was  fitted  on  the  driving  axle  for  the  purpose  of 
eontrolling  the  engine  on  heavy  grades. 

Koad  locomotive  No.  2  was  of  the  same  size  and  of  similar  make 
to  No.  1.  It  had  been  two  years  in  use,  or  longer,  on  the  roads 
made  by  the  Telford  Pavement  Company,  as  a  steam  road-rollen 
To  convert  it  into   a  road-roller,  its  ordinary   driving-wheels  had 
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Th«  engine  and  boiler  were  of  the  same  general  dimensions  as  the 
rottd  loeomotiyes  already  described.  The  furnace  door  was  placed  at 
one  side  of  the  fire-box,  and  the  reversing  lever,  throttle  handle  and 
eleam  gauge  were  all  brought  to  the  same  side,  the  engine  driver 
Ktanding  on  the  frame  of  the  machine,  which  is  sufficiently  broad  and 
18  immensely  strong.  The  tanks  for  fuel  and  water  were  so  placed  as 
to  be  within  reach  of  the  driver.  The  steering  apparatus  was  located 
mt  the  side  opposite  the  working  gear  of  the  engine,  and  was  operated 
iiy  the  engine  driver's  assistant,  who  finds  standing  room  on  that  side. 
The  whole  machine  was  carried  on  four  large  wheels,  with  broad 
-  tread,  covering  a  total  width  of  six  feet.  Its  weight  exerts  a  com- 
pressive force  of  5,600  pounds  on  each  foot  of  width,  or  467  pounds 
on  each  inch. 

The  wheels  had  holes  drilled  in  their  faces,  like  the  wheels  of  the 
traction  engines,  in  which  could  be  inserted  strong  spikes  for  break- 
ing up  old  roads  previous  to  making  repairs,  or  for  loosening  the  sur* 
liace  previous  to  metalling  new  roads. 

Referring  to  Fig.  4,  it  will  be  noticed  that  the  steering  wheels  are 
set  dose  together,  at  the  fire-box  end  of  the  machine,  o%  an  axle,  i3ie 
outer  extremities  of  which  are  secured  in  boxes  carried  by  a  ttum- 
table.  This,  being  turned  by  the  steering  apparatus,  carries  the 
wheels  in  either  direction,  as  desired. 

The  driving  wheels,  in  this  design,  are  driven  from  a  counter  shaft 
by  a  strong  flat  link  chain,  leading  around  a  chain  wheel  on  that 
-lAaft,  and  driving  a  similar  but  larger  wheel  on  the  driving  axle.  The 
ehain  links  are  made  of  forged  scrap,  case  hardened,  and  the  pfan 
w^e  of  steel.  A  brake  <m  the  driving  axle  was  of  sufficient  power 
to  control  the  roller  on  the  heaviest  grades. 

The  whole  machine  was  evidently  well  proportioned,  and  of  great 
strength  and  simplicity  in  details. 

]?BBLIMINARIBB.— The  preliminary  examination  of  the  proposed 
trial  ground  and  its  selection  took  place  late  in  Septeml^r,  and  a 
<half  day  was  devoted  to  an  examination  of  the  engines  anu  of  the 
road-bed.  Engine  No.  1  was  found  at  Orange,  and,  afte^  a*  careful 
/examination  had  been  made  of  its  design  and  construction,  the  driver 
Parted  with  it  over  an  awkwardly  narrow  and  winding  piece  of  road, 
traversing  it  without  apparent  difficulty,  and  going  forward  and  back- 
ward at  varying  speeds,  steering  with  evident  ease  and  accuracy. 

The  writer  then  took  the  place  of  the  driver,  and,  although  the  ex- 
perience was  a  novel  one,  found  no  difficulty  in  acquiring,  in  a  very 
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short  time,  such  command  of  the  machine  that  it  became  evident  that 
but  little  training  would  be  required  to  enable  any  ordinarily  intelli- 
gent mechanic  to  manoeuvre  the  locomotive  on  the  most  difficult  road. 
The  reversing  handle,  the  throttle  and  the  steering  wheel  were  con- 
veniently located  and  easily  operated.  Reversing  could  be  performed 
promptly,  notwithstanding  the  weight  and  consequent  momentum  of 
the  fly-wheel,  which,  it  had  been  apprehended,  might  cause  loss  of 
time,  if  not  an  excessive  strain,  when  reversing  suddenly.  Steerage 
seemed  almost  equally  easy  and  precise,  whether  going  forward  or 
backward.  A  block  of  wood,  six  or  eight  inches  high,  thrown  under 
one  forward  wheel,  was  driven  over  without  apparent  difficulty  or  in- 
jury to  the  machine. 

After  these  experiments  and  the  examination  of  the  locomotiTe 
were  concluded,  the  party  rode  over  to  South  Orange,  where  a  por- 
tion of  road  containing  heavy  grades  was  selected  for  the  public  trial 
of  the  locomotives  which  have  been  described.  It  consisted  of  a  short 
section  of  nearly  level  road,  A  A'  (Fig.  5),  in  the  village  of  South 

Orange,  near  the 
railroad  station, 
and  of  that  part  of 
the  road,  on  either 
side  of  this  nearly 
level  stretch,  which 
ascends  from  the 
valley  by  a  moder- 
ately heavy  grade, 
A  E,  on  the  eaat- 
ern  side,  and  by  a 
very  remarkably 
steep  grade,  A'W, 
on  the  western  side. 
The  profile,  as 
given,  was  kindly  furnished  by  the  county  engineer,  Mr.  Jas.  Owen, 
of  Newark,  N.  J. 

This  forms  a  portion  of  some  fourteen  miles  of  macadamized  road, 
completed,  during  the  past  season,  by  the  Telford  Pavement  Co.,  to 
whom  No.  2  locomotive  and  the  steam  roller  belonged. 

The  road-bed  was  remarkably  smooth,  hard  and  compact.  It  was 
constructed  in  the  following  manner :  The  original  surface  of  the  old 
road  was  first  ploughed  up  and  levelled  oflf,  the  ploughing  being  done 
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hy  an  immense  plough,  built  for  that  purpose,  and  designed  to  be 
drawn  bj  the  road  locomotive  owned  by  the  Pavement  Company. 

The  surface  is  next  carefully  levelled  up  and  brought  to  the  re- 
quired form,  and  is  well  rolled  by  the  steam  road-roller.  The  bed  is 
then  ready  for  the  metalling.  This  consists  of  fragments  of  the  very 
hard  trap  rock  which  lines  the  western  bank  of  the  Hudson  river, 
near  New  York,  and  forms  the  Palisades,  extending  back  from  the 
river  into  the  State  of  New  Jersey. 

The  quarry  is  situated  a  short  distance  from  the  South  Orange 
Railroad  station,  the  county  road  leading  directly  past  it.  Steam 
drills  are  employed  in  holing,  and  the  masses  broken  down  by  the 
blast  are  reduced  by  the  quarryme'n  to  a  size  which  allows  them  to 
enter  between  the  jaws  of  two  Blake  stone  crushers,  which  are  kept 
constantly  at  work  preparing  broken  stone  for  the  road.  The  whole 
plant  is  well  placed  and  well  arranged,  and  exhibits  many  inter- 
eating  features  which  cannot  be  described  here. 

The  heavier  fragments  are  separated,  by  means  of  revolving 
screens,  from  the  finer  pieces  and  are  used  in  forming  the  first  layer 
of  metalling.  These  heavy  fragments,  measuring  from  four  to  eight 
inches  in  their  longest  dimensions,  are  placed  by  hand,  and  the  work- 
men settle  them  well  in  their  place  by  striking  them  with  a  moderately 
heavy  hammer. 

Another  layer  of  smaller  material  is  used  to  cover  that  first  laid 
down,  and,  upon  this  the  steam  road-roller  is  used  until  it  is  well 
compacted.  As  still  finer  material  is  added,  the  rolling  is  repeated 
until  the  surface  becomes  wonderfully  hard  and  smooth.  As  a  matter 
of  course  it  must  be  extremely  durable,  even  under  heavy  tralOSo. 
The  trap  rock  used  as  metalling  is  one  of  the  finest  kinds  of  material 
to  be  found  in  our  own  or  any  other  country,  and  the  method  of 
working  it,  here  adopted,  seems  to  be  well  adapted  to  securing  the ' 
best  results  with  it. 

Such  remarkably  fine  roads  are,  unfortunately,  too  seldom  seen  in 
this  country,  although  not  unfrequently.met  with  in  Great  Britain 
and  on  the  Continent  of  Europe.  The  fact  is  due  partly,  no  doubt, 
to  the  infrequency  of  occurrence  of  such  excellent  material  for 
metalling,  but  principally  arises  from  the  circumstance  that  very  few 
boards  of  road  commissioners  are  suflSciently  interested  in  their  work, 
and,  at  the  same  time,  sufficiently  energetic  and  far-sighted  to  in- 
dulge in  what  often  seems  extravagant  expenditure,  but  what  is  really 
one  of  the  most  important  among  the  means  available  for  economizing 
greatly  the  cost  of  local  and  suburban  transportation. 
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The  road  selected  for  the  trials  had  been  just  HMide  in  the  miomer 
above  described  and  seemed  in  excellent  order,  ahhoogh  the  presidoBt 
of  the  company  considered  that  it  required  considerably  more  rolling 
to  make  it  what  it  was  intended  to  be  and  in  accordance  with  fate 
specifications. 

The  trials  were  planned,  and  September  ^27 th  was  the  date  fixed 
.  for  them.  That  day  proving  stormy,  they  finally  took  place  Octob«r 
1st,  in  presence  of  a  large  number  of  gentlemen  interested,  profw* 
sionally  or  otherwise,  in  the  subject.  The  log  was  kept  by  student^ 
J.  A.  Henderson,  of  the  class  of  1873,  Stevens  Institute  of  Tech- 
nology, to  whose  intelligence  and  zealous  interest  the  writer  is  greatly 
indebted  for  the  completeness  of  the  record,  as  well  as  its  accuracy. 

First  Trial. — The  first  trial  was  made  at  10  o'clock,  A.  M.,  Oct. 
1st,  with  Engine  No.  1. 

The  load  consisted  of  two  wagons  heavily  laden  with  stone,  and 
weighing,  with  their  loads,  5000  and  6600  pounds,  respectively — • 
total  of  10600  pounds. 

This  load  was  drawn  up  a  grade  of  10-10  in  100— B.  B.  Fig.  S — 
equal  to  533*28  feet  'per  mile. 

The  wagon  tires  were  very  narrow  and  much  worn,  and  were  ob- 
served to  cut  into  the  roads  somewhat,  notwithstanding  the  thorough- 
ness with  which  the  road-roller  had  done  its  work. 

The  driver  of  the  engine  was  a  lad  without  experience.  By  put- 
ting coal  in  large  pieces  on  his  fire,  at  the  worst  portion  of  his  route^ 
he  caused  his  steam  pressure  to  fall  rapidly,  and  was  compelled  to 
stop  on  the  heavy  grade  until  the  pressure  rose  to  90  pounds  again^ 
when  another  start  was  made,  and  the  top  of  the  hill  was  reached 
without  apparent  difficulty. 

Some  annoyance  was  experienced  from  priming,  partly  in  conse- 
quence of  the  low  pressure  maintained  in  the  boiler,  but  printiipally, 
no  doubt,  because  the  boiler  had  not  been  in  use  long  enough  to  thor- 
oughly dean  its  interior  surfaces.  This  engine  was,  therefore,  de- 
tached, and  No.  2,  which  had  been  long  in  use,^was  taken  for  the  next 
trial  over  this  same  course. 

Sbcond  Trial. — A  trial  was  next  made  of  the  power  of  manoeu- 
vering  possessed  by  these  engines. 

No.  1  was  stationed  at  a  part  of  the  road  which  had  not  been  re- 
built, and  where  the  ground  was  soft  and  uneven.  The  machine 
turned  coTUiniMtuljf  for  a  considerably  time,  in  a  circle  of  18  feet 
radius,  crossing  the  gutter  at  one  part  of  the  course,  and  gave  no 
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eridence  af  difficulty  arising  from  any  cause.  The  engine  could  turn, 
when  required,  in  a  space  slightly  greater  than  its  own  length  by 
carefully  backing  and  filling. 

Third  Trial. — Locomotive  No.  2,  being  attached  to  the  same  two 
wagons  used  in  the  first  place,  drew  them  up  the  hill  to  the  summit 
without  halting,  and  without  priming  or  difficulty  of  any  kind.  The 
steam  gauge  indicated,  at  starting,  120  pounds,  and  at  stopping,  90 
pounds  pressure  of  steam. 

The  time  occupied  in  traversing  1450  feet  was  ^\  minutes ;  the 
speed  being  about  4f  miles  per  hour.  Returning  to  the  foot  of  the 
hill,  a  third  wagon  was  brought  up  and  attached,  with  the  other  two,, 
to  the  same  locomotive. 

Fourth  Trial. — The  total  load  in  wagons  was  now  16530  pounds, 
and  the  excess  in  weight  of  the  rolling  wheels  of  this  engine  over  the 
regular  and,  as  already  stated,  more  efficient  traction  driving  wheete 
of  No.  1,  brought  up  the  figure  to  a  total  of  23230  pounds. 

This  load  was  taken  up  the  same  heavy  grade  in  four  minute^, — 
almost  precisely  four  miles  an  hour.  The  steam  pressure  varied  from 
105  to  120  pounds. 

The  action  of  the  driving  wheels  was  carefully  observed,  but  no 
evidence  of  slip  could  be  discovered,  with  even  this  last  heavy  load. 

The  proprietor  and  agent  both  desired  to  try  again,  using  the  same 
engine,  with  a  fourth  wagon  added  to  the  train,  but  time  was  passing: 
rapidly  and  it  was  decided  to  change  the  ground,  and  to  experiment 
with  heavier  loads  on  less  exceptional  grades. 

Fifth  Trial. — The  locomotives  and  wagons  were  taken  across  the 
railroad  track  to  the  other  portion  of  the  selected  road — A,  E,  Fig.. 
5— where  the  grade  was  4-27  feet  rise  in  100  of  horizontal  distance, 
or  225-46  feet  per  mile.     This  did  not  approach,  in  steepness,  that 
already  described,  but  it  was,  nevertheless,  a  heavy  grade. 

Engine  No.  1  was  here  attached  to  a  tcain  of  six  loaded  wagons,: 
weighing,  all  together,  34080  pounds.  Starting  with  95  pounds  of 
steam,  it  drew  the  train  steadily,  and  with  apparent  ease,  except 
when,  as  in  the  first  trial,  priming  occasionally  produced  some  an- 
noyance. 

Sixth  Trial. — The  train  was  stopped,  engine  No.  2  was  substi- 
tuted for  No.  1,  and,  with  the  same  load,  on  the  same  grade,  a  trial- 
of  speed  was  made.  The  mean  speed,  over  the  whole  course,  was 
8*6  miles  per  hour,  that  figure  being  somewhat  exceeded  at  times. 

Y«L.  LXY.— Thibd  SiRiis.— No.  1 — January,  1S73.  3 


Digitized  by  VjOOQ IC 


81  Civil  and  Mechanical  JSngineeririg. 

The  steam  pressure  varied  between  90  and  105  pounds.  The  length 
of  the  course  was  1435  feet. 

Sbventh  AMD  Last  Trial. — A  train  of  ten  wagons  was  next 
made  up,  and  engine  No.  2  was  attached.  The  total  load  was  now 
63400  pounds ;  the  course  was  the  same  as  during  the  preceding 
trial.  Several  unsuccessful  attempts  were  made  to  start  this  load, 
the  connecting  chains  snapping  as  soon  as  the  strain  came  fully  upon 
them.  Chains  were  finally  obtained  of  sufficient  strength,  and  a 
start  was  made.  The  load,  increased  by  the  weight  of  a  large  num- 
ber of  men  and  boys  who  clustered  upon  the  wagons,  was  taken  to 
the  top  of  the  hill  without  accident  and  without  a  halt.  The  steam 
pressure  varied  between  85  and  124  pounds  per  square  inch.  At  the 
lower  pressure,  the  throttle  was  carried  full  open,  and  it  was  evident 
that  all  the  steam  that  the  engine  would  take  was  required  to  keep 
the  piston  moving.  At  starting,  the  engine  exhibited  a  tendency  to 
rise  forward.  It  may  be  concluded  from  these  two  facts  that  this 
load  was  about  a  maximum  for  the  engine  when  carrying  85  pounds 
of  steam,  and  that,  while  drawing  it,  nearly  all  the  weight  of  the 
engine  was  brought  upon  the  drivers. 

Even  during  this  trial  no  slip  of  the  driving-wheels  could  be  de- 
tected, notwithstanding  the  fact,  already  stated,  that  they  were  smooth 
on  their  wearing  surfaces.  The  marks  left,  by  the  bolt  holes  in  their 
rims,  upon  the  surface  of  the  road  were  perfectly  distinct  and  undis- 
torted.     The  engine  gave  no  trouble  by  priming. 

It  was  noted,  during  the  trials  on  this  grade,  that  the  wagons 
would  just  start  backward  down  the  hill  when  detached,  and  it  is 
therefore  to  be  concluded  that  the  coefficient  of  traction  on  a  level, 
corresponding  with  the  coefficient  of  rolling  resistance,  must  have  been 
very  nearly  represented  by  the  tangent  of  the  angle  of  the  grade,  or 
about  0'0427  ;  it  may  be  assumed  at  0*04. 

Coal. — The  amount  of  coal  used  on  this  engine  during  the  day  was 
850  pounds. 

JEffect  on  the  Road-bed. — During  all  trials,  the  eflfect  produced  by 
the  locomotive  upon  the  road  surface  was  carefully  observed  and  com- 
pared with  that  produced  by  the  hoofs  of  the  horses,  which  were  at 
intervals  climbing  the  second  grade  with  loaded  wagons  similar  to 
those  used  with  the  traction  engine.  The  hoofs  of  the  horses,  it  was 
noticed,  cut  into  the  road  somewhat,  loosening  the  metalling  and  in. 
juring  the  surface,  thus  increasing  the  resistance  offered  to  the  vehi- 
cles following  them.     The  wheels  of  the  traction  engine,  on  the  con- 
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trary,  very  perceptibly  compacted  and  improved  the  road,  and  thus, 
to  some  extent,  reduced  tractional  resistances.  There  was  a  marked 
difference  in  the  action  of  the  two  motors  upon  the  surface,  and  it 
•was  evidently  a  matter  of  economical  importance. 

Horses  vs.  Steam, — Each  wagon  could  usually  be  drawn  to  the  top 
of  the  hill  by  two  good  horses,  but  only  with  very  great  effort.  Three 
"were  required  to  do  the  work  as  comfortably  as  it  should  be  done, 
and  this  number  could  pull  a  single  load  steadily  and  with  moderate 
exertion. 

The  locomotive  on  this  grade  therefore  performed  the  work  of  be- 
tween twenty  and  thirty  horses.  We  may  conclude  that  it  can,  with 
85  pounds  of  steam,  draw  a  load  which  would  require  the  severest  ex- 
ertion of  twenty  horses.  The  maximum  steam  pressure  proposed  by 
the  builders  of  these  engines  is  130  pounds,  at  which  pressure  they 
are  still  far  below  the  limit  allowed  by  our  own  laws. 

It  was  now  late  in  the  afternoon,  and  it  was  concluded  to  suspend 
work  for  lack  of  time  to  make  up  other  trains. 

The  great  steam  road-roller  was  brought  forward ;  its  construction 
was  examined  by  all  present,  and  its  effective  action  in  compacting 
the  road  was  observed.  It  moved  backward  and  forward,  on  this 
grade  of  225  feet  to  the  mile,  rapidly  and  steadily,  and  was  said  by 
its  owner  to  be  able  to  ascend  the  grade  of  533  feet  to  the  mile, 
upon  whicli  the  first  trial  was  made  with  the  traction  engine. 

The  day's  work  thus  terminated  and  the  party  separated.  The 
information  which  had  been  acquired  respecting  steam  traction  and 
the  construction  of  metalled  roads  was  most  valuable,  and  it  was  con- 
sidered by  all  that  the  day  had  been  spent  pleasantly  and  profitably. 

Resume. 

Reviewing  the  experiments  on  the  Aveling  &  Porter  road  locomo- 
tives and  steam  road-roller,  we  may  make  a  brief  mume  of  the  facta 
developed,  thus : 

1.  A  traction  engine  may  be  so  constructed  as  to  be  capable  of 
being  easily  and  rapidly  manoeuvred  on  the  common  road  and  in  the 
midst  of  any  ordinary  obstructions. 

2.  Such  an  engine  may  be  placed  in  the  hands  of  the  average  me- 
chanic, or  even  of  an  intelligent  youth  of  16*,  with  confidence  that 
he  will  quickly  acquire,  under  instruction,  the  requisite  knowledge 
and  skill  in  its  preservation  and  management. 

*  The  manafactarers  state  that  one  of  their  most  skillfal  driyers,  at  Wolyer- 
iiampton,  was  a  boj  of  14. 


Digitized  by  VjOOQ IC 


86  Oivil  and  Mechcmioal  Engineering, 

3.  An  engine  weighing  rather  more  than  five  tons  may  be  turned 
continuously  in  a  circle  of  eighteen  feet  radius  without  difficulty  and 
without  slipping  either  driving  wheel,  even  on  rough  ground,  and  may 
be  turned  in  a  roadway  of  a  width  but  slightly  greater  than  the  length 
of  the  locomotive,  by  proper  manoeuvering. 

4.  A  road  locomotive,  weighing  5  tons,  4  cwt.,  has  been  con* 
Btrncted,  which  is  capable  of  drawing,  on  a  good  road,  more  thaa 
23,000  pounds  up  the  almost  unexampled  grade  of  533  feet  to  the 
mile  at  the  rate  of  four  miles  an  hour. 

5.  Such  a  locomotive  may  be  made,  under  similar  conditions,  to 
draw  a  load  of  more  than  63,000  pounds  up  a  hill  rising  225  feet  to 
the  mile,  at  the  rate  of  two  miles  per  hour,  doing  the  work  of  more 
than  twenty  horses. 

6.  The  action  of  the  traction  engine  upon  the  road  is  beneficial, 
even  when  exerting  its  maximum  power,  while,  with  horses,  the  in- 
jury to  the  road-bed  is  ^etj  noticeable. 

7.  The  coefficient  of  traction  is,  with  such  heavily  laden  and  roughly 
made  wagons  as  were  used  at  South  Orange,  and  under  the  circum- 
stances noted,  not  far  from  four  per  centum  on  a  well  made  macar 
damized  road. 

8.  The  amount  of  fuel,  of  good  quality,  used  may  be  reckoned  at 
less  than  500  pounds  per  day,  where  the  engine  is  a  considerable  por- 
tion of  the  time  heavily  loaded,  and,  during  the  remaining  time,  run- 
ning light.  It  may  be  considered,  without  probability  of  serious 
error,  that,  during  the  trials  at  South  Orange,  Engine  No.  2  per- 
formed pretty  nearly  an  average  day's  work. 

Dbductions. — A  number  of  interesting  problems  may  be  solved  by 
reference  to  the  facts  learned  here.  A  comparison  of  the  efficiency  of 
the  road  steam  traction  engine  with  that  of  hprse-power,  in  drawing 
heavy  loads,  is  especially  important,  and  we  will  now  make][such  a 
comparison,  basing  it  upon  the  most  reliable  data  at  hand. 

Traction  Force. — It  has  been  already  stated  that  Engine  No.  2  de- 
veloped a  tractive  force  equal  to  that  of  twenty  horses. 

The  actual  tractive  force  may  be  determined  as  follows  : — The 
coefficient  of  traction  was,  as  has  been  shown,  not  far  from  0-0427, 
which  is  also  very  nearly  the  maximum  figure  given  by  General 
Morin,  as  determined  by  his  experiments  with  "  dray-carts**  and 
"  chariot-porte-corp%  d* artilleries  '  upon  metalled  roads  and  upon  roads 
paved  with  sandstone.'*'     This  coefficient  is  large,  partly  in  conse- 

*  Morin'B  Mechanics :  New  Tork,  D.  Appleton  k  Qo.  \%¥^  p,  348. 
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qtieiK^e  of  the  very  slight  breadth  of  the  wheel  tires  and  the  small 
diameter  of  the  wheels  of  the  wagons  used,  and  partly  because  the 
wagon  bodies  were  not  mounted  on  springs.  To  be  absolutely  certain 
that  no  error  is  committed  by  over-estimation  in  the  following  calcu- 
lation, this  coefficient  will  be  taken  at  0*03. 

The  actual  tractive  force  required  to  overcome  the  rolling  resist- 
ance was,  then,  63,400  x  0-03  =  1902  lbs.  The  force  required  to 
overcome  that  component  of  the  force  of  gravity  which  directly  re- 
eisted  the  motion  of  the  load,  in  this  case,  where  the  road  laid  at  an 
angle  with  the  horizontal,  whose  tangent  was  00427,  was  W  Sin  6  = 
2,700  pounds ;  the  total  resistance  was  therefore  4,602  pounds. 

Including  the  weight  of  the  traction  engine  itself,  these  figures  be- 
come 2,251  and  3-002  pounds,  giving  a  total  of  5,253  pounds  direct 
resistance,  and  a  coefficient  of  adherence  of  5,258  -4-  18,348  =  0-28, 
which  slightly  exceeds  that  found  on  earlier  trials  of  smooth  wheels. 

Experiments  made  by  Gapt.  Robt.  Merry,  at  the  Jackson  Iron  Mine, 
Negaunee,  Mich.,  and  the  observations  and  experiments  of  the  writert 
Indicate  the  maximum  direct  tractive  force  of  a  good  horse  to  be 
about  260  pounds.  This  corroborates  the  estimate  already  made, 
making  the  tractive  power  of  this  engine  equal  to  that  of  twenty  horses. 

Deducing  from  the  above  the  weight  which  could  be  drawn,  on  an 
equally  excellent  but  level  road,  by  this  locomotive,  the  coefficient  of 

traction  being  the  same,  we  find  it  equal  to    '  .,,  =  175,100  pounds, 

or  very  nearly  eighty  gross  tons,  and  excluding  the  weight  of  the  lo- 
comotive (163,452),  seventy-five  tons.  With  the  machine,  as  with  the 
animal,  it  would  not  be  expected  that,  in  regular  work,  on  ordinary 
roads,  more  than  one-half  of  the  maximum  power  would  be  exacted,^ 
although,  with  such  a  reserve,  the  machine  possesses  a  decided  advan- 
tage over  the^animal. 

Working  Time. — The  working  time  of  a  horse  is  usually  considered 
to  be  eight  hours  per  day  for  dray  horses,  and  less  for  carriage  horses. 
The  dray  horse  which  is  kept  in  harness  eight  hours  per  day,  is 
usually  standing  unworked  a  considerable  proportion  of  this  time 
while  his  load  is  handled,  and  also  during  one-half,  usually,  of  the 
remaining  time,  his  vehicle  is  drawn  unloaded.  The  horses  of  the 
Third  Avenue  street  railroad,  in  New  York  City,  are  worked  less 
than  six  hours  per  day,  and  are  given  one  day  in  seven  as  a  day  of 

*Ff<2e,  Steam  EngiDet  and  Prime  Moyera  :  Bankine,  chap.  3,  p.  85. 
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rest.     This  is  about  equal  to  the  working  time  of  horses  and  cattle 
crossing  our  Western  plains  with  moderate  loads. 

The  steam  engine  requires  no  such .  careful  limitation  of  working 
time.  It  can  work  twenty-four  hours  uninterruptedly  as  readily  as 
a  single  hour.  Ten  hours,  a  day  would  be,  in  most  cases,  made  the 
daily  working  time  of  a  road  locomotive,  the  period  being  determined 
by  the  proper  length  of  the  working  day  of  the  driver,  rather  than 
by  the  capabilities  of  the  machine. 

The  working  time  of  the  traction  engine  may  therefore  be  stated  to 
5e,  ordinarily^  twenty  per  centum  greater  than  that  of  the  dray  horse, 
and  to  be  capable  of  indefinite  extension  when  required. 

The  loss  of  working  time  by  the  horse  through  illness,  at  the  far- 
riery, &c.,  and  that  lost  by  the  locomotive  in  the  repair  shop,  are 
proper  subjects  for  comparison,  but  it  is  difficult  to  determine  them  in 
the  absence  of  reliable  data.  We  may  estimate  these  losses  as  equally 
affecting  the  two  motors,  with  a  probability  that  the  correction  of  any 
error  in  such  estimate  may  make  a  change  favorable  to  the  locomotive* 

First  Cost. — Comparing  the  first  cost  and  running  expenses  of 
steam  and  of  horse  power,  we  may  work  from  tolerably  well  estab- 
lished data.  The  list  price  of  the  Aveling  &  Porter  road  locomotive, 
experimented  with  at  South  Orange,  is,  delivered  in  New  York,  about 
$4,000. 

The  average  cost  of  horses  purchased  by  the  Third  Avenue  Rail- 
road in  New  York  city,  is  now  ?157.50,  and  it  would  require  more 
than  twenty  such  horses  to  pull  the  load  of  the  traction  engine,  while 
an  addition  of  twenty-five  per  cent,  must  be  made  for  the  greater 
length  of  the  working  day  of  the  locomotive.  Twenty-five  such 
horses  would  have  a  first  cost  of  $3,937.50,  to  which  must  be  added 
the  large  item  of  cost  of  harness. 

The  first  cost  of  steam  and  of  horse  power  is^  therefore,  nearly 
equal,  the  difference  being  in  favor  of  steam,  leaving,  also,  on  the  side 
of  the  engine,  the  immense  advantage  arising  from  its  ability  to 
work  longer  hours  when  required,  and  indefinitely.  The  interests  on 
these  first  costs  also  nearly  balance  each  other. 

Running  Expenses, — The  running  expenses  of  the  locomotive  con- 
sist of  cost  of  attendance,  of  fuel,  oil  and  repairs  and  of  depreciation 
in  value  with  use ;  those  of  horse  power  are  attendance,  food,  stabling, 
sickness  and  depreciation  with  age. 

The  cost  of  attendance  upon  the  one  engine  and  the  twenty-five 
lorses  may  be  taken  at  $939  and  $3,130,  respectively,  assuming  each. 
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driver  of  the  latter  to  be  able  to  manage  a  six-horse  team.  The 
engine  driver  receives  three  dollars  per  day  and  the  other  men  two 
dollars  and  a  half,  and  there  are  are  313  working  days  in  the  year. 

The  cost  of  fuel,  oil,  and  incidentals,  excluding  repairs  of  the 
engine  and  its  depreciation,  may  be  averaged  at  $900  per  year,  in 
the  vicinity  of  New  York.  This  is  somewhat  higher  than  the  cost  of 
similar  items  on  railroad  locomotives  in  New  York  State.* 

The  cost  of  repairs  and  depreciation  has  been  thus  far  so  small  at 
South  Orange  that  it  could  not  be  estimated,  but  for  the  life  of  the 
engine,  it  will  be  likely  to  average  something  less  than  fifteen  per 
cent,  of  the  first  cost,  or,  in  this  case,  $600  per  annum.  This  we 
arrive  at  by  an  examination  of  railroad  locomotive  expenses,!  as 
officially  reported. 

.  The  total  annual  expense^  therefore^  of  the  traction  engine  referred 
to  may  be  reckoned  at  $2,439  as  a  maximum  figure,  including  cost  of 
attendance.  A  similar  estimate  will  give,  for  the  annual  expense  of 
keeping  one  horse,  very  exactly  $300,  excluding  attendance.  In  the 
year  1870,  10,315  horses  in  the  State  of  New  York  cost  for  stabling, 
feeding,  repairs  to  harness  and  shoes,  &c.,  according  to  the  official 
statements,  $3,182,838.24,  or  $308.56  each  animal.  From  this  is  to 
be  deducted  about  eight  dollars  per  head  for  receipts  from  sales  of 
horses,  leaving  for  annual  expenses,  say,  $300  per  horse.  The 
expense  account,  excluding  attendance,  would  be,  for  twenty*five 
horses,  $7,500,  as  against  $1,500  for  a  similar  amount  of  steam  power, 
andy  including  attendance,  $10,500,  as  against  $2,439. 

Referring  once  more  to  the  expense  account  of  the  Third  Avenue 
Railroad,  we  find  it  working  more  economically  than  the  average  as 
given  above.  This  company  employs  an  immense  number  of  horses, 
buys  its  supplies  in  large  quantities,  taking  advantage  of  the  market, 
and  is  able  to  do  much  better  than  could  any  individual  or  smaller 
capitalists.  The  following  data  were  kindly  furnished  by  Mr.  Chas. 
S.  Arthur  : 

Average  first  cost  of  horses,  per  head,   .  .     $157.50. 

Average  price  obtained  when  sold,  (3J  years  later,      65.00. 

Cost  of  stabling,  general  expenses  and  incidentals,     180.00, 

Total  annual  expenses,  including  depreciation,  206.43. 

Add  to  the  above  the  cost  of  harness,  (not  stated), 

say,  ......         3.00. 

*  State  Engineer's  Reports. 

t  This  is  about  the  figure  on  good  railroads  In  the  United  States ;  on  British 
roads  the  range  is  from  10  to  25  per  cent,  averaging  very  exactly  15  per  cent. 
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The  total  annual  cost  of  horse  power,  for  comparison,  25  x  ^09.48 
==$5,236.75,  to  which  we  add  $3,130  for  drivers,  and  we  make  a 
total  cost  per  year  of  $8,365.75,  to  be  compared  with  $2,439,  the 
total  annual  expense  of  the  road  locomotive  capable  of  doing  an  eqaal 
amount  of  work. 

The  expense  account  when  doing  heavy  work  on  the  common  road, 
under  the  described  conditions,  by  steam  power,  is  therefore  less  than 
25  per  centum  of  the  average  cost  of  horse  power,  as  deduced  from  the 
total  expense  of  such  power  in  New  York  State,  while  if  we  take  far 
comparison  the  lowest  estimate  that  we  can  find  data  for  in  our  whole 
country,  we  still  find  the  cost  of  steam  power  to  be  but  29  per  centum  cf 
the  expense  of  horses. 

We  may  state  the  fact  in  another  way :  a  steam  traction  engine^ 
capable  of  doing  the  work  of  25  horses,  may  be  purchased  and  worked 
at  as  little  expense  as  a  team  of  six  or  eight  horses. 

Prospective. — Thus,  thirty  years  after  the  defeat  of  the  intelligent, 
courageous  and  persistent  Hancock  and  his  co-workers  in  the  scheme 
of  applying  the  steam  engine  usefully  on  the  common  road,  we  find 
gtrong  indications  that,  in  a  new  form,  the  problem  has  been  again 
attacked  and  at  least  partially  solved.  It  was  formerly  supposed  that 
fuccess  in  the  transportation  of  passengers  by  steam  on  post  routes 
would  lead  to  the  application  of  that  motor  to  the  movement  of  heavy 
^oads  and  to  agricultural  purposes  generally.  When,  after  so  long  a 
trial,  the  experiment  finally  seemed  to  have  failed  of  success,  it  was 
believed  that  steam  could  not  be  applied  to  heavier  work  on  common 
pads.  As  we  have  now  seen,  however,  it  appears  probable  that  the  in- 
ventors of  that  day  attacked  the  problem  at  the  wrong  point,  and  that, 
on  the  common  road,  the  transportation  of  heavy  loads  by  steam  be- 
ing accomplished  with  economical  success,  under  ordinarily  favorable 
pircumstances,  it  may  prove  introductory  to  the  use  of  steam  in  carry- 
ing passengers  and  light  freight  at  higher  velocities. 

Having  examined  in  detail  the  capabilities  of  the  road  locomotive, 
and  determined  the  value  of  steam  traction  on  macadamized  roads, 
and  having  obtained  the  measure  of  its  economic  superiority  over 
horse-power,  there  remains  to  be  considered  the  conditions  which 
favor  or  retard  its  introduction,  and  to  determine  where  it  may  be 
adopted  without  apprehension  of  failure. 

One  of  the  most  important  of  the  pre-requisites  to  ultimate  success 
in  the  substitution  of  steam  for  animal  power  on  the  highway  is  that 
our  roads  shall  be  well  made. 
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As  the  greatest  care  and  judgment  are  exercised,  and  an  immense 
outlay  of  capita]  is  considered  justifiable,  in  securing  easy  grades  and 
a  smooth  track  on  our  railroad  routes,  we  may  readily  believe  that 
similar  precaution  and  outlay  will  be  found  advisable  in  adapting  the 
common  road  to  the  road  locomotive. 

It  is  undeniably  the  fact  that,  even  when  relying  upon  horse-power, 
far  less  attention  has  been  paid  to  the  improvement  of  our  roads  than 
true  economy  would  dictate.  With  steam-power,  the  gain  by  careful 
grading  and  excellence  of  construction  of  the  road-bed  become  still 
more  important.  The  animal  mechanism  is  less  affected  in  its  power 
of  drawing  heavy  loads  than  is  the  machine.  With  the  horse,  a  bad 
road  impedes  transportation  principally  by  resisting  the  movement  of 
the  load  rather  than  of  the  animal,  while  with  the  traction  engine  the 
motor  is  as  seriously  retarded  as  the  train  which  follows  it,  and  fre- 
quently much  more,  on  soft  ground. 

Steam,  therefore,  cannot  be  expected  to  attain  its  full  measure  of 
success  on  rough  and  ill-made  roads;  but  where  highways  are  as 
intelligently  engineered  and  as  thoroughly  well-built  as  those  on 
which  the  trials  at  South  Orange  were  made,  or  where  nature  has 
relieved  the  engineer  and  the  road-builder  of  the  expensive  work  of 
grading,  as  throughout  a  very  large  extent  of  the  western  and  south- 
ern portion  of  our  country,  we  may  expect  to  see  the  road  locomotive 
rapidly  introduced. 

The  earliest  and  most  perfect  success  of  the  traction  engine,  and 
its  probable  successor,  the  steam- carriage,  may  be  expected  to  occur 
in  those  districts.  Its  great  economical  advantage  over  animal  power, 
as  exhibited  above,  its  freedom  from  liability  to  become  disabled  by 
epizootic  diseases,  its  reliability  under  all  circumstances,  and  the 
many  other  advantages  which  are  possessed  by  the  machine,  are 
already  securing  its  rapid  introduction,  despite  the  difficulties  arising 
from  popular  prejudice  and  unfamiliarity,  from  hostile  municipal  laws 
and  other  existing  obstacles. 

We  are  learning  that  this  motor,  when  it  can  be  used  at  all,  is  com- 
paratively inexpensive ;  that  our  roads  are  improved  by  it,  and  that 
the  ancient  idea  of  its  conflicting  with  the  interests  of  owners  and 
workers  of  horses  is  only  a  superstition. 

We  have  found,  by  our  experience  with  steam  fire-engines,  with  the 
elevated  railroad  on  Greenwich  street.  New  York,  and  with  railroads 
throughout  the  country,  that  the  frightening  of  horses  is  but  a  tem- 
porary and  a  comparatively  insignificant  inconvenience.     It  would 
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seem  to  the  engineer  that  the  natural  obstacles  generally  supposed  to 
stand  in  the  way  have,  after  all^  qo  real  existence. 

The  principal  inconvenience  that  may  be  anticipated  will  probably 
arise  from  the  carelessness  or  avarice  of  proprietors  which  may  some- 
times cause  them  to  appoint  ignorant  and  inefficient  engine-drivers, 
giving  them  charge  of  what  are  always  excellent  servants,  but  terri- 
ble masters.  Nevertheless,  as  the  transportation  of  passengers  on 
railroads  is  found  to  be  attended  with  less  liability  to  loss  of  life  or 
injury  of  person  than  their  carriage  by  stage-coach,  it  will  be  found, 
very  probably,  that  the  general  use  of  steam  in  transporting  freight 
on  common  roads  may  be  attended  with  less  risk  to  life  or  property 
than  to-day  attends  the  use  of  horse-power. 

This  great  economical  revolution  has  now  made  a  fair  start,  and  is 
progressing  with  most  encouraging  rapidity.  We  may  anticipate  its 
complete  success  at  no  distant  period.  Meantime  every  member  of 
the  engineering  profession  may  aid  its  progress  by  exerting  a  personal 
influence  in  favor  of  the  improvement  of  our  roads  and  the  further 
improvement  of  the  road  locomotive,  which  has,  as  we  have  shown,  at 
last  assumed  a  practical  shape,  and  has  exhibited  wonderful  power. 
It  is  now  at  work  in  every  portion  of  the  civilized  world,  and  the 
one  establishment  which  constructed  the  engines  above  described  is 
now  furnishing  employment  to  1000  working  men,  supporting  a  total 
population,  probably,  of  5000  people. 

Such  a  commencement  having  been  made  in  a  country  like  Great 
Britain,  it  is  difficult  to  conceive  how  great  may  not  be  the  future  of 
this  branch  of  industry  when  the  valley  of  the  Mississippi  and  our 
Western  plains,  the  natural  habitat  of  this  motor,  shall  have  become 
finally  a  principal  seat  of  its  manufacture  as  well  as  of  its  employ- 
ment. 

Stevens  Institute  of  Technology,  HobokeUj  JT.  «/.,  Oct^  1872. 


A  patent  has  recently  been  granted  to  H.  J.  Newton,  of  New  York, 
for  a  plan  of  copper  coating  iron  pipe — the  design  of  the  same  being  to 
secure  a  pipe  or  tube  which  should  be  capable  of  withstanding,  for  the 
greatest  length  of  time,  the  very  rapid  oxidation  which  affects  the  tubu- 
lar super-heaters  for  super-heating  steam.  After  numerous  experiments 
with  steam  super-heaters,  the  inventor  affirms  that  he  has  found  iron 
pipes  coated  with  copper  to  serve  the  purpose  better  than  any  others, 
and  he  has  secured  a  patent  for  the  same  as  a  new  article  of  manu- 
facture. 
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AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS. 

A  regular  meeting  of  this  Society  was  held  at  its  rooms,  in  New 
Yoyk,  on  Wednesday  evening,  November  20th,  1872. 

Mr.  F.  GoUingwood  read  a  paper  on  ^'Alcohol  as  an  Illuminator  in 
a  Condensed  Atmosphere,"  giving  account  of  a  comparative  experi- 
ment, made  in  the  west  caisson  of  the  New  York  bridge,  with  alcohol 
and  candles,  to  test  their  illuminating  power  under  a  pressure  of  31 
lbs.,  and  at  a  temperature  of  80^  F. 

The  lamp  had  a  loose  cotton  wick,  ^"  in  diameter ;  the  base  of  the 
flame  was  2'*  above  the  surface  of  the  alcohol.  The  candle,  of  stea- 
rine,  was  IJ''  in  diameter. 

There  was  consumed '  per  hour,  under  pressure,  6  cubic  inches  of 
alcohol  and  |  ounce  of  stearine,  and  in  the  open  air  2  cubic  inches  of 
alcohol  and  |  ounce  of  stearine. 

In  the  condensed  atmosphere  the  lamp  burned  with  a  clear,  bright 
flame,  not  blue,  without  smoke,  and  gave  three-fourths  as  much  light 
as  the  candle,  which  smoked  greatly. 

Taking  into  account  the  waste  of  stearine  by  flaring  and  short 
pieces  not  burnt,  with  alcohol  at  $2  per  gallon  and  candles  at  28  cts. 
per  pound,  for  an  equal  amount  of  light  that  from  alcohol  costs  about 
twice  as  much  as  that  from  stearine. 

It  is  suggested  that  a  mixture  might  be  made  of  alcohol  and  some 
carbonizing  fluid  to  burn  without  smoking  in  a  condensed  atmos- 
phere,  the  proportions  to  be  varied  to  correspond  with  the  change  of 
pressure. 

A  paper,  by  Mr.  T.  Guilford  Smith,  on  "  Coal-Cutting  Machinery 
in  England  under  the  Presont  Prices  of  Coal,"  was  read,  which  pre- 
sented the  observations  of  the  writer  during  the  late  great  rise  in 
prices  of  coal  there. 

The  efforts  made  in  England  to  cut  coal  by  machinery  had  not  met 
with  much  encouragement  until  a  comparatively  recent  date,  when 
the  demand  for  coal  increasing  beyond  precedent  gave  the  miners  a 
chance  to  strike  for  higher  wages. 

For  some  time  there  has  been  an  increasing  and  alarming  difficulty 
in  obtaining  a  supply  of  coal  at  the  great  trade  centres,  caused  by 
disputes  about  working  hours,  the  colliers'  strikes,  the  demand  in  new 
iron  districts  and  in  foreign  countries. 

In  July  last,  London  prices  of  coal  were  from  24  to  32  shillings 
per  ton.     Commenting  upon  this,  the  "London  EveningJStandard" 
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said :  ^^  A  suggestion  has  been  made,  of  which  we  heartily  approve, 
that  the  importation  to  foreign  ports  might  be  to  a  certain  extent 
checked  by  a  reasonable  export  duty  on  the  material  which  has  been 
called  the  third  necessity  of  life, — the  order  running — bread,  meat, 
ooal.  We  may  rely  upon  it  that  whatever  impost  we  lay,  the  Russians 
will  still  be  our  customers ;  but,  in  addition  to  them  and  the  Germans, 
the  French,  the  Spaniards,  the  Austrians,  the  Italians,  the  Egyp- 
tians, and  even  the  Americans  come  to  our  markets.  The  French 
and  the  Italian  governments  coal  their  steam  navies  from  our  mines, 
so  do  most  of  the  great  trading  companies  of  the  Continent  and  the 
principal  packet  lines.  It  is  we  who  set  going  the  locomotives  of  the 
Indian,  of  the  Swedish,  of  the  Danube  and  Black  Sea,  of  the  North 
Bussian  and  of  the  Egyptian  railways." 

To  determine  the  merits  of  the  various  coal-cutting  machines  natu- 
rally resorted  to  in  this  emergency  as  a  saving  of  hand  labor,  a  com- 
petitive trial  has  been  proposed,  to  take  place  at  an  early  day. 

Probably  no  machine  will  in  all  cases  be  the  best,  and  doubtless 
many  changes  will  be  requisite  to  adapt  an  English  machine  for  use 
in^ American  mines. 

The  cost  of  coal-cutting  in  England  varies  from  one-half  to  one- 
third  the  total  cost  of  mining. 

Several  machines  were  described  at  length.  One,  costing  XIGO, 
driven  in  pairs  by  air  compressors  costing  <£500,  is  said  to  do  the 
work  of  40  men  in  a  2^  or  3  foot  seam :  it  is  6  feet  long  and  2|  feet 
wide,  and  carries  at  one  end  a  horizontal  arm,  around  which  passes 
an  endless  chain,  provided  with  strong  steel  cutters ;  these  cut  at  the 
rate  of  45  feet  per  hour. 

•^  Another  machine,  operated  by  hydraulic  pressure,  will,  by  means 
of  a  series  of  reciprocating  cutters,  arranged  upon  a  horizontal  arm, 
cut  16  yards  per  hour  4  feet  into  or  under  the  coal,  at  any  height  or 
angle.  It  is  claimed  that  with  this  machine  a  seam  will  yield  1000 
more  tons  of  coal  per  acre  than  when  worked  in  the  usual  manner. 

A  third  machine,  costing  £150  and  also  driven  by  compressed  air, 
has  cutters  arranged  like  saw  teeth  around  a  horizontal  wheel  3|  feet 
in  diameter,  which  cuts  into  the  seam  3  feet  in  depth.  Its  regular 
night's  work  was  a  groove  120  yards  long,  8  inches  wide,  and  34 
inches  deep — the  proportion  of  slack  to  coal  being  but  one  to  ten. 

Other  machines,  similar  in  character,  were  mentioned ;  also  a  rock 
drill,  invented  by  Gen.  Haupt,  of  Pennsylvania,  which,  after  22  mod- 
ifications, is  now  capable  of  drilling  a  2-inch  hole  in  granite  6|  inches 
per  minute. 


Digitized  by  VjOOQ IC 


Ameriean  Society  of  Oivil  JSngineers.  45 

Should  the  prices  of  coal  quoted  continue  for  any  time,  our  Amer- 
loan  fields  may  have  a  chance  to  ship  their  products  into  new  chan- 
nels— Nova  Scotia  having  already  taken  the  lead.  In  October,  orders 
transferred  from  Liverpool,  England,  were  received  in  Georgetown, 
D.  C,  for  large  quantities  of  Cumberland  coal,  to  be  shipped  to  Bom- 
bay, Aden,  Egypt,  Rio  Janeiro,  and  various  foreign  ports. 

Mr.  J.  Dutton  Steele  remarked,  through  the  Secretary : — Coal  cut- 
ting machinery  has  not  thus  far  been  introduced  into  this  country. 
The  operation  of  cutting  coal  is  chiefly  confined  to  cutting  a  deep 
groove  or  channel  in  or  under  the  veins  so  that  the  miners  may  pry 
down  the  coal  that  is  above  it.  Generally  but  one  such  groove  in  a 
▼ein  is  required ;  the  cost  of  cutting  per  ton  of  coal  will  therefore  be 
inversely  as  the  thickness  of  the  veins.  The  English  veins  referred 
to  are  2  ft.  10  inches  and  2  ft.  4  inches  thick.  Workable  American 
bituminous  veins  are  from  4  to  8  feet  thick,  and  our  anthracite  veins 
from  twenty  to  even  fifty  feet,  which  will  account,  to  some  extent,  for 
our  indifference  relative  to  coal-cutting  machines. 

There  is  another  reason  ;  powder  is  freely  used  by  our  miners.  It 
18  less  work  to  blast  out  the  bottom  of  the  veins  than  to  cut  under 
them,  but  more  wasteful ;  if  powder  represents  the  minimum  of  labor, 
cutting  under  represents  the  minimum  of  waste.  Nor  is  waste  the 
only  objection  to  the  use  of  powder ;  it  vitiates  the  air  and  occasion- 
ally sets  fire  to  the  mines. 

With  cutting  machinery,  compressed  air  as  a  motor  will  be  intro- 
duced into  the  mines,  whereby  the  ventilation  will  be  improved,  and 
the  liability  to  fire  reduced.  In  the  anthracite  regions,  pumping  and 
hoisting  engines,  with  their  steam  boilers,  are  put  under  ground,  and 
shafts  cut  out  hundreds  of  feet  above  them  for  the  escape  of  smoke 
and  steam.  Inextinguishable  fires  in  the  mines  are  the  direct  result 
of  this  practice.  Steam  should  be  made  upon  the  surface,  and  there 
used  to  compress  air  to  drive  the  engines  below. 

I  think  machines  working  by  impact  are  preferable  to  those  having 
rotary  cutters.  One  weighing  six  hundred  pounds,  and  supplied  with 
a  circular  inch  of  air  at  fifty  pounds  pressure  per  square  inch,  will 
strike  three  hundred  blows  per  minute,  each  with  a  force  of  three 
hundred  pounds  ;  and  with  suitable  cutters  it  should  cut  under  rap- 
idly. By  changing  the  cutters,  the  machine  could  drill  ranges  of 
holes,  which  would  aid  in  breaking  down  the  coal.  Thereby  the 
waste,  liability  to  fire  and  the  cost  of  mining,  would  be  largely  re- 
duced, and  the  mining  interests  be  more  independent  of  labor. 
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Mr.  Miles  Coryell  remarked: — Without  doubt,  coal-cutting  ma- 
chinery, when  further  developed  and  perfected,  will  be  useful  in 
mining  bituminous  coal.  'It,  however,  does  not  seem  applicable  to 
the  hard  anthracite  veins  of  this  country. 

It  is  hoped  that  the  use  of  steam  or  compressed  air,  wherever  it 
can  take  the  place  of  manual  labor,  will  aid  in  subduing  the  lawless 
spirit  among  the  miners,  who  now  work  and  control  our  mines. 

Mine  owners  generally  are  not  sufficiently  interested  in  improve- 
mentSy  and  do  not  appreciate  the  need  of  a  cheaper,  safer  and  less 
wasteful  system,  which,  with  wise  encouragement  and  moderate  pecu- 
niary aid,  would  surely  be  developed. 

In  anthracite  mines,  the  seams  are  irregular  and  the  coal  of  varia- 
ble hardness,  sometimes  interspersed  with  sulphurets,  which  resist 
almost  any  cutting  tool.  The  diamond  drill  has  been  profitably  used 
for  drilling  long  holes  between  '' breasts."  With  it  openings  can  be 
made  through  which  noxious  gases  will  escape ;  it  is  also  of  service 
in  determining  the  position  and  depth  of  veins. 

More  attention  should  be  paid  to  improving  the  means  of  transpor- 
tation in  the  mines.  A  locomotive,  with  large  steam  capacity,  might 
be  economically  employed  to  draw  the  cars  by  day,  and  to  drill  holes 
for  mining  by  night. 

The  Secretary  exhibited  models  and  drawings  of  machines  for  bor- 
ing and  drilling  rock,  and  specimens  of  work  done,  explained  the 
methods,  and  stated  the  cost  of  operating  each. 

Prof.  De  Volson  Wood  generally  reviewed  the  history  of  rock  drill- 
ing by  power.  He  also  noticed  the  dilQculties  surmounted  and  yet 
to  be  overcome,  and  the  results  already  secured. 

A  discussion  followed,  participated  in  by  most  of  the  members  pre- 
sent. The  subject  of  coal-cutting  and  rock -drilling  by  power  will  be 
taken  up  again  at  a  future  meeting.  Members  and  others  are  asked 
to  communicate,  meanwhile,  to  the  Secretary,  for  presentation  then 
to  the  Society,  whatever  professional  experience  they  may  have  in 
the  matter. 


Carbon  Prints  on  Plaster  and  Clay.— It  is  feasible,  accord- 
ing  to  Richard  Jacobsen,  to  secure  carbon  prints  upon  wares  of  this 
kind.  It  is  stated  to  possess  excellent  features,  which  will  secure 
for  it  extended  application  in  the  future.  For  burning  in  such  prints, 
the  carbon  paper  should  be  coated  with  gelatin  and  some  fusible  pig- 
ment instead  of  gelatin  and  India  ink. 
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THE  ELDRIDGE  BOILER  CIRCULATION. 

No  fact  is  more  clearly  established  than  that  circulation  of  water  , 
in  a  vessel  in  which  it  is  heated  is  vitally  essential  to  the  process  of 
heating.  Metals  conduct  heat  from  one  portion  to  another  through 
the  contact  of  the  particles,  but  water  can  only  take  up  the  heat  by 
the  particle  which  is  directly  in  contact  with  the  heating  surface, 
which,  being  thus  made  lighter,  rises  and  so  conveys  the  heat  through 
the  mass,  giving  place  for  a  fresh  particle,  which  is  in  its  turn  heated 
and  moved  away. 

This  condition  of  things  has  been  recognized  ever  since  the  steam- 
boiler  became  part  of  a  working  machine,  as  a  consequence  of  the 
invention  and  improvement  of  the  engine — and  the  desideratum  with 
inventors  has  constantly  been  to  produce  that  circulation ;  the  impor- 
tance of  which  has  been  fully  and  universally  recognized  among  intel- 
ligent engineers  from  the  earliest  period.  The  estimation  in  which  it 
is  held  at  present  is  exemplified  in  the  report  of  Robert  B.  Long- 
ridge,  Chief  Engineer  of  the  Manchester  (England)  Boiler  Insurance 
Company,  upon  the  Relative  Economy  and  Durability  of  Stationary 
Boilers,  presented  in  September,  1859,  which  is  quoted  and  approved 
in  the  report  of  the  Committee  of  the  Franklin  Institute  (of  Penn- 
sylvania) upon  the  Mode  of  Determining  the  Horse-Power  of  Steam- 
Boilers,  presented  in  June,  1872.  (See  "  Journal  of  the  Franklin 
Institute,"  August,  1872,  p.  91). 

Heretofore  the  efibrts  towards  the  production  of  this  circulation 
have  been  almost  entirely  confined  to  one  class  of  expedients — that 
of  pipes — necessarily  of  small  dimensions — in  which  the  water,  being 
heated,  rises,  drawing  fresh  water  after  it,  and  so,  gradually,  the 
whole  body  of  the  water  in  the  boiler  is  passed  over  the  heating  sur- 
face of  the  circulating  pipes,  having,  however,  no  proper  circulation 
except  within  them ;  such  apparatus  being  always  liable  to  derange- 
ment from  the  loosening  of  the  joints  by  the  difierent  heats  and  con- 
sequent different  expansions  of  the  body  of  the  boiler  and  the  differ- 
ent pipes. 

This  pipe  system  will  be  recognized  as  the  basis  of  the  hundred 
different  varieties  of  "circulating"  boilers,  and,  slow  and  imperfect 
as  it  is,  produces  results  far  superior  to  those  attained  where  there  is 
no  circulation  at  all. 

If,  however,  the  whole  body  of  the  water  in  the  boiler  shall  be  put 
into  an  active  and  positive  circulation  over  the  whole  fire  surface,  con- 
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stantlj  passing  from  the  coolest  to  the  hottest  part,  all  the  advan- 
tages gained  by  the  pipe  circulation  will  be  secured  with  manifold 
« increase,  and  other  desirable  results  will  be  attained,  while  the  evils 
of  over-heated  plates  and  scaled  surfaces  will  be  entirely  and  cer- 
tainly obviated. 

A  boiler  in  which  is  such  a  current  cannot  prime  ;  the  swift  return 
current  on  the  surface  to  supply  that  on  the  bottom  will  force  the 
water  to  lie  flat,  no  matter  how  rapid  the  production  of  steam  or  how 
foul  the  water.  A. swift  current,  as  in  a  mill-race  or  a  mountain  tor- 
rent, is  flat — the  foam  only  comes  when  the  current  is  obstructed  and 
entangled. 

All  this  is  effectually  done  by  the  apparatus  illustrated  in  the 
annexed  drawing,  which  operates  simply  by  taking  advantage  of  the 
well-known  fact,  that  a  gas  rising  through  a  funnel-shaped  opening 
in  a  liquid  will  carry  up  with  it  a  current  of  the  liquid  whose  rapidity 
is  in  direct  proportion  to  the  supply,  and  the  speed  of  the  gas. 

As  will  be  evident  from  an  inspection  of  the  drawing,  which  repre- 
sents a  plain  cylinder  boiler  broken  away  to  show  the  circulating  ap- 
paratus which  is  represented  in  section  within  it,  the  most  of  the 
steam  is  generated  under  the  diaphragm  or  shelf.  A,  which  extends 
from  a  point  close  to  the  head  to  within  a  short  distance  from  the  rear 
of  the  boiler. 

This  diaphragm  is  arched  from  side  to  side,  is  depressed  near  the 
rear  end,  and  is  provided^with  an  apron  at  its  head,  so  that  all  the 
steam  so  generated  under  it  must  pass  out  through  the  funnel,  B 
(which  is  placed  over  the  point  of  greatest  heat),  and  cannot  other- 
wise escape ;  and  in  its  passage  through  the  funnel,  the  steam  sweeps 
with  it  a  rapid  current  of  water,  which  is  impelled  toward  the  rear  of 
the  boiler — the  funnel  being  inclined  in  that  direction,  and  this  cur- 
rent from  the  funnel  carries  with  it  the  whole  of  the  water  which  is 
above  the  diaphragm  toward  the  rear  of  the  boiler,  where  it  passes 
under  the  diaphragm  and  over  the  whole  fire  surface  to  the  hottest 
part,  again  to  be  discharged  through  the  funnel,  and  to  repeat  the 
circuit.  The  space  between  the  head  of  the  boiler  and  the  head  of 
the  diaphragm  allows  a  passage  to  the  rapid  current  so  formed  (which 
is  greater  than  could  find  vent  through  the  funnel),  increasing  the  cir- 
culation and  avoiding  any  space  whatever  of  dead  water  in  the  boiler. 
Thus,  fresh  water  being  constantly  and  regularly  presented  to  the 
heating  surface,  and  the  steam  swept  away  as  fast  as  formed,  without 
interference  with  the  current,  it  is  clear  that  the  heat  will  be  taken 
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from  the  iron  as  fast  as  received,  and  at  the  same  time  the  greatest 
amount  of  evaporation  produced  from  the  fael  consumed,  and  the  iron 
effectnallj  protected  from  overheating  and  from  scale. 

It  is  too  evident  to  need  an  illustration  that  the  same  apparatus, 
with  slight  modifications  of  form,  is  as  well  applicable  to  flue  and  to 
multitubular  boilers,  with  equal  advantage  as  to  prevention  of  prim- 
ing and  scale,  and  producing  equal  increase  of  evaporative  power,  and 
avoidance  of  destruction  by  overheating  upon  the  crown  sheet  and 
shell. 

By  guides,  easily  introduced,  the  current  may  be  caused  to  sweep 
those  parts  of  a  tubular  boiler  in  which  mud  accumulates  injuriously, 
and  thus  the  whole  kept  clean  and  in  effective  working  order. 

For  this  apparatus — simple,  cheap,  effective,  and  readily  applicable 
to  any  boiler  now  in  use,  without  disturbing  or  deranging  it — ^letters- 
patent  have  been  granted  to  me,  and  I  present  it  to  the  consideration 
of  all  men  interested  in  steam-power,  in  the  economy  of  fuel,  and  in 
the  vitality  of  boilers. 

For  further  information,  address  G.  Morgan  Eldridge,  708  Walnut 
street,  Philadelphia,  Pa. 


WHITWELL'S  FIRE-BRICK  STOVE  FOR  SUPERHEATING  BLAST 
IN  IRON  SMELTING. 

During  the  last  forty  years  Neilson,  of  Glasgow,  proposed  to  heat 
the  air  blown  into  the  blast  furnace.  The  success  of  his  novel  idea 
revolutionized  the  iron  trade.  Hot  blast  was  accepted  as  a  necessity, 
and  subsequent  improvers  have  confined  their  attention  to  such  modi- 
fied forms  of  apparatus  as  would  give  greater  efficiency  in  actual 
working. 

Pipe  stoves  were  once  universal,  as  were  stage-coaches  before  the 
introduction  of  railroads,  the  chief  difference  being  that  in  the  one 
case  the  inconvenience  and  delay  of  stage-travelling  were  confined  to 
outlying  districts  and  the  memory  of  middle-aged  men,  whilst  the  in« 
conveniences  and  delays  of  pipe-stoves  have  caused  anxiety  and  loss 
to  most  of  the  present  furnace  owners  all  over  the  world.  Siemens 
cut  the  Gordian  knot  of  economical  heats,  and  Cowper  applied  to  hot 
blast  the  regenerative  principle  that  Siemens  had  patented,  and  obtained 
heats  and  economy  of  fuel  that  previously  had  been  quite  unknown, 
coupled  with  enlarged  production.  Cowper's  stove  has  not  had  the 
Vou  LXY.— >Thibd  Sbeib8.~No.  1.— JanuasTi  1S73.  4 
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measQre  of  success  that  its  principle  undoubtedly  entitles  it  to,  as 
engineering  imperfections  and  mechanical  faultiness  in  constractiom 
have  been  much  against  it.  Whitweirs  stove  is  an  improvement  oa 
the  Siemens-Cowper  stove,  and  is  remarkable  for  its  power,  its  longe- 
vity, its  simplicity  of  construction,  and,  above  all,  its  never  getting 
out  of  order,  or — rather  to  tabulate  the  distinguishing  advantages  of 
these  stoves — 

Ist.  That  they  will  stand  a  temperature  of  2000  degrees  withoot 


2d.  There  is  no  wear  and  tear  of  cast-iron  pipes  or  materiaL 

8d.  These  stoves  are  sooner  cleaned  than  any  others,  the  tinie  re- 
quired between  laying  off  and  starting  again  being  6  hours ;  they  are 
not  cooled  down,  but  are  cleaned  from  the  outside  while  red-hot ;  this 
occurs  about  every  two  months. 

4th.  The  principle  on  which  the  stoves  are  constructed  insures  the 
greatest  economy  of  gas  or  fuel,  whilst  the  heat  that  is  obtained  in 
the  blast  is  nearly  the  whole  of  that  given  off  by  such  gas  or  fuel. 

5th.  The  cost  of  the  stoves  is  not  proportionately  more  per  furnace 
than  that  of  ordinary  cast-iron  plant,  equal  to  modern  requirements. 

6th.  These  fire-brick  stoves  effect  a  saving  of  several  cwts.  of  fuel^ 
per  ton  of  iron  made,  and  largely  stimulate  the  production. 

7th.  The  stoves  being  rivetted  and  caulked  air-tight,  there  is  no 
loss  by  bad  joints,  and  hence  a  large  amount  of  wear  and  tear  is  saved 
to  the  blowing-engines. 

8th.  The  areas  throughout  are  so  regulated  that  there  is  no  fost 
of  pressure  by  friction,  but  a  pressure  of  4  lbs.  in  the  engine-house 
gives  an  equal  prenure  at  the  tuyere  where  the  plans  of  the  patentee 
are  properly  carried  out. 

9th.  The  immense  reservoir  of  caloric  stored  up  in  these  stoves 
(each  red-hot  wall  acting  as  a  fly-wheel,  so  to  speak,  and  giving  o«i 
its  power  when  most  required)  produces  the  best  effect  on  the  working 
of  a  furnace,  preventing  its  running  off  into  inferior  qualities  of 
iron. 

10th.  These  stoves  form  a  perfect  regulator  to  the  blast,  acting  in 
this  respect  as  the  air-vessel  in  a  force-pump,  and  dispensing  altoge- 
ther with  the  large  air-regulators  that  are  found  necessary  in  many 
works,  the  blast  being  perfectly  steady  at  the  tuyere. 

These  stoves  have  been  used  for  seven  years  by  the  firm  of  WiUiaai 
Whitwell  &  Co.,  South  Stockton-on-Tees,  England.  Two  years  since, 
the  Oonsett  Iron  Co.,  Durham,  erected  their  fourth  set  of  four,  aui 
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are  now  building  the  fifth  set,  making  twenty  in  all.  Up  to  Septem- 
ber last  the  number  in  blast  was  44,  and  those  in  construction  (they 
take  three  months  to  construct  and  erect)  were  86.  An  enterprising 
firm  on  Lake  Ghamplain,  N.  T.,  are  introducing  them,  for  use  with 
anthracite,  to  which  fuel  they  are  well  suited.  They  are  equally 
suited  to  any  class  of  ore,  and  work  equally  well  with  coke,  charcoal 
or  coal.  A  drawing  is  annexed  of  these  stoves,  which  we  may  thus 
explain,  viz. : 

Fig.  1.  Heating  the  Stove. —  Vertical  Section. — The  hot  blast 
valve,  A,  and  the  cold  blast  valye,  G,  being  closed,  the  gas  valve,  B, 
is  opened,  through  which  the  gas  enters  the  stove,  and  traverses  up 
and  down  the  spaces  between  the  upright  walls,  and  enters  the  chim- 
ney flue  by  the  valve  D.  Heated  air  is  supplied  to  the  gas  by  means 
of  the  air  valves,  a  and  c,  and  passages,  b  and  d,  by  which  a  most 
intense  combustion  is  gained.  The  internal  heat  of  the  stove  as  well 
as  the  combustion  of  the  gas  is  observed  by  the  eye-pieces,  e  e. 

Fig.  1,  2.  Heating  the  Blast. — The  chimney  valve,  D,  and  gas 
valve,  B,  being  closed,  and  the  hot  blast  valve,  A,  being  opened,  the 
cold  blast  is  admitted  through  the  cold  blast  valve,  C,  and  issues  from 
the  stove  by  the  valve  A,  red-hot ;  all  other  valves  being  closed  per- 
fectly tight. 

Fig.  1,  3,  4.  Cleaning  the  Stove. — ^When  it  is  required  to  clean 
a  stove,  the  top  cleaning-doors,  E,  are  opened  and  the  walls  scraped 
with  the  ^'  cleaning- tools,"  when  the  dust  deposited  on  the  heating 
surfaces  falls  to  the  bottom  of  the  stove,  and  is  removed  by  the  bot- 
tom cleaning-doors,  F. 

The  lower  plan  shows  the  arrangement  of  the  stoves  to  four  fur- 
naces in  full  bl(Mt  at  the  Consett  Iron  Works ;  but  this  plan  may  be 
varied  to  suit  all  circumstances. 

Outside  of  England,  France,  Prussia,  Alsace  and  Lorraine,  Luxem- 
bourg, Westphalia  and  Spain  have  adopted  them  with  perfect  satis- 
faction. Patents  have  been  granted  for  this  invention  in  Great 
Britain,  France,  Belgium,  the  United  States,  Luxembourg,  Russia, 
Austria,  Spain,  Portugal,  Sweden,  Norway,  Italy,  the  East  Indies 
and  New  Zealand. 
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PREMATURE  DECAY  OF  TIMBER. 

(Suggtsted  by  anlExamtnatwn  of  the  Wreck  of  the  late  Steam  Frigate 

Chattanooga,) 

By  Heotob  Orb,  Member  of  the  iDstltate. 
Bead  before  the  Institute,  Not.  22, 1872. 

We  are  generally  aware  of  the  building  and  equipment  of  the 
frigate  Chattanooga  at  this  port  about  the  close  of  the  late  war.  We 
also  know  that  this  vessel  was  injured  by  the  ice  and  partially  sank 
off  League  Island  last  winter.  During  the  summer  just  passed  she 
was  sold  as  a  wreck  and  bought[by  Mr.  Alexander  Purves,  long  known 
in  the  iron  trade  of  this  city,  and  who  is  an  active  member  of  the  In- 
stitute and  also  of  its  Meteorological  Section.  At  a  meeting  of  this 
Section  I  inquired  of  Mr.  P.  concerning  this  wreck,  and  to  his  polite- 
ness I  am  indebted  for  the  opportunity  of  examining  the  same  and 
presenting  these  few  thoughts  thereon  to  the  Institute. 

I  found  this  vessel  (or  at  least  her  hull)  lying  on  the  flats  aboye 
Gloucester  City  on  the  New  Jersey  shore.  Her  length  over  all  was 
350  feet,  with  a  keel  alone  of  300  ft.  Her  outfit  embraced  a  three- 
blade  propeller  18  feet  in  diameter,  of  tough  compound  metal,  and  a 
powerful  steam  engine  of  Merrick's  best  workmanship. 

All  the  machinery  had  been  removed  and  the  work  of  demolition 
had  begun  both  fore  and  aft  from  the  bulwarks  downward ;  but  the 
great  mass  of  her  bulk  was  there.  The  amount  of  '^  dead  wood  " 
presented  at  the  bow  and  stern  was  enormous.  The  stern,  as  the  seat 
of  the  propeller^  required  an  extra  mass,  and  the  bow  seemed  intended 
to  act  the  part  of  a  naval  "  Ram."  The  "  ribs"  or  timbers  were  but 
a  few  inches  apart  and  had  chock-braces  at  every  few  feet,  and  amid- 
ships, diagonal  wrought  iron  straps  were  placed  in  abundance  across 
the  timbers. 

All  the  just  constituents  of  a  noble  ship  seemed  to  be  there,  and 
each  in  its  right  place;  but  in  all  this  structure ^there  was  scarcely  a 
sound  piece  of  wood  six  feet  long !  White  pine,  yellow  pine  or  oak — 
ribs,  planking,  lining  or  deck — all  were  smitten  as  with  a  common 
plague,  presenting  a  mass  of  rottenness  which  crumbled  at  your  tread, 
nay,  even  at  your  touch ! 

Less  than  eight  years  ago  the  keel  ,of  this  ship  was  laid.     She 
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scarcely  left  the  waters  of  the  Delaware,  never  threw  a  broadside  or 
saw  an  enemy.  The  Rebellion  waned  as  she  grew  into  shape,  and 
expired  almost  at  the  first  movement  of  her  engine.  Thus  far  she 
had  a  happy  history — that  of  her  remaining  life  is  far  different. 

Mr.  Parves  has  dealt  with  other  wrecks  of  various  dates  of  life  and 
service,  and  in  his  company  I  met  experienced  seamen  and  ship  carpen- 
ters, and  they  all  unite  in  saying  that  they  never  saw  the  like  of  this  ! 
Numerous  specimens  of  this  wreck  will  be  found  on  our  table,  marked 
as  to  position  and  kind  of  wood,  taken  from  the  kelson  upwards. 
Near  the  forward  bends  the  timbers  were  doubled,  I  noted  one  or 
more  instances  in  which  a  pine  log  and  an  oak  log  were  thus  coupled, 
and  the  decay  had  evidently  began  at  the  inner  surfaces,  which  were 
in  direct  contact  with  each  other;  but  even  where  both  logs  were  of 
the  same  wood  the  same  inward  decay  appeared.  Whether  in  the 
undisturbed  mass,  or  where  pierced  with  iron  or  copper  fastenings,  or 
even  with  the  humble  tree-nail,  the  fibre  was  completely  broken  up. 

My  friend  Dr.  Reynell  Coates  has  reminded  me  that  the  fleet  of  Com- 
modore Perry,  which  was  built  in  haste  from  timber  cut  on  the  lake 
shore  for  service  in  the  War  of  1812,  suffered  from  early  rot,  so  that 
the  vessels  were  pronounced  unseaworthy  soon  after  the  peace  of  1815. 

Also,  Mr..  Purves  assures  me  that  he  has  known  a  strange  tendency 
to  decay  in  some  vessels,  indicating  a  sort  of  triennial  crisis  in  their 
early  life,  which,  if  passed  without  injury  to  the  wood,  predicted  some 
twenty-five  years  of  wear.  It  is  somewhat  analogous  to  the  test  of 
the  third  summer  in  children.  I  do  not  insist  on  the  analogy,  but 
we  may  recollect  that  out  of  such  unpretentious  facts  as  we  are  here 
recording,  Newton  and  Franklin  started  their  wonderful  discoveries. 

I  have  learned  from  Mr.  Durfee  (Supt.  of  the  Midvale  Steel  Works) 
that  he  has  witnessed  a  few  marked  instances  of  decay  in  large  pieces 
of  timber,  such  as  pillars,  girders  and  even  rafters,  that  were  caeed 
in  light  boards  to  improve  tho  appearance  of  the  room  ;  the  inner  mass 
being  found  dangerously  rotten.  And  here  I  will  take  the  liberty  to 
say  that  I  have  for  full  forty  years  watched  the  not  very  graceful  de- 
flection of  our  girders  in  the  ceiling  above  us,  and  I  think  that  it  may  be 
worth  while  to  test  their  internal  solidity  at  some  convenient  season 
not  far  distant.  If  we  let  this  hint  come  ^^  home  to  our  business" 
now,  it  may  prevent  its  coming  ''  home  to  our  bosoms"  unpleasantly 
eventually. 

Mr.  Purves  has  farther  noted  the  decay  of  wood  on  shipboard  under 
circumstances  which  seem  to  me  quite  worthy  of  attention:  On  por- 
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tions  of  the  ^Mining"  of  vessels  covered  with  zinc  or  tin^  as  in  pro* 
vision  closets,  ke.j  the  decay  followed  exactly  the  surface  covered  by 
(he  metal,  indicating  the  action  of  '^  dead  air"  in  contrast  with  that 
of  a  free  atmosphere  on  the  surrounding  parts  which  remained  sound. 

The  observations  of  both  the  gentlemen  last  quoted  point  to  a  state 
of  things  very  similar  existing  between  the  timbers  of  the  Chatta- 
nooga, enclosed  by  planking  outside  and  by  the  lining  or  ceiling  in- 
iide— chambers  for  dead  air  were  thus  formed  throughout  the  entire 
hull ;  and  the  other  testimony  kindly  offered  me  by  others,  I  hope  may 
tend  to  give  us  the  clue  to  avoid  in  future  the  sad  result  which  fur- 
nishes the  title  to  these  remarks. 

I  have  already  alluded  to  the  short  duration  of  our  war  navy  on 
the  Lakes.  Its  vessels  were  built  in  haste  for  a  pressing  emergency. 
The  same  is  true  of  the  Chattanooga ;  but'nearly  sixty  years  have 
passed  since  Perry's  victory,  and  what  years  of  progress  have  they  been ! 
In  them  have  arisen  the  ocean  steamship,  the  locomotive,  and  the  rail- 
way, the  telegraph,  and  the  Franklin  Institute.  We  have  had  various 
processes  brought  out  in  this  period  for  the  preservation  and  speedy  sea* 
soiling  of  wood.  I  could  not  name  them  all,  much  less  describe  them ; 
I  will  mention  one,  however,  which  seemed  to  me  worthy  of  attention 
from  its  simplicity  and  apparent  effectiveness.  It  is  perhaps  fifteen 
years  since  my  friend,  Mordecai  R.  Moore,  late  member  of  our  City 
Council,  made  known  to  me  what  he  considered  a  valuable  improve- 
ment in  the  seasoning  of  timber.  I  am  not  sure  that  the  invention 
wa9  patented.  It  was  not  invented  by  Mr.  Moore,  but  he  was  per- 
suaded of  its  value.  The  process  consisted  in  charging  the  freshly- 
cut  wood  with  super-heated  steam,  for  a  period  of  twenty-four  hours ; 
then  by  powerful  apparatus  exhausting  all  fluid  from  the  fibre,  and 
charging  it  anew  with  dry  and  highly-heated  air  for  another  twenty- 
four  hours ;  and  on  the  third  day  the  wood  was  ready  for  use. 

Like  too  many  of  the  group,  which  seems  but  a  few  at  best,  Mr. 
Moore  is  dead  ;  and  thus  far  I  have  not  been  able  to  trace  up  this  in- 
vention in  present  hands.  Even  if  it  was  patented,  its  date  must  be 
out  by  this  time ;  but  the  process  certainly  ought  not  to  be  forgotten* 
If  this  marvellous  decay  which  I  am  relating  to  yon,  is  due  to  the 
haste  with  which  the  work  had  to  be  done,  surely  this  two  days'  pro- 
cess would  not  have  delayed  it  much ;  and  look  at  the  consequences ! 
In  the  condition  in  which  Mr.  Purves  took  possession  of  this  vessel, 
she  had  hardly  the  strength  of  a  partition  of  lath.  She  sank  before 
the  ice  last  winter,  because  her  empty  bulk  was  too  much  for  her 
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«lre&gtk  even  in  the  placid  waters  of  the  Delavare.  In  her  first  storm 
at  sea  she  would  have  been  but  a  ready-made  <^ffin  of  unosaal  shape 
to  all  on  board. 

There  is  still  another  consideration  which  I  will  present  here,  as 
to  the  hygienic  condition  of  such  a  structure.  Some  seventeen  years 
ago,  our  venerable  and  excellent  citiasen,  Dr.  Renb  La  Roche,  set 
himself  to  write  the  history  of  the  Yellow  Fever.  It  is  in  two  thick 
Tolumes  8yo,  and  I  read  the  *^  proof  of  its  pages.  It  embraces  piles  of 
ecMiflicting  testimony,  but  at  least  one  definite  conclusion  was  attained, 
to  this  effect — that  in  all  well  ascertained  centres  of  production  and 
diffusion  of  said  disease,  three  conditions  were  always  present,  namely, 
heatj  moktnre  and  deeayed  wood.  Now,  [mark  this;  I  am  quoting 
from  a  work  at  least  seyenteen  years  old,  yet  follow  me  aboard  this 
unfortunate  vessel  for  a  few  minutes,  and  see  how  it  applies  there. 
As  to  moisture,  her  mere  bilge  water  would  furnish  this,  even  with- 
out the  drippings  from  tanks  and  boilers  ;  the  heat  is  insured  by  her 
furnaces,  which  a  cruise  in  the  tropics  would  aggravate,  and  surely 
the  rotten  wood  was  there  at  once  in  profusion  and  perfection.  Ponder 
the  fate  of  this  ship's  company  ;  danger  without  and  covert,  lurking 
death  within — ^around  poor  Jack's  humble  hammock  and  in  his  very 
nostrils. 

And  to  show  you  that  I  am  not  drawing  upon  fiction,  our  observant 
Actuary  informed  me,  a  few  days  ago,  that  one  of  our  physicians  had 
actually  detected  a  well  marked  disease  on  board  this  very  vessel. 

Mr.  President,  I  have  no  special  personal  interest  in  this  case  of  our 
abandoned  frigate,  and  surely  take  no  pleasure  in  this  recital.  But 
we  participated  in  the  fame  of  the  noble  ships  which  for  a  hundred 
years  have  been  built  here,  and  we  must  share  in  the  shame  of  this 
one. 

I  will  close  with  the  hope  that  we  may  never  see  such  another  war 
as  the  one  we  have  happily  closed,  nor  such  another  war-ship  as  the 
one  I  have  just  examined  ! 

DISCUSSION. 

Mr.  Close  arose  to  correct  a  portion  of  the  statement  in  Mr.  Orr's 
paper  as  to  the  Chattanooga  never  having  left  the  waters  of  the  Del- 
aware river.  Mr.  C.  went  on  to  state  that  the  contract  required  the 
ship  to  have  a^trial  at  sea,  the  wheels  to  be  turned  a  certain  num- 
ber of  times,  and  consume  a  certain  quantity  of  coal  in  a  given  time^ 
and  under  the  supervision  of  Mr.  Zeller,  the  chief  engineer,  the  test 
was  accomplished,  the  ship  being  at  sea  three  days. 
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And  as  to  the  decay  of  the  wood,  Mr.  0.  went  on  to  state  that  *at 
the  time  the  ship  was  building  no  yellow  pine  timber  of  good  quality 
could  be  obtained,  (during  the  Rebellion),  and  a  substitute  had  to  be 
made  of  the  Bastard  or  Norway  pine,  then  growing  in  Northwestern 
Pennsylvania,  which  has  little  or  no  traces  of  the  resinous  material 
as  found  in  the  yellow  pine  grown  in  the  Southern  States ;  in  fact,  an 
expert  will  tell  within  fifty  miles  of  the  latitude  where  a  certain  picee 
of  yellow  pine  grew,  if  shown  to  him.  The  decay  commenced  in  the 
sap  of  the  Norway  pine,  caused  by  want  of  ventilation,  which  disease 
was  communicated  to  the  oak  frame  by  contact  and  want  of  yen  til  a- 
tion.  Woods  that  have  been  preserved  under  water  on  the  Kensing* 
ton  side  of  the  Delaware  river  have  been  laid  on  the  ground  at  Petty's 
Island  and  rotted  to  spunk  or  earth  in  one  year,  while  the  same  wood 
laid  on  the  ground  on  Kensington  side  showed  no  signs  of  decay  after 
remaining  several  years  exposed. 

Mr.  C,  on  being  questioned  as  to  the  time  of  year  of  the  cutting  of 
the  timber  having  something  to  do  with  the  decay,  he  stated  that  that 
theory  was  approved  by  workers  of  timber^  but  he  had  very  little  faith 
in  it. 

Mr.  Obb  gave  pointed  attention  to  the  remarks  of  Mr.  Close,  and 
then  rejoined  that  he  certainly  had  understood  from  Mr.  Purves  that 
the  vessel  had  never  gone  to  sea.  He  was  rather  incredulous  still  as 
to  the  actual  length  of  her  longest  voyage.  All  the  other  explana- 
tions of  Mr.  C.  confirmed  Mr.  Orr's  specifications.  He  inquired  of 
Mr.  Close  if  he  was  acquainted  with  the  ^<  seasoning"  process  of  Mr. 
Moore,  which  had  been  described,  and  on  Mr.  C.  disclaiming  any 
knowledge  of  the  same,  Mr.  0.  ended  his  response  by  saying  he  was 
glad  to  learn  that  the  Chattanooga  had  gone  far  enough  to  get  her 
worthy  contractors  their  pay,  which  he  believed  was  the  only  good 
thing  done  by  said  vessel. 

Mr.  DuRFEE  said  his  knowledge  bearing  on  the  immediate  subject 
under  discussion  related  mainly  to  the  case  of  a  church  of  quite 
recent  erection,  whose  rafters  or  roof  timbers  had  been  enclosed  in 
attractive  casings  to  give  finish  to  the  interior,  and  upon  occasion 
arising  for  the  application  of  nails  to  said  ceiling,  at  the  single  stroke 
of  the  hammer  the  nail  penetrated  to  its  head,  the  inner  wood  being 
quite  destroyed. 

Mr.  Close  recollected  a  very  similar  case  in  a  roof  where  the  en- 
closed wood  was  reduced  to  comparative  powder. 

The  Treasurer  of  the  Institute,  Mr.  Frederick  Fralet,  (who  had 
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already  reported  a  series  of  obituary  resolutions  on  the  death  of  Prof. 
Fraser,  and  given  an  extended  extempore  address  on  the  lamented 
Mr.  Agnew),  rose  and  apologised  for  again  taking  the  floor,  but  urged 
the  importance  of  the  subject  as  his  excuse.  After  alluding,  paren- 
thetically, to  the  seyere  loss  by  fires  within  the  past  twelve  months, 
especially  in  Chicago  and  Boston,  and  inviting  the  attention  of  the 
Institute  to  the  devising  of  additional  means  for  meeting  and  prevent- 
ing such  calamity — went  on  to  state  his  experience  in  ship-building  in 
the  unpretentious  item  of  canal  boats,  in  whose  structure  his.  Com- 
pany had  been  induced  to  dispense  with  the  inner  covering  (or  ceil- 
ing), and  by  a  strong  outer  planking  carefully  joined  and  calked, 
the  inner  surface  of  the  ribs  was  left  bare,  with  a  decidedly  improved 
result  on  the  endurance  of  the  wood,  proving  the  valuable  effect  of 
free  circulation  of  air  and  the  action  of  light  also  in  such  instances. 

The  President  (Mr.  0.  Sellers)  also  offered  further  testimony  con- 
demnatory of  the  practice  of  insulating  ^ood  from  the  action  of  light 
and  free  air.  In  his  own  house  (of  comparatively  late  construc- 
tion), he  accidentally  detected  a  serious  defection  in  his  principal 
floor — the  ends  of  its  joists  being  almost  uniformly  rotted  off  even 
with  the  wall  in  which  they  had  been  inserted  ;  while  in  a  very  old 
family  building  (viz.,  that  of  his  grandfather),  the  joists  were  found 
to  be  uninjured ;  but  said  joists  presented  their  ends  to  the  air,  which 
had  free  access  to  their  surface. 

Mr.  Orb  rose,  by  permission,  to  call  attention  to  the  remarkably  uni. 
form  tendency  of  the  testimony  volunteered  as  to  the  evil  of  enclosed 
timbers,  and  he  was  afraid  that  it  leaned  too  much  in  one  direction. 
He  appealed  to  Mr.  Fraley's  recollection  of  Cope's  first  line  of  packet 
ships,  built  by  good  Robert  Burton  on  an  average  of  50  years  ago. 
Those  ships  ran  regularly  for  25  years  on  said  line  and  then  were  sold 
as  whalers,  and  were  perhaps  still  afloat.  The  present  Tuscarora  (the 
second  of  the  name)  was  still  a  model  of  strength  and  beauty,  though 
once  struck  by  an  iceberg  full  20  years  ago,  and  again  having  the 
misfortune  to  lay  aground  near  Cape  Henlopen  through  a  part  of  a 
winter.  Yet  all  these  ships  were  built  with  enchied  timberSj  planked 
and  ceiled,  on  the  very  plan  which  we  now  seemed  ready  to  condemn ! 
He  wished  the  subject  to  be  looked  at,  not  only  on  both  sides  but  all 
around.  He  had  met  some  bluff  specimens  of  artists  on  board  the 
wreck,  who  vowed  their  belief  that  "  wood  growed  different  now  from 
that  cut  long  ago.''  He  had  thought  much  on  this  terrible  decay  of 
wood,  both  in  ships  and  bridges  and  in  street  pavement,  and  hoped 
members  would  take  the  consideration  of  the  matter  home  with  them. 
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.  Ifr.  Fbalxt  fully  endorsed  Mr.  Orr's  description  of  diose  noble 
ships  of  other  days,  and  admitted  their  strange  contradiction  of  our 
present  experience  in  this  department  of  medianies.  He  wished  to 
call  attention  to  one  more  fact  on  the  general  subject — ^that  at  tke 
dates  to  which  Mr.  Orr,  referred  it  was  the  practice  of  Philadelphia 
shipbuilders  to  apply  coarse  salt  between  the  timbers  of  the  best  ships. 
The  Session  having  now  been  extended  beyond  the  usual  time,  the 
discussion  was  arrested  for  the  present  by  a  motion  to  adjourn. 


BITUMINOUS  COAL;  ITS  ORIGIN,  VARIETIES  AND  A  FEW  OF  ITS 

SPECIAL  USES. 

The  tubstonc^  of  a  paper  presented  at  ihe  Dubuque  Meeting  of  the  Amarieem 
Aesociation/or  the  Advancement  of  Science. 

Bt  E.  B.  Andbkws,  of  the  Ohio  Qeological  SarTey. 

Notwithstanding  the  elaborate  attempt  of  BischofT  and  others  to 
prove  that  coal  is  an  accumulation  of  vegetable  detritus,  drifted  by 
rivers  and  buried  beneath  accumulating  sediments  in  the  ocean,  this 
view  is  not  now  accepted  by  any  who  have  carefully  studied  the  coal 
seams  in  the  Goal  Measures  in  America.  Lesquereux  and  Dawson 
have  shown,  as  the  results  of  careful  and  extended  observations,  thai 
the  vegetation  forming  seams  of  coal  grew  where  it  is  now  buried, 
the  only  movement  being  downward,  in  the  general  subsidence.  By 
this  subsidence,  sedimentary  materials  were  brought  in  over  the  vege- 
table mass,  filling  up  the  water  so  as  to  form,  in  time,  a  new  subaerial 
surface,  on  which  new  vegetation  took  root  and  grew,  to  form  in  torn, 
when  buried,  another  seam  of  coal.  My  own  independent  obserrsr 
tions,  continued  through  many  years,  convince  me  that  in  no  other 
way  were  the  seams  of  coal  in  our  true  Goal  Measures  formed.  There 
is,  moreover,  every  evidence  that  the  vegetation  grew  upon  marshy 
plains,  more  or  less  extensive,  skirting  the  ocean,  or,  perhaps,  often 
constituting  low  islands  not  far  from  an  ancient  shore.  This  appears 
from  the  fact  that  the  slates  and  shales  accompanying  the  coal  and  in 
immediate  proximity  to  it,  often  contain  marine  or  brackish-water 
forms  of  late  palseozoic  life.  These  slates  sometimes  constitute  part- 
ings in  the  coal  seam  itself,  and  extend  for  miles,  maintaining  with 
wonderful  exactness  their  stratigraphical  position.  These  partings 
imply  a  temporary  overflow  of  the  ancient  marsh  by  the  ocean,  and 
an  even  distribution  of  sediment,  which  when  compressed  constitutes 
the  thin  layer  of  shale  or  clay.     Besides,  we  find  in  the  very  coal 
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itself,  and  eepeciallj  in  tbe  oannel  portions  of  seamfi, — for  oannel 
xsoal  is,  so  far  as  mj  obseryations  go,  only  a  local  modification  of  a 
re^lar  bituminous  coal-seam, — ^marine  forms  of  ancient  life,  of  whicdi 
LmgnloB  and  fishes  are,  perhaps,  most  common. 

We  also  find  in  some  seams  of  coal  the  evidences  of  tidal  or  other 
overflow  of  the  coal-marsh,  in  beach-worn  sticks  and  various  forms  of 
wood  which,  now  changed  to  bisulphide  of  iron,  are  preserved  in  their 
original  form,  and  lie  in  the  coal  as  they  were  drifted  into  the  old 
marsh.  After  the  complete  subsidence  of  the  whole  marsh,  we  often 
find  the  proofs  that  such  trees  as  SigiUaria,  Lepidodendra  and  taller 
ferns  were  broken  down  where  they  grew,  by  the  incoming  waters, 
and  buried  on  the  spot  by  the  sediments.  I  once  traced  the  trunk  of 
a  Sigillaria  in  the  roof  of  the  Pomeroy,  Ohio,  seam  of  coal,  for  a 
distanoe  of  more  than  forty  feet.  Thousands  of  the  trunks  of  what 
Lesquerenx  takes  to  be  Pecopteris  arborescens  are  found  in  the  slates 
over  the  same  coal,  lying  in  horizontal  burial  as  they  were  bent  or 
broken  down  by  the  waters  which  also  brought  in  their  stony  winding- 
sheet.  In  making  almost  thousands  of  geological  sections  in  our  Coal 
Measures,  I  have  found  seams  of  coal  always  maintaining  such  rela- 
tions to  what  were  the  ancient  water  levels,  that  I  am  fully  convinced 
that  in  every  case  the  vegetation  grew  along  the  water-line  and  not 
far  above  it. 

I  have  never  found  the  slightest  proof  of  the  formation  of  a  seam 
of  coal  over  hills  or  high  grounds.  The  parallelism  of  the  seams,  <^ 
which  further  mention  will  be  made,  forbids  it.  Doubtless,  vegeta- 
tion of  certain  kinds  grew  on  the  higher  grounds,  but  this  vegetation 
did  not  constitute  seams  of  coal.  It  is  plain  that  whatever  vegetable 
matter  there  might  be  on  a  hillside  would  in  the  subsidence  of  the 
land  present  to  the  wave^  of  the  encroaching  sea  an  easy  prey,  and 
the  trees  and  humbler  plants  would  be  torn  from  their  exposed  moor- 
ings, and  be  drifted  away  to  rot  upon  the  waters  or  be  buried  in  the 
sands  of  the  beach. 

Such  drifted  and  buried  trees  are  frequently  found.  Should  there 
have  been  some  high  level  plateau,  on  which  vegetation  grew,  and 
which  in  the  subsidence  was  let  down  below  the  water  so  evenly  as  t 
prevent  the  waters  from  tearing  the  vegetable  materials  away,  it  is 
still  doubtful  whether,  on  such  high  and  dry  areas,  there  would  have 
been  any  considerable  accumulation  of  vegetable  matter,  the  decay  so 
equalling  the  growth,  that  in  reality  there  would  have  been  no  m  ate- 
rials  for  a  true  seam  of  coal. 
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While  the  vegetation  forming  the  coal  seams  grew  upon  marshy 
savannahs  skirting  the  ocean,  we  find  constant  proof  that  the  conti- 
nuity of  the  marsh  was  often  broken  by  intervening  water,  so  that 
the  seam  of  coal  is  frequently  interrupted.  In  the  subsequent  sub- 
sidence these  water  spaces  were  filled  up  with  sands  or  clays,  which 
are  now  hardened  and  compressed  into  shales  and  sandstones.  But 
if  we  have  a  marsh  at  one  point  which  continued  long  enough  to  allow 
of  the  accumulation  of  vegetable  matter  sufficient  for  a  considerable 
seam  of  coal,  the  presumption  is  that  on  that  exact  horizon  we  shall 
find  that  there  were  other  areas  above  the  water  on  which  vegetation 
also  grew,  and  thus  along  one  water-line  there  be  formed  a  seam  of 
coal,  varying  in  its  fortunes  of  thickness  and  quality,  ranging,  with 
many  interruptions,  through  many  counties  and  perhaps  hundreds  of 
miles.  A  long  period  of  rest  from  downward  movement,  such  as  the 
growth  and  accumulation  of  a  thick  seam  of  coal  imply,  almost  neces- 
sitates the  fact  that,  during  that  long  period,  wherever  there  were 
along  the  water-line  areas  of  low-land,  whether  insular  or  continental 
fringes,  on  which  vegetation  might  take  root  and  grow,  there  would 
be  such  growth,  and  consequently  a  seam  of  coal.  We,  in  fact,  find 
this  to  be  the  case,  so  that,  in  tracing  a  seam  of  coal,  we  learn  where 
the  water  spaces  were,  and  where  even  the  smaller  channel-ways  ex- 
tended through  the  ancient  marshes.  These  water  spaces,  wider  or 
narrower,  we  are  able  to  cross,  preserving  accurately  the  level,  and 
thus  find  the  coal  at  other  points  always  in  the  same  geological 
horizon. 

When  the  subsidence  took  place,  by  which  the  marsh  or  marshes  of 
one  horizontal  line  were  lowered  beneath  the  water,  the  presumption 
is  that  such  subsidence  would  be  an  even  and  regular  one.  We  can 
hardly  suppose  that,  within  any  limited  area,'  there  would  be  any  con- 
siderable inequality  in  the  sinking,  any  irregular  plunges  downward 
here  and  there,  so  as  to  tilt  at  various  angles  the  plane  of  the  coal. 
The  subsidence  was  of  course  greater  in  some  districts  than  in  others. 
In  Nova  Scotia  there  are  14,570  feet  of  productive  Coal  Measures, 
with  over  80  distinct  seams  of  coal ;  in  Eastern  Pennsylvania  3000 
feet  are  reported ;  while  in  Southern  Ohio  the  highest  coal-seam  yet 
found  is  about  1500  feet  above  the  Waverly  sandstone,  on  which  at 
places  a  seam  of  coal  with  its  under-clay  is  found  to  rest,  with  no  in- 
tervening conglomerate.  It  is  also  entirely  possible  that,  when  any 
large  areas  of  any  one  coal-field  are  carefully  investigated,  it  will  be 
found  that  some  portion  of  such  large  area  may  have  had  a  some- 
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what  more  rapid  subsidence  than  the  rest.*  Bat,  as  a  rule,  the  sub- 
sidence was  so  regular  that  two  seams  of  coal,  each  formed  on  its 
water-line,  are  found  to  present  an  almost  perfect  parallelism.  For 
example,  in  Ohio,  the  Nelsonville  seam  of  coal  is  found,  in  the  ver- 
tical series,  to  be  420  feet  below  the  Pomeroy  seam.  These  two 
seams  range  through  many  counties,  and  everywhere  the  interval 
between  them  is  exactly  the  same.  The  same  is  true  of  all  other  well- 
defined  and  continuous  seams.  One  careful  measurement  of  the  inter- 
val between  two  seams  is  so  excellent  a  guide  that,  either  seam  being 
found,  the  place  of  the  other  can  be  readily  determined.  There  may 
be  difficulty  in  ascertaining  the  exact  interval,  because  there  may  be 
considerable  horizontal  distance  between  the  exposures  of  the  seams, 
and  calculations  must  generally  be  made  for  the  dip,  usually  an  un- 
known term ;  but  when  the  measurements  are  accurate  the  parallelism 
is  perfect  and  beautiful.  There  is  a  little  play  of  variation  some- 
times, but  it  is  generally  very  slight.  In  limited  areas  this  could 
hardly  be  otherwise.  Even  in  cases  of  earthquake  action  we  gene- 
rally find  the  areas  of  elevation  or  subsidence  to  be  quite  extensive. 
Sut  there  is  no  proof  that  in  the  Coal  Period  there  was  any  intense 
earthquake  action,  nor  any  convulsive  disturbances  which  would  give 
to  the  plane  of  a  coal-seam  great  irregularities  in  inclination.  It 
must  be  remembered  that  the  elevation  of  the  AUeghenies  and  the 
foldings  of  the  Appalachian  region  and  all  the  thousand  undulations 
given  to  our  coal-fields  were  subsequent  to  the  formation  of  our  Coal 
Measures.  The  results  of  the  most  careful  observations  in  all  our 
coal-fields  create  a  reasonable  belief  that  the  subsidence  was  semi- 
continental  in  character,  and  that  the  crust  of  the  earth  settled  down 
in  an  even  and  dignified  way. 

So  far  as  my  own  observations  go,  I  have  never  found  an  instance 
where  two  distinct  seams  of  coal  came  together,  or  conversely,  where 
a  seam  becomes  divided  and  its  parts  continue  to  diverge  for  a  long 
or  indefinite  distance.  It  is  not  uncommon  to  find  in  a  seam  of 
coal  the  proof  that  the  coal-marsh  had  in  it  local  depressions,  which 
were  filled  with  sediment,  making  a  soil  on  which  new  vegetation 
grew,  and  thus  the  seam  shows  two  parts,  separated  by  fire-clay, 
sometimes  several  feet  thick ;  but  in  every  instance,  when  traced,  I 
have  found  the  parts  to  re- unite.     The  two  parts  never  diverge  inde- 

*  I  have  myself  reported  a  case  of  this  kind  in  Ohio,  daring  the  earlier  per- 
tioa  of  the  Goal  Period,  but  the  supposed  proofs  of  this  are  ondergolDg  care- 
ful revision. 
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finitely.  From  these  statements  we  may  infer  a  general  law  of  par- 
allelism. Such  law  is  in  harmony  with  the  belief  of  the  most  careful 
observers,  that  our  productive  Coal  Period  was  characterised  bj  great 
quietness,  and  freedom  from  violent  local  disturbances. 

Lesquereux,  who  visited  the  Dismal  Swamp  in  Southeastern  Yir- 
ginia,  reports  that  the  Drummond  Lake,  which  is  fifteen  feet  deep, 
has  beneath  it  the  usual  vegetable  matter  characterizing  the  bed  of 
the  surrounding  swamp.     Now,  if  this  lake  were  filled  up  with  earthy 
sediments  and  swamp  vegetation  should  grow  and  accumulate  over 
them,  and  afterwards  the  whole  vegetable  matter  of  the  entire  swamp 
were  buried  and  changed  to  coal,  we  should  have  in  the  central  area 
a  divided  seam  or  two  parts  of  one  general  seam.     If,  by  some  more 
recent  eroding  agency,  half  of  the  whole  area,  including  half  of  the 
area  once  occupied  by  the  lake,  were  swept  away,  we  might  find  the 
two  parts  of  the  seam  of  coal  showing  an  increasing  divergence  to 
the  point  or  line  of  erosion,  and  unless  checked  by  deductions  from 
previous  observations,  we  might  suppose  the  two  parts  to  go  on  diverg- 
ing indefinitely.     There  may  be  exactly  similar  cases  in  our  coal- 
measures  which  mislead  because  we  obtain  a  view  of  only  a  part  of 
what  constituted  the  original  area  of  the  seam.     In  the   Student* % 
Elements  of  deology^  as  also  in  the  ElementSy  Sir  Charles  Lyell  brings 
forward  an  instance  of  the  supposed  coming  together  of  seven  widely 
dififerent  coal  seams  in  Pennsylvania,  and  he  explains,  with  the  aid  of 
a  diagram,  the  method  by  which  such  union  might  be  brought  about. 
The  explanation  is  by  the  subsidence  of  a  part  of  a  marsh  and  tho 
silting  up  of  the  water  over  the  submerged  part,  thus  forming  a  new 
surface  continuous  with  the  not  submerged.     If  such  submergence  ia 
local — and  he  speaks  of  a  ^^  lagoon"  in  a  swamp — ^the  division  of  the 
main  coal  would  be  only  a  local  duplication.   But  the  coming  together 
of  widely  different  seams — each  formed  originally  upon  its  own  water 
level — not  only  involves  unequal  subsidence,  but,  what  is  more  difficult 
of  belief,  that  there  was  a  limited  area  where  all  the  seams   met, 
which  balances  itself  at  the  water's  edge,  while  the  adjacent  area  was 
sinking  and  filling  up  for  new  marshes,  and  this   repeated,  many 
times  over.     The  following  is  Lyell' s  statement  of  the  facts  as  he  ob- 
tained them  in  his  visit  to  the  United  States  in  1841,  from  the  late 
Prof.  Rogers :  ^'  Between  Pottsville  and  Lehigh  Summit  Mine  seven 
(of  these)  seams  of  coal,  at  first  widely  separate,  are,  in  the  course  of 
several  miles,  brought  nearer  and  nearer  together  by  the  gradual 
thinning  out  of  the  intervening  coarse-grained  strata  and  their  ac- 
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eompanjifig  shales,  until  at  length  they  snccessivelj  unite  and  form 
one  mass  of  coal  between  forty  and  fifty  feet  thick,  very  pure  on  the 
whole,  though  with  a  few  thin  partings  of  clay."  When  we  come  to 
examine  the  Geologieal  Report  of  Pennsylvania  by  the  late  Prof.  H. 
D.  Rogers,  we  find  that  these  several  seams  have  not  been  proved  by 
any  stratigraphical  observations  to  come  together ;  they  have  not,  by 
the  comparisons  of  carefully  measured  sections  at  different  points^ 
been  found  showing  a  convergence,  but  we  have  in  place  of  facts 
only  a  theoretical  conclusion,  adopted  for  the  purpose  of  explaining 
the  unusual  thickness  of  coal  at  Summit  Hill.  I  quote  idl  Prof* 
Bogers  says  on  the  subject : 

'  *^  The  only  question  open  to  discussion  is,  whether  in  an  instance 
like  that  of  the  huge  mass  of  the  Summit  Hill  Mines  and  Panther 
Creek  tunnels,  where  the  bed  possesses  very  unusual  thickness,  the 
expansion  of  its  size  is  caused  by  the  merging  into  the  principal  bed 
of  other  adjoining  coal  seams  through  the    thinning  away  of  the 
dividing  strata,  or  is  merely  a  local  enlargement  of  the  one  coal  bed 
between  the  same  roof  and  floor,  arising  from  more  active  deposition 
at  this  spot  of  the  vegetable  materials  which  formed  it.     If  we  were 
in  poeseBsion  of  any  complete  sections  of  the  lower  coal  measures,  such 
at  those  of  the  Nesquehoning  and  Tamaqua  coals,  illustrative  of  the 
eendition  of  things  nearer  to  the  Summit  Mine  than  those  localities^ 
we  might,  from  such  data  possibly  determine  the  running  together  or 
not  of  some  of  those  beds  to  form  this  great  deposit ;  but  no  intei^ 
mediate  points  have  been  developed,  and  the  distance  of  the  two  local- 
ities named,  one  4^  miles  and  the  other  5  miles,  is  too  considerable  to 
permit  us  to  institute  any  close  comparison  between  the  individual  beds 
at  either  of  them  and  that  of  the  Summit.     To  explain  the  unusual 
thickness  of  the  great  bed  by  the  coalescing  of  several  large  seams  of  the 
Nesquehoning  group,  we  must  assume,  if  we  take  the  ^^main  lower  coal'* 
and  the  two  next  which  overlie  it,  as  those  which  have  here  come  to^ 
gether,  that  there  has  occurred  a  total  exhaustion  of  about  134  feet  of 
huchided  rock,  or  if  we  suppose  only  this  "main  lower  coal"  and  the 
double  or  Rowland's  coal  to  have  united,  we  have  still  to  conceive  of 
the  thinning  out  of  77  feet  of  sandstone  in  a  range  of  only  4|  miles. 
A  like  difficulty  besets  us  when  we  consider  the  thick  plates  of  sand* 
stone  and  slate  which  we  must  assume  as  having  disappeared  between 
the  Little  Schuylkill  and  the  Summit  if  we  would  derive  the  great 
bed  from  the  coming  together  of  any  two  or  more  of  the  principal 
bwer  seams  of  that  locality.    Nevertheless,  so  much  more  uniform 
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itre  the  coal  beds  generally  than  the  mechanically  derived  sandstones 
— so  much  more  easy  is  it  when  we  advert  to  the  respective  circam- 
stances  under  which  these  two  classes  of  deposition  originated,  to 
ascribe  a  rapid  variation  of  thickness  to  the  wildly-strewn  strata  of 
sand  and  pebbles  than  to  the  slowly  and  gently  accumulated  layers 
of  vegetation  of  the  ancient  carboniferous  marshes — ^that  I  strongly 
incline  to  that  view  which  assumes  the  apparent  alteration  of  thickness 
to  be  due  to  the  thinning  out  of  the  arenaceous  rocks." 

From  this  language  it  appears  that  no  facts  have  been  obtained  by 
careful  stratigraphical  measurements  to  prove  the  actual  coming  to- 
gether of  the  different  seams  of  coal,  but  the  union  is  assumed  as  on 
the  whole  the  least  difficult  way  of  explaining  the  unusual  thickening 
of  the  coal  at  the  Summit.  This,  of  course,  is  only  the  opinion  of 
Prof.  Rogers'  and  is  entitled  to  all  the  weight  which  the  opinions  of 
so  eminent  a  geologist  should  receive.  It  is  readily  granted  that  sands 
are  accumulated  along  shore  lines  with  great  uneveness.  This  de- 
pends upon  the  strength  of  currents  and  the  quantity  of  material. 
Along  a  shore  there  are  places  of  comparatively  quiet  water,  where 
finer  sediments,  now  compressed  into  shales,  are  deposited,  and  we 
often  find  these  shales  alternating  with  sandstones.  In  Ohio  on  the 
same  horizon  I  find  sometimes  60  feet  of  sand  rock  and  a  few  miles 
away  60  feet  of  shales.  .  The  marginal  area  below  the  water  must  be 
filled  up  with  something  and  the  uneveness  of  the  resulting  bedding 
of  the  sand  rock  or  shales  is  not  a  matter  of  consequence,  nor  is  it 
pertinent  to  the  solution  of  the  problem  in  hand,  viz. :  the  explana- 
tion of  the  UD  usual  thickening  of  a  coal  seam  at  a  given  point.  The 
real  difficulty  is  antecedent  to  the  filling  in  of  a  submerged  area  by 
mechanical  sediments,  it  matters  not  whether  by  ^'  sand  and  pebbles 
widely-strewn"  or  by  mud  gently  dropped  in  more  quiet  water.  How 
came  a  part  of  a  marsh  with  its  coal-making  vegetation  184  feet  be- 
low its  original  level,  while  the  remaining  part  of  the  marsh  main- 
tained such  a  wonderful  statical  equilibrium  just  at  the  water  level  T 
I  do  not  say  that  this  is  impossible,  but  it  is  not  probable,  indeed  it  is 
so  improbable  that  it  may  not  be  lightly  inferred. 

If  we  accept  Prof.  Rogers'  theory  of  union  of  seams  to  form  the 
great  Summit  seam,  for  example,  the  seams  found  at  Nesquehoning, 
what  are  we  to  conclude  becomes  of  the  great  aggregated  seam  as  we 
go  towards  Tamaqua  ?  The  great  seam  has  a  geographical  limit  to 
its  greatness.  If  its  parts  separate  again  and  in  their  divergence 
constitute  tho  Tamaqua  coal  seams,  then  we  have  the  interesting  fact 
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that  A  mere  bit  of  an  ancient  marsh  held  itself  bravely  np  above 
water  while  all  around  it  the  earth  kept  sinking,  interrupted  only  by 
those  long  intervals  of  repose  in  which  new  marshes  were  formed, 
Qpon  which  grew  the  vegetation  of  the  successive  seams  of  coal.  Such 
stability  in  the  midst  of  instability  is  highly  improbable.  If,  on  the 
other  hand,  the  great  Summit  seam  is  not  thus  divided  into  diverging 
parts,  but  gradually  becomes  thinner  and  extends  towards  Tamaqua, 
and  is  represented  there  by  some  smaller  seam  in  that  direction,  then 
the  question  very  properly  arises — why,  if  a  seam  of  coal  may  thin 
out  toward  Tamaqua  may  it  not  also  towards  Nesquehoning,  and  thus 
render  unnecessary  the  assumption  that  several  distinct  and  widely 
separated  seame  have  coalesced  ? 

It  is  much  easier  for  me  to  believe  that  in  this  famous  Pennsyl- 
vania case,  now  made  historical  by  Sir  Charles  Lyell,  the  conditions 
of  accumulation  of  a  large  mass  of  vegetable  matter  were  more 
favorable  at  that  part  of  the  marsh  now  represented  by  the  Summit 
Hill  coal,  than  at  other  portions  of  the  marsh.  The  conditions  of 
growth  might  have  been  very  different,  or  there  might  have  been  dif- 
ferent degrees  of  waste  from  decomposition,  or  even  by  mechanical 
removal.  Indeed  all  these  causes  might  have  combined  to  create  the 
difference  in  the  thickness  of  the  coal.  In  Ohio  I  find  a  seam  of  coal 
from  4  to  5  feet  thick  and  evidently  retaining  its  original  and  normal 
thickness,  while  8  miles  away  the  same  seam  is  nearly  13  feet  thick. 
It  is  as  easy  for  me  to  believe  that  a  seam  might  at  Nesquehoning  be 
28  feet  thick,  and  at  the  Summit  Hill  be  nearly  50  feet  thick,  as  that 
a  seam  in  Ohio  should  in  a  less  distance  change  from  4  to  18  feet. 

I  am  well  aware  that  published  sections,  taken  in  a  very  limited 
area,  sometimes  show  such  a  wide  variation  of  intervals  between  so- 
ealled  proximate  seams  of  coal  that  any  parallelism  seems  entirely 
<ntt  of  the  question.  In  one  case,  within  the  area  of  a  county,  where 
ihere  were  five  seams  of  coal  in  the  vertical  series,  the  intervals  be- 
tween each  two  consecutive  seams  are  given.  The  published  figures 
shew  that,  in  the  subsidence,  before  the  second  seam  from  the  bottom 
was  formed,  the  originally  horizontal  plane  of  the  bottom  seam  had 
sunk  to  depths  varying  from  84  feet  to  87  feet.  Before  the  third 
seam  was  formed,  the  second  horizontal  plane  of  coal  had  sunk  ir* 
regularly  to  depths  varying  from  47  feet  to  149  feet.  The  third 
phne  of  coal,  in  turn,  settled  down  in  some  places  81  feet  and  in 
others  69  feet  before  the  fourth  seam  was  laid  down  ;  while  the  plane 
df  the  fourth  was  found  to  show  an  irregular  subsidence  of  from  18 
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feet  to  40  feet  before  the  fifth  and  highest  marsh  became  ready  for 
its  luzariant  vegetation.  It  would  be  discourteous  in  me  to  question 
the  accuracy  of  the  identification  of  the  seams  or  of  the  measurements 
between  them.  If  these  figures  represent  facts,  they,  with  all  facts, 
however  stubborn,  have  their  rights.  These  facts,  however,  appear 
to  me  to  have  unusual  stubbornness.  It  is  barely  possible  that  where 
we  have  sands  and  clay  sediments  in  horizontal  alternation,  filling  the 
interval  between  two  seams  of  coal,  there  might  have  been  a  slightly 
greater  compression  and  condensation  of  the  mass  of  soft  sediments 
than  of  the  sand,  and  hence  the  plane  of  the  coal  might  show  a  trifling 
undulation.     I  have  not,  however,  observed  any  such  cases. 

The  buried  vegetation  of  the  coal-marshes  reappears,  after  the  lapse 
of  long  geological  ages,  in  three  pretty  well  marked  varieties  of  coal, 
viz.,  the  more  bituminous  or  caking,  the  dry  splint  and  the  cannel — 
all  grouped  under  the  general  head  of  bituminous  as  distinguished 
from  the  metamorphic  anthracite.  The  more  bituminous  or  pitch 
coal  appears  to  be  the  natural  or  normal  form  which  the  unaltered 
vegetation  took  when  buried.  Any  one  familiar  with  the  details  of 
our  bituminous  coal  fields,  has  often  seen  in  the  shales  and  slates 
films  of  this  bright  resinous  coal,  where  single  trunks  or  branches  of 
SigiUaria  lepidodendra,  or  of  large  ferns,  like  Pecopterii  arborescens, 
have  been  buried  with  an  almost  perfect  exclusion  of  air.  Such  films 
of  coal  are  derived,  as  Dawson  has  abundantly  proved,  from  the  bark 
layers  of  the  tree,  the  interior  portion  of  the  tree  always,  in  these 
cases,  disappearing  without  adding  to  the  quantity  of  coal.  The 
same  high  authority  regards  the  mineral  charcoal  common  in  most 
seams  of  coal  as  the  product  of  the  partially  decomposed  inner  bark, 
and  of  the  more  woody  portion  of  the  tree  with  portions  of  other  vege- 
tation. In  some  cases  which  have  fallen  under  my  observation,  where 
there  was  reason  to  believe  that  the  tree  had  been  prostrated  while 
a  living  tree  and  buried  without  any  previous  decomposition,  both 
barks  were  converted  into  bright  and  resinous  coal.  From  this  we 
may,  perhaps,  infer  that  if  the  whole  mass  of  vegetation  forming  a 
coal  seam  were  completely  buried  without  any  previous  decompoai'^ 
tion,  we  might  expect  the  whole  to  be  converted  into  bright  coal. 
Sometimes  we  find  the  coal  very  bright  and  pitch-like  in  a  consider- 
able portion  of  the  seam,  showing  scarcely  any  mineral  charcoal  of 
laminations  of  duller  color,  which  latter  are  generally  supposed  to 
indicate  the  more  decomposed  vegetable  matter  of  leaves,  fronds  and 
smaller  plants ;  but  such  cases  are  rare.     Dawson  thus  writes :  "  I 
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irould  also  observe  that,  though  in  the  roof  shales  and  other  asso- 
ciated beds  it  is  usually  only  the  cortical  layer  of  trees  that  appear 
as  compact  and  bituminous  coal,  yet  I  have  found  specimens  which 
shov  that,  in  the  coal  seams  themseWes,  true  woody  tissues  have  been 
conyerted  into  structureless  coal,  forming  like  the  coniferous  trees 
conyerted  into  jet  in  more  modern  formations,  thin  bands  of  very 
pure  bituminous  material."  The  probability  is  that  the  less  the  sub- 
aerial  decay,  the  more  perfectly  bituminized  and  structureless  becomes 
the  resulting  coal.  Nothing  would  be  so  likely  to  preyent  such  decay 
as  immersion  in  water,  and  such  immersion  must  play  an  important 
part  in  the  formation  of  the  more  highly  bituminous  and  coking  coals. 
^^  In  the  putrefaction  of  wood  under  water  or  imbedded  in  aqueous 
deposits,"  says  Dawson,  ^^  a  change  occurs  in  which  the  principal  loss 
consists  in  carbon  and  oxygen  ;  and  the  resulting  coaly  product  con- 
tains proportionally  more  hydrogen  than  the  original  wood.  This  is 
the  condition  of  the  compact  bituminous  coal.  *  *  *  *  The  mineral 
charcoal  results  from  sub-aerial  decay,  the  compact  coal*  from  sub- 
aqueous putrefaction  more  or  less  modified  by  heat  and  exposure  to 
air." 

Prof.  T.  S.  Hunt,  in  the  Canadian  Naturalist^  July,  1861,  giyes 
the  results  of  the  analyses  by  various  chemists,  taken  chiefly  from 
Bischors  Chemical  Geologtfj  showing  the  relative  proportions  of  the 
elements  in  wood,  peat,  coal,  asphalt  and  petroleum.  He  states 
that  ^^  the  nitrogen,  which,  in  most  cases,  was  included  with  the  oxy- 
gen in  the  analysis,  has  been  disregarded,  and  the  oxygen  and  hy- 
drogen, for  the  sake  of  comparison,  have  been  calculated  for  twenty- 
four  equivalents  of  carbon." 

1.  Vegetable  fibre  or  cellulose, 

2.  Wood,  mean  composition, 
8.  Peat  (Vaux), 

4.  "     (Regnault),      . 

5.  Brown  coal  (Schrotter), 

6.  "        (Woskresensky), 

7.  Lignite  (Vaux), 


.     0^  H,g.^  Oi0.4 
8.  Lignite  passing  into  mineral  resin  (Regnault),     •    C^  Hj^    0  g.g 


9.  Bituminous  coal  (Regnault), 
10.  "  « 

IL  «  " 


j^  KjQ    0  g.j 

Cm  Hjo    0 1-7 
Cj|4  H  8.4  0 1., 

12.  «  «  .        .        .        .    C^H,   Op., 

18.  <'  (KUhner  and  GrSger),         .        OmH,.4  0i.| 
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14.  Bitutninocia  Coal  (mean  comp.),  (Johnston), 

15.  Albert  coal  (Wetherell),       .... 

16.  Asphalt,  AuVerghe, 

17.  "        Naples, 

18.  Elastic  bitumen,  Derbyshire  (Johnston),    . 

19.  Bitumen  of  Idria 

20.  Petroleum  and  Naphtha,. 
These  analyses  'are  very  attractive  and  valuable. 

It  il^  an  interesting  fact  that  the  beautiful,  smooth,  vertical  planes, 
i^hich  are  found,  tnore  or  less,  in  all  coals,  and  which,  in  the  flame 
seam  always  having  a  uniform  direction,  determine  the  **  fkce  "  of 
the  coal,  are  far  more  abundant  in  the  more  resinous  or  piteh-like 
varieties.  The  thin  pellicles  of  bright  coal  formed  when  a  trunk  of 
Sigillaria  or  other  tree  is  buried  in  the  slates,  show  these  planes  in 
great  perfection  and  profusion.  In  whatever  way  the  tree  may  lie, 
these  vertical  joints,  if  joints  they  may  be  called,  always  maintain  ft 
constant  direction  with  reference  to  the  points  of  the  compass.  In 
the  coal-seams  of  Southern  Ohio,  the  direction  of  these  planes  is 
proximately  east  and  west,  the  variation  not  often  being  greater  than 
15^  north  of  west  and  south  of  east.  In  West  Virginia,  I  have  found 
a  seam  of  coal  in  which  these  planes  held  a  northwest  and  southeast 
direction.  The  splint  or  black  coals  of  Clay  county,  Indiana,  are 
said  to  have  two  sets  of  such  planes  crossing  each  other,  so  as  to  give 
the  blocks  a  slightly  diamond  shape. 

The  iplint  coal  possesses  a  less  pitch-like  character,  is  more  lamin- 
ated in  structure,  and  generally  contains  more  mineral  charcoal. 
The  laminse  are  harder  and  tougher  and  much  more  difficult  to  break. 
The  fracture  of  the  coal  Is  sharply  ragged  and  splintery  and  niever 
vertical,  as  in  the  case  of  the  more  bituminous  and  shining  varieties. 
It  is  evident  that  the  vegetation  waff  more  exposed  %o  alternate  con- 
ditions of  wet  and'  dry,  was  thoroughly  leached  and  brought  therebjr 
into  a  condition  of  fibrous'  toughness;  Such  coal  compares  with*  the 
more  bituminous  and  pitch-like  coal  as  wrought-iron  compares  witn 
brittle  cast-iron.  The  splint  coal  separates  into  large  and  firm  tabtit- 
lar  plates,  which  retu3rn  to  the  blow  of  hammer  a  sound  almost  metal- 
lic in  character. 

Sometimes  a  seam  of  coal  passes,  by  almost  imperceptible  grada-* 
tiofns,  from  the  highly  bituminous  into  splint,  and  in  a  few  instances' 
I  have  found  layers  of  each  alternating  in  the  same  seam. 

The  splint  coal  is  always  an  open  and  dry  burning  coal.    It  never 
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melts  and  Bwells  in  the  fire  like  the  caking  variety,  and  for  this  reason 
it  is  specially  adapted,  in  the  raw  state,  to  the  smelting  of  iron. 

(km^iftl  eoal.  We  should  expect  that  in  the  swampy  flats  of  the 
Coal  Period  there  would  be  wet  places  filled  with  muck  or  vegetable 
mud,  similar  to  what  we  often  find  in  such  swamps  to-day.  In  the 
modem  muck-bog  the  structure  of  the  vegetation,  through  chemical 
reaotionS)  is  almost  entirely  obliterated,  and  there  results  a  fine  soft 
iiivd,  which,  when  dried,  forms  a  dark  and  almost  impalpable  powder. 
We  fitad  the  proof  of  the  existence  of  similar  locations  of  vegetable 
mud  m  ^e  old  coal-producing  areas.  They  w^ere  probably  not  the  only 
wet  places,  for  what  has  already  been  said  of  the  origin  of  the  more 
bituminous  or  pitch-like  coals  implies  the  existence  of  much  water, 
but  they  were  the  wet  places  in  which  the  vegetation  became  so  thor- 
oughly decomposed  that  when  afterward  buried,  compressed  and  bitu- 
miaised,  it  was  changed  into  a  hard  compact  stratum  of  coal,  showing 
little  lustre,  generally  no  lamination,  and  breaking  with  conchoidal 
fracture.  It  is  probable  that  there  were  vast  quantities  of  vegetable 
mud  formed  which  did  not  go  to  constitute  seams  of  cannel  coal,  but 
were  floated  away  by  currents,  and  mingling  with  mineral  sediments 
settled  in  the  more  quiet  waters  of  the  shallows,  thus  forming  strata 
of  bituminous  slates  and  shales.  Such  strata  are  very  common  and, 
when  carefully  traced,  are  generally  found  to  align  themselves  on  the 
geological  horizons  of  seams  of  coal.  Hence,  they  serve  as  excellent 
guides  as  we  traverse  the  breaks  of  continuity  in  a  coal  seam. 

€i*5ppert^  in  some  experiments,  found  that  *^  mosses  lying  6  or  8 
inches  under  water  were  decomposed  rapidly,  while  those  from  1  foot 
to  8  feet  below  the  surface  were  tolerably  preserved  for  15  months." 
This  fact  would  make  it  not  improbable  that  it  was  chiefly  in  quite 
shallow  water  that  the  muck-producing  decay  took  place,  while  the 
"subaqueous  putrefaction  "  of  the  vegetation  forming  the  pitch  coal, 
spoken  of  by  Dawson,  required  a  deeper  submergence  and  a  more 
perfect  exclusion  of  the  air.  In  the  water  over  the  accumulating 
▼egetable  mud,  fishes,  molluscs  and  other  forms  of  life  sometimes 
ftboooded,  and  these  were  entombed  in  the  mud. 

(To  be  continued.) 
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ON  SOIL  ANALYSES  AND  THEIR  UTILITY. 

(Abstract  of  a  Paper  read  at  the  Dubuque  Meeting  of  the  Am.  Aa^n  Adv. 
Science^  by  Euoene  W.  Hiloabd,  State  Geologist  of  Mississippi.) 

In  this  paper  the  author  reviews  the  objections  against  the  utility 
of  soil  analyses,  as  set  forth  by  Prof.  S.  W.  Johnson,  of  Yale,  in  an 
article  published  in  the  American  Journal  of  Science  for  Sept.,  1861. 
He  states  that,  while  agreeing  with  Prof.  Johnson  in  many  of  his 
strictures,  he  thought  some  of  the  objections  urged  inapplicable  to 
large  classes  of  soils  in  the  South  and  West,  while  others  were  ayoid- 
able.  With  this  yiew  he  had  continued,  or  caused  to  be  continued, 
the  analytical  researches  already  carried  on  for  some  time  on  the  soils 
of  the  State  of  Mississippi.  From  the  results  obtained  in  the  analy- 
ses of  over  200  soils  and  subsoils,  he  concludes  that  highly  important 
practical  information  can  be  derived  from  series  of  analyses,  carried 
out  upon  a  uniform  plan,  upon  soils  directly  derived  from  uniform  or 
uniformly  variable  formations,  as  is  the  case  to  a  great  extent  in  the 
South  and  West.  The  cardinal  objection,  that  representative  speci- 
mens cannot  be  obtained,  however  weighty  in  mountainous  districts 
and  on  manured  soils,  becomes  untenable  on  the  prairies  and  even  in 
the  rolling  uplands  of  the  South,  provided  due  care  is  exercised  in 
sampling  the  soil — an  operation  second  in  difficulty  only  to  the  analy- 
sis itself,  and  not  to  be  trusted  to  inexperienced  hands. 

For  the  purposes  of  soil  analysis  no  commercial  reagents  can  be 
used,  since  however  pure  they  may  have  been  when  originally  pre- 
pared, the  acids,  ammonia,  etc.,  become  contaminated  when  kept  in 
glass  bottles  for  a  length  of  time.  All  liquid  reagents  used  must  be 
specially  prepared  in  small  quantities  as  required.  The  solvent  to  be 
used  should  not  go  as  deep  as  H  F,  or  fusion  with  alkaline  earths  ; 
nor  fall  so  far  short  of  what  the  rootlets  of  plants  can  perform  in  the 
way  of  solution  as  carbonic  acid.  Hydrochloric  acid  of  uniform 
strength,  sp.  gr.  1*11  to  1*12,  as  obtained  by  steam  distillation,  was 
used  in  all  analyses  for  a  uniform  length  of  time,  and  all  operations 
were  performed  in  as  uniform  a  manner  as  the  variety  of  materials 
permitted. 

We  can  thus  obtain  comparative  and  comparable  data,  giving  not 
the  entire  amounts  of  nutritive  soil  ingredients  present,  but  the 
amounts  respectively  accesible  to  the  action  of  one  and  the  same  de- 
gree of  solvent  action,  supposing,  of  course,  the  nature  of  the  mate- 
rials to  be  substantially  the  same.    We  can  thus  compare,  not  any 
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two  soils  from  distant  localities,  but  series  of  soils  of  essentially  simi- 
lar origin. 

The  object  being,  not  an  exhaustive  determination  of  all  the  phy- 
sical and  chemical  characters  of  the  soil,  but  something  practically 
analogous  to  the  assay  of  ores,  the  chemist  should  on  the  one  hand  be 
relieved  from  the  numerical  determination  of  such  factors  as  can,  with 
sufficient  correctness,  be  estimated  comparatively,  while  on  the  other 
hand  he  should  avail  himself,  in  the  practical  interpretation  of  his 
results,  of  all  that  an  accurate  study  in  the  field,  coupled  with  what- 
eyer  experience  may  have  been  acquired  by  cultivators,  can  afford  in 
t^e  way  of  facts  and  suggestions.  Mere  columns  of  figures  can  be  of 
little  value  except  as  showing  a  great  excess  or  scarcity  of  some  im- 
portant ingredient. 

Of  the  latter,  potashy  pTioiphoric  acid  and  lime  are  those  whose 
presence  in  greater  or  less  quantity  chiefly  determine  the  chemical 
value  and  character  of  the  soil ;  vegetable  matter  or  ^'  humus"  must 
also  be  accurately  determined,  since  upon  it,  as  well  as  upon  the  clay 
present,  chiefly  depends  the  important  absorptive  power  both  for  am- 
monia and  moisture. 

The  results  of  silt-analysis  being  as  inadequate  to  determine  that 
factor  as  is  the  chemical  composition,  the  direct  determination  of  the 
absorbing  power  for  aqueous  vapor  has  been  studied,  with  this  result : 
that  for  the  ordinary  range  of  temperature  in  a  saturated  atmos- 
phere, the  co-efficient  of  absorption  is  sensibly  constant  for  one  and 
the  same  soil,  being  for — 

Very  sandy  soils,  .  .     1-5  to  2*0  per  cent. 

Loam  soils,  ...  5*0  to  8.0        ^^ 

Heavy  clay  soils,  .  .  12-0  to  15.0      " 

These  numbers,  representing  with  tolerable  accuracy  what  is  prac- 
tically expressed  "heaviness*'  and  "lightness;"  large  amounts  of 
bumus  and  ferric  oxide,  however,  interfere  occasionally  with  the  prac- 
tical correctness  of  the  estimate  so  formed. 

The  author's  conclusions  may  be  summed  up  thus : 

1.  While  the  analysis  of  cultivated  and  manured  soils  can  seldom 
give  us  information  of  much  practical  value,  from  the  difficulty  of  ob- 
taining representative  specimens ;  the  same  is  not  true  of  the  impal- 
pable virgin  soils  directly  derived  from  widespread  quaternary  forma- 
tions, as  is  extensively  the  case  in  the  South  and  West.  The  soils  of 
large  tracts  of  country  can  thus  be  classified  into  a  few  typical  ones 
and  their  intermixtures. 

2.  Series  of  analyses  o^  representative  specimens,  made  on  a  uni- 
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form  plan  and  interpreted  in  connection  with  all  local  drcunstanoes, 
and  experience  had  in  cnltivation  of  similar  soils,  can  fomish  informa- 
tion of  great  practical  valne  concerning  the  natiye  fertility,  treatment 
in  cnltiyation,  and  modes  of  improyement.     They  serve — 

a.  To  identify  as  well  as  to  dietinguish  from  one  another  the  soils 
of  different  localities,  rendering  the  experience  had  with  them  at  other 
points  applicable  in  the  selection  and  cnltivation  of  new  lands. 

b.  To  demonstrate  a  great  abundance  or  extreme  deficiency  of  im- 
portant ingredients,  showing  tohich  of  necessity  will  require  to  ^'^ 
added  in  manures,  and  fffhich  may  be  developed  by  stimulants  or  uj 
the  fallow. 

e.  Inasmuch  as  in  soils  of  similar  origin  the  decomposition  of  the 
minerals  may  be  presumed  to  have  advanced  to  a  similar  extent,  the 
amounts  of  nutritive  soil  ingredients  extracted  therefrom  by  the  same 
solvent  under  identical  circumstances  will  be  more  or  less  accurately 
the  measure  of  their  native  fertility,  and  of  their  duration  in  the  pro- 
cess of  exhaustive  cultivation.  This  presumption  receives  strong  con* 
firmation  from  the  results  of  the  analyses  of  Mississippi  soils. 

d.  The  some  analyses  show  that,  eceterii  paribue^  the  thrifti- 
ness  (i.  e.,  immediate  producing  power)  is  sensibly  proportional  to  the 
amount  of  lime  present,  while  (again  cceterie  paribus)  the  duration 
under  exhaustive  cultivation  is  proportionately  diminished.  This 
is  what  might  have  been  anticipated,  but  is  a  highly  important  prac- 
tical intimation. 

4.  Finally,  the  author  contends  that  the  omission  of  such  investi- 
gations from  the  work  of  geological  surveys  is  a  grave  one,  not  justi- 
fied either  by  the  plea  of  their  costliness  or  of  their  want  of  utility, 
and  the  more  to  be  regretted,  as  within  a  few  years  it  may  be  impos- 
sible to  obtain  representative  specimens  of  the  best  soils  in  their  virgin 
condition,  and  because  such  researches  require  a  comprehensiveness  of 
plan  not  to  be  attained  save  under  the  shadow  of  a  public  work.  Tire 
agricultural  colleges  will  have  to  take  up  again,  under  great  disadvan- 
tages, the  work  thus  neglected  by  the  State  survejrs.  The  objeetions 
Aat  have  been  raised  against  the  utility  of  soil  analyses  would,  if  ap- 
{died  to  other  departments  of  research,  have  debarred  us  from  some  of 
the  most  important  discoveries,  and  are  not  of  sufiScient  weight  U>  jus- 
tify us  in  giving  up  all  hope  of  being  able  to  understand  and  control 
the  mode  of  action  of  the  several  kinds  of  soil.  We  assuredly  t«n 
never  hope  to  advance  therein  tvUhffut  analyses.  He,  therefore,  eallls 
upon  the  geologists  of  other  States  to  rectify  the  omission  before  it 
is  too  laite  and  a  legislative^  declares  their  labois  to  be  ^^fizdiihei.'* 
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MANUFACTURERS  OF 


tttHne  Siatet=J|l|eel. 


FOR 
AZKPXJCJTF, 

AJaj>  BCONOMY  OP  WATBB» 

Unequalled  by  any  Iron  Wheel  Manufactured. 

Manufactories  at  WE8TFIELD,  Hampden  C<k,  Mass.,  and 
MOUNT  MORRIS,  Livingston  Co.,  N.  Y. 


C.  LAFLIN,  President,  Wettfield,  Mass. 
G.  L.  LAFLIN,  Secretary  and  Treasurer,  Westfield,  Mass. 
Q.  S  WHITNEY,  Secrete^  and  Treasurer,  Mount  Monis. 
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Washington  Avewue  &  Fifth  Street, 


IRON  AND  BRASS  CASTINGS  OF  EVERY  DESCRIPTION. 
STBAX  Byanma. 

^  Stationanr,  Pumping,  Blowing  and  Marine  Bnginei ;  Horizontal,  Vertical, 
Beam  or  Otciiiating;  High  or  Low  PresBare;  Fixed  or  Variable  Bxpanaion;  8ta- 
iionarj  Bnginet,  for  Milb  or  PaotorieB. 

Oornlsh,  Oenrish  Bull,  Simpson  Compound  Cylinder  BotatiTe,  Bolton  ft  Wall 
BetatiTe,  Puai^off  Bngines,  fbr  water  aupply  of  Cities  or  for  Mine  Work. 

Vertical^  fiorixontal,  er  Beam,  Blowing  Engines,  for  Kast  Furnaces  or  B«k 
•emer  Work. 

The  most  approTod  ftxrms  and  oonstruction  of  Marine  Engines,  far  BiTer  and 
0ea-going  Steamers. 

STEAM  HAMMEM8. 

JoT'8  Patxitt  VALTXX.X88  Hamm BB,  in  Several  siMS«  for  Smith-work  or  fat 
Drawing  Steel  or  Iron. 

A  great  Tariety  of  styles  and  weights  of  Stxax  Haicmxbs,  for  al  Iha  oaeacf 
the  Smithy  or  Forge,  from  the  lightest  to  the  most  ponderous  Work. 

STEAM  BOILESS  AJfI>  BOZLBB  WOBK. 

BoxLXBs,  Takks,  Boots,  and  every  kind  of  BnrxTXi>  Platx  Wokk. 

SUGAB  APPABATUS. 

Complete  Machinery,  (including  Enginxs,  Mills,  Bagassx  GARBrnta, 
Vacuum  Pakb,  Pumps,  Defxcatobs,  Bonx-Blacx  Piltsbs  and  Puritibbs, 
Wabhxrs,  Elkyators,  Car8,&c.,)  required  for  the  manufacture  of  Cajtx  Suoab. 

CoMPLXTX  Macbikbrt.  with  all  the  requirements  for  the  manufacture  of 
Bbxt-Boot  Sugar.  Everything  demanded  in  the  erection  and  fitting-up  of  Bx- 
rurxRiKS  i-OR  WoRKiifG  Sugar  or  Molassxs. 

Especial  attention  is  called  to  Rillixuz'  Sugar  Apparatus  (originally  in- 
troduced and  owned  by  the  South w ark  Foundry,  and  proved  to  be  the  most 
profitable  and successfVil  process  ever  known);  also,  to  Wxston's  Patent  Ckn- 
TRiFUGAL  and  Jaspxr's  Patint  Oranulator  j  of  which  the  SOUTHWARK 
FOUNDBY  is  sole  maker  in  the  United  States. 


GAS'WOBKS  FOB  COAL  GAS. 

Extorts,  Bxnch  Castings,  Oas-Holdxrs  and  Framxb,  Purixixbs,  Valvbs, 

GOTXRNORS,  EOOFS,  TaNK.3,  &0. 

HEAVY  MACHINEBT. 

BxssKMKR  Plak  ?,»  Htdraulic  and  other  Cranxs,  Bolling  or  Stahpikc 
Mill  Maohibkrt,  SBBi.Rs,  Puncuks,  Mxrrick's  Patxkt  Hoist,  &c. 

Plans,  Specifications  and  Estimatxs  for  any  of  the  above  work  supplied  al 
the  shortest  notice. 


Digitized  by  VjOOQ IC 


CAPITAL  1500,000 


TEBABCOCK  J.  I.  ALLEN, 

Z88UB8    POLXCIB8    OP    XN8URANCB, 

IFTBB  A  QAUFUL  DrSPBOTIOH  OF  THB  BOILEItS, 

OOVBRII^'Gh    A.XjJL<     X^OSS    OR    J>  JL'M.  JLG^Vl    TO 

BOILERS,  BXTILDINQS,  AND   MACHINERY. 

ABI8INO    PBOK    BTBAM    BOUiBB    BXPLOBIOBB. 

ADVISORY   BOARD    OF   DIRECTORS. 

Wm.  B.  Bement  of  Wm.  B.  B«in«iil  *  Sob  ;  B.  F.  H«rt,  of  V«rr»«  *  Mitch«Il ;  Stephen  P.  BC. 
'Tteker,  of  Morris,  Tasker  *  Ck>. ;  Henry  Dtsston.  of  Henry  Di^ston  A  Son  :  John  Qwdner,  of  Wm. 
iTiMg  1^  Cow ;  A.  U.  MoFwlden,  of  MArshall,  Philips  A  Co. :  Csleb  Msr  thsl  C  of  Msrsksll,  PhlUps  * 
'Co.;  wm.  AdsmsoQ^of  Bseder,  Adsmson  *  Go.;  Robert  Grtr,  Brewer:  Robert  Wood,  of  Robert 
^Wood  *  Go. ;  Stenhen  Robbins,  Iron  BfnnafMtarer ;  Chsa.  T.  Psrry.  of  Baldwin  LocomoiiTO  Works. 
&  F.  HART,  SeoreUry.  CmAB.  T.  PARRY,  ChainDMi. 

OORBiy  Sb  GOODRICH,  OMtond  AcMtti, 


"Saw  and  Edge  Tool  Makers,  File  Grinders  and  others  can  obtain  anj  size  or  grit, 
.OB  sending  a  half  ounce  sample  bj  mail— 1000  tons  to  select  from. 

€}RIliDST02¥B  SHAFTS,  with  self-adjusting  plates,  clamp  boxes,  and 
{pullejs,  Ac,  made  to  order. 

I   Send^for  descriptire  pamphlet.    Factory,  Beach  above  Green  street 

Address,  J.  E.  ICITGHELL,  310  York  ave.,  Philadelphia.  Jan.  '72--6  m. 
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The  Allen  Engine  Works 

Xkmrth  Ave.  and  13Qth  A  ISlst  StreeU, 

NEW  TORE  cnr. 
The  Allen  Engine,  Porter's  Govemor^ 

THE  ALLEN  BOILER, 

AND 

Standard  Straight  Edges, 
Snrfiu^e  Plates  and  Angle  Plates^ 


FOIJB  First  Premiums  were  awarded  to  us  at  the  Fair  of  the  Americma 
Institute,  1870.    Bend  for  our  illustrated  circular. 


CINCINHATI,  OHIO, 


HAIfXTFACTURBBfl  Of 

WOODWOBTH  PLANERS  &  MATCHERS, 

SASH  AHD  MOVIAIVO^  TEHOMMO,  MORTISnO 
AJffD  SAWIlf O  MACmif E8, 

AND  XTBRT  TAXIBTT  OF 

rATENiT   W<^(^(^>W(^eiKI)l»Q    IIAONINSIIT» 

or  TU 

MOST  APPROVED  CONSTRUCTION. 
SBMD  Fon  cnunnLAK. 
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HALF      /^       UNIVERSIT 

iHOURSr'^^soiBNTiPia 
MODER]^  SCIENTISTS. 


SFECTBUM  AVALTSIS.    No.  YII.  Univ.  Sbribs. 

Three  Lectures  hy  Profs.  Rosooe,  Haggins,  «nd  Lookyer,  the  distiDgaished  English  soieatists.. 
Mppb    Finely  illostrftied. 

THE  SUN  and  its  DIFFEBENT  ATMOSPHERES.    No. 

VIII.  Unit.  Skrus.  The  most  recent  disooyeries  and  methods  of  obserretlon.  By  G. A.  Young, 
Ph.  D.,of  Dertmouth  College,  one  of  the  most  distinguished  and  sucoeesftil  Mtronomers  of  the- 
age.    Finely  Illustrated. 

THE  EARTH  A  GREAT  HAOVET.    No.  IX.  Univ.  Sbribs. 

A  most  profoundly  interesting  lecture  on  the  subject  of  Magnetism,  by  Prof.  A.  M.  Mayer,  Ph.  D.,. 
of  SteTons  Institute ;  dellTored  before  the  Yale  ecientifio  Club. 

SOTfflD  THAT  CAN  BE  SEER;    No.  X.  Univ.  Sbkibs. 

One  of  the  most  interesting  lectures  on  Bound  erer  dellTored.    Original  disooveries ;  brilliant 
experiments.    Beautifully  illustrated.    By  Prof.  0-  M.  Rood,  Columbia  College,  New  York. 

The  firm  of  the  aboTC,  on  Spectrum  Analysts,  has  Just  been  published  as  No.  VII  of  the  oele- 
brated  UnlTersitv  Scientific  Series ;  the  second,  on  the  San,  will  be  published  as  No.  VIII,  April 
U ;  the  third,  as  No.IX,  May  15 ;  the  fourth,  as  No.  X,  June  16.  The  first  six  numbers  of  this  oele- 
breted  series  are  (1)  the  great  lecture  of  Prod  Huxley  on  the  Physical  Basis  of  Life;  (2)  the  world- 
renowned  lecture  of  Prof.  O.  F.  Barker,  M.D.,  on  the  Correlation  of  Vital  and  Physical  Forces:  (3) 
the  ablest  reply  ever  made  to  Huxley,  en  Protoplasm,  by  Dr.  J.  Hutchison  Stirling ;  (4)  Prof.  BL  D.. 
Cope's  foneat  oomprehensiTe  lecture,  on  the  Hypothesis  of  BTolution ;  (6)  the  three  celebrated  lec- 
tures of  l^ndall  on  Haae  and  Dost,  Scientific  use  of  the  Imagination,  and  on  the  Methods  and 
Tendencies  of  Physical  Investigation;  («)  Alfred  Bossel  Wallace  on  Natural  Selection  as  Applied 
to  Man. 

The  first  Atc  numbers  have  been  bound  up  in  a  handsome  12mo.  Tolume,  entitied  **  HALF 
HOUB8  WITH  MODERN  SCIENTISTS,"  price  $l.fiO. 

Ererything  admitted  to  this  Series  is  thoroughly  examined  by  scientific  professors  in  Yale 
College,  and  will  be  found  worthy  of  consideration  oy  every  one  who  would  keep  pace  with  the 
seienlMc  progress  of  the  age.    Absot  ten  numbers  a  year  may  be  expected. 

Tbub. — Single  number.  25  cents  each;  five  consecutive  numbers,  in  advance,  H.IO;  ten  conse- 
cutive  numbers,  i2.00.  To  those  subscribing,  the  copies  are  mailed,  post  fwid,  as  soon  as  pub 
Usbed.    For  sale  by  all  booksellers.    Sent  singly  or  In  lots  at  the  above  prices,  post  paid,  by 

CHARLES  C.  CHATFELD  A  CO.,  Pt^Hshers, 

NEW  HAVEN,  CONN. 

mj,  1172. 


W.   KVEBLCB.  r.   •CELHOBBT^ 


Kueblep  &  SeelhoM;, 


MANUITACTURIBg  OP 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

No.  27  South  Eighth  Street,  oor.  Jayne, 

PHILADELPHIA. 
We  call  the  attentieii  ef  Engineert  te  eur  Patented  Improvemeiit  en  Teleteepee 

Jan.  '73—1  yr. 
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THE  SWAIN  TURBINE  COMPANY 

PROPRIETORS  AND  MANUFACTURERS  OF 


TuiHIIIiSWATEEWHEEL 


These  wheels  gave  seyerml  per  cent,  better  results  tban  say 
•other,  mi  the  recent  test  of  Turbines  at  LoweIl>  Mass.,  although 
its  chief  competitors  were  got  up  for  the  occasioni,  whereas  this 
•one  was  made  before  the  test  was  thought  of,  and  no  better  than 
we  wiU  warrant  all  of  onr  wheels. 


I  A.  COLEMAN,  130  Federal  St,  Boston,  110  Broadway, 

New  York,  HOLYOKE  MACHINE  CO., 

Holyoke,  Maat.,  Agents. 


C.  B.  HILL,  PrestderUj  Boston,  Mass. 

A.  F.  NICHOLS,  Treciaurer,  Lowell,  Mass. 

A.  M.  SWAIN,  Superintendent^  North  Gholmsford,  Mass. 


MACHINISTS'  TOOLS,  K..5S,-r,;J.  "^. 

Boiler  Makers,  combining  the  .latest  improvemenU.  GRINDSTONES  Bozea, 
Truing  and  Hacking  Machines,  will  keep  the  stonoe  true  and  sharp  for  quick  and 
pleasant  grinding    No  dust.  GGO.  C.  HOWARD,  17  S.  IBth  st.,  Phila.,  Pa. 


Digitized  by  VjOOQ IC 


WIULIAM  SELLERS,  JOHN  SELLERS,  Je 


WM.  SELLERS  &  CO., 

No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

BOILER  MAKERS*  TOOLS* 

SHAFTING, 

With   B«n  and  Socket-beariiigi  and  Double  Cone  Viie-eoupliDgs,  admitting   of 
the  eagieft  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

PULLET  and  WHEEL  PATTERNS^ 

From  which  Costings  or  Finished  Work  will  be  famished. 

HmWAY  EQDIPMENTg, 

Turning  and  Transfer  Tables  and  Pivot  Bridges^ 


SOLE  MANDFACTHRERS  AND  LICENSEES  OF 

OIFF^KD'S        INJECTOR^ 


FOR  FEEDING  BOILERS. 
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liMwin  hum^M  Wwki« 

M.  BAIRD  &  OOMFANT 
^roa,€L  a,i3.€L  ]B[£tzx].lltoxx  S-ts., 

PHILAMLPHIA,  TSSJSTA. 

ESPECIALLY  ADAPTED  TO 

Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Wood,  Cokcj  BAuminous  and  Anthracite  Coal  as  Fuel.    All  Work 

accurately  fitted  to  Q-augee^  and  thoroughly  interchangeable. 

Plan,  Materials,    Workmanship,  Finish  and 

Efficiency  fully  guaranteed. 

JC.  Baird.  Chw.  T.  Party.  Wm.  P.  Hewiej. 

^Geo.  Burnham.  Bdw.  H.  Williams.  Bdw.  Longstreth. 

JACOB  NAYLOR, 

Successor  to  HUNSWORTH  t  NATLOB) 

OIRARD  AVE.  AND   FRONT  STREET- 

fhhadelfhia. 


STEAM  ENeiNES,  BOILERS  AND  TANKS, 

Shafting  and  Oeaxingi  Conpllngs,  Pnlleya  and  Hangers. 

STEAM  AND  HAND  CRANES. 

Passenger  and  Freight  Hoisting  Maohinery  for  Stores  &  Faotories, 

Marble  Sawing  and  Polishing  Machinery  of  all   Kinds, 

SPECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTURERS, 
Retorts,  Meters,  Stills,  Ac,  for  Chemists. 

Sugar  Boilers,  Tanks  and  Machinery.    Gastiogs  in  green  sand  or  Loam,  and 
Machinery  in  general. 

W.  W.  TUFFEB  A  GO'S  PATXNT  GBATB8  AND  GBATB  BABS. 

BIDBR'S  PATBNT  AUTOMATIO  CUT-OFF  ENGINB,  either  Vertical  or  HorisonUl. 
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THE  BOYDEN   PREMIUM. 


URIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mus.,  has  deposited  with  the  Franklin 
f  nstitate  the  snm  of  one  thonsand  dollars,  to  be  awarded  as  a  premiam  to 

^  Any  resideat  of  Horth  America  who  shall  deiarmlae  hj  ezperlmeat 

whether  all  rays  of  light,  and  other  phTsleal  rajs,  are  or  are 

BOt  traasmitted  with  the  same  telooity/' 

The  following  conditions  have  been  established  for  the  award  of  tha 
premiom : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
competitor  for  the  premiam ;  the  sonthern  boundary  of  Mexico  being  consid- 
ered as  the  southern  limit  of  North  America. 

2.  Each  competitor  mast  transmit  to  the  Secretary  of  the  Franklin  Institnta 
M  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
the  resalts ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-three,  will,  as  soon  as  possible  after 
this  date,  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  of  the  Franklin  Institute  shall,  before  the  first 
•day  of  January,  one  thousand  eight  hundred  and  seventy  three,  select  three 
citizens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  Bo,^which  of 
their  memoirs  is  worthy  of  the  premiam.  And,  on  their  report,  the  Franklin 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recommeLded 
by  the  Judges. 

4.  Every  memoir  shall  be  anonymous,  but  shall  eontain  some  motto  or  siga 
by  which  it  can  be  recognized  and  designated,  and  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  siga,;and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
duty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination;  when, 
should  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
author  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
in  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  as  it  may  direct 

QUA  T?nrT\Tr^     ^^^^   Qearlng,    Pulleys,    Hangers    and    Couplings. 
OJJLljLJ]  i.liN  VJ    Speeds    calculated.       Shafting    and    Gearing   ar- 
ranged. GEO.  G.  HOWARD,  17  S.  18th  St.,  Phila.,  Pa. 
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PAPER  MANUFACTURERS 


AND  AOCNTS  OF  THE 


mtmm  Mui  %^n  ^tt,. 


OmCES  AND  WATUCHOUSSS: 

Vo.    97   VOBTE  .SIXTH   8TBEET,    FHILADELFBIA* 
Ho.  128  wnilAX  STREET,  NEW  TOBX. 

Hsv*  oa  hand  Mkd  make  to  «rd«r,  •!  akort  boUm, 

raws  Avii  BOOS  TwoKva^  favu; 

Au.  qoALmn  asb  nan. 

(|odoru8  JIfttU  Writing  §^m, 

IHPORTERS  OF  CHEMICALS  AND  FELTINGS, 

^  6r  ETSBT  raaoaiPTtoii.  ^ 

Cash  Market  Prioet  Paid  for  all  kinds  of  Paper  Stook. 
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CHEMICAL    PHENOMENA 


OP 


IRON   SMELTING. 

An  Experimental  and  Practical  Examination  of  the  Gircamstancefl 
which  determine  the  Capacity  of  the  Blaet  Fomaoe,  the  Temperature 
of  the  Air^  and  the  proper  condition  of  the  Materials  to  be  operated 
apon. 

BY  I.  LOWTHIAN  BELL. 
9w.  ourrH,  M.00. 


**  The  reactions  which  take  place  in  every  foot  of  the  blaet-famace 
have  becn«ittvestigated,  and  the  nature  of  every  step  in  the  proceee,  from 
the  introduction  of  the  raw  material  into  the  fhmace  to  the  production 
of  the  pi(^  iron,  has  been  carefully  ascertained^  and  recorded  so  fulW  that 
any  one  m  the  trade  can  readily  avail  themselves  of  the  knowledlge  ac- 
<|nired ;  and  we  have  no  hesitation  in  saying  that  the  judicious  applica- 
tion of  such  knowledge  will  do  much  to  mcilitate  the  introduction  of 
arrangements  which  will  still  ftirther  economize  fbel,  and  at  the  same 
time  permit  of  the  quality  of  the  resulting  metal  bdn^  maintained,  if 
not  improved.  The  volume  is  one  which  no  practical  pig  iron  mano&o- 
tniers  can  aflbrds  to  be  without  if  he  be  desurons  of  enterin|^  upon  that 
competition  which  now-a-davs  is  essontitl  to  progress,  and  in  issuing  such 
a  work  Mr.  Bell  has  entitlea  himself  to  the  best  thanks  of  every  member 
of  the  trade.'*— LonDOK  MiNnra  Jovrval. 


D.  VAN  NOSTRAND,  rmporter  and  PuMisheri 

»S  Murroy  SH'eei  and  97  Warren  atreet^  K.  T^rk. 
f^  Oopie$  of  the  oiors  $ent  free  hjf  mail  on  receipt  of  price.  ^BH 


Digitized  by  VjOOQ IC 


Oontents  for  January,  1873* 


IllustraUoii«-8liL  PlatM  aad  Mine  Wo^dcols. 


EDITORIAL. 

PAGB 

Itkms  AMD  NovBLTi  s — The  Wharton  Safety  Railroad  Switch,  by  Wm.  H.  Wahl 
(I  plate),  1 ;  The  Howard  Super-heated  Air  Engine  (I  plate),  4 ;  The  Hoosac 
Tunnel,  6;  A  Safety  Shoe  for  Railway  Gars,  etc.  (I  cut),  6;  An  Bnormous 
Snow  Plow,  7;  An  Adjustable  Multiplying  Mirror  (I  cut),  8;  ImproTemento 
in  the  mode  of  Arsenic  Analysis,  by  Prof.  John  G.  Draper  (3  cuts),  9 ;  An 
Improved  Filter  Pump,  11;  Lecture  Illastratioos  of  Fluorescence,  12;  The 
Oxygen  Light,  12;  Government  Aid  to  Science,  13;  Continuous  Chlorine 
Process,  14;  Honor  to  Inventors,  15;  Copper  Lining  Iron  Pipe,  42;  Carbon 
PrinU  on  Plaster  Clay « 46 

EDITORIAL  CORRESPONDENCE. 
Letter  from  Robt.  W.  Newberry 16 

CIVIL  AND  MECHANICAL  ENQINEERING. 

Traction  Engines  or  Road  Locomotives — the  past,  present  and  the  future  of 

Steam  on  the  Common  Road.     By  Prof.  R.  H.  Thurston  (1  plate  and  4  cuts)^  17 

American  Society  of  Civil  Engineers,  Minutes  of  the  Meeting  November  20th, 

1872 43 

The  Eldridge  Boiler  Circulation  (1  plate) 47 

Whitwella'  Fire-brick  Stove  for  Superheating  Blast  in  Iron  Smelting  (2  plates)..  49 

CHEMISTRY,  PHYSICS  AND  TECHNOLOGY. 

Premature  Decay  of  Timbers — suggested  by  an  Examination  of  the  wreck  of 
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Mr  henry  bower,  Manufacturing  Chemist,  Gray's  Ferrj  Road 
Messrs.  BJ5DER,  ADAMSON  k  CO  ,  Glue  Works,  Stored  Office,  730  Market  st. 
^'      FITZGERALD  k  FLAGG,  Iron  Founders,  Store  k  Office  218  N.  Third  st. 

JOflZAB  J.  AliliBir,  Fatentee, 

Feb.,i873~lyr. PMILAPELPHJA, 
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Twenty^first  Street,  above  Market^ 
PHILADELPHIA. 

Send  for  JPiioioffraph  and  CireuUtr, 

Copy  of  Lottar  from  South wark  Foondrv . 

HENRY  G.  MORRIS,  late  Merrick  A  Sons. 

PHiLADiLPiiu,  January  9th,  1872. 

MB88R8.  TeoKif  A  DbHavkn,  Gentlemen:— For  the  erection  of  heavy 

macliinery  your  portable  drill  effects  an  ixhxnbb  bavuio  in  labor  and 

In  time,  not  only  on  such  iieavy  or  awkward  pieces  as  cannot  he 

conveniently  placed  under  or  before  a  fixed  drilling  machine,  but 

also  ox   MUCH  or  WOMK  WIUCH   could   BB,  and  aiMBBALLT   18,  DBILLBD    BT 
FIXBD  OR  RADIAL  MACHKTBS. 

Respectfully,  ynuni,  ROBT.  BRIGQ8,  Supt. 

Feb.  '73—1  yr. 
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GEO.  8.  HAJRKI8,  Land  Commissioner,  BttrHngton,  Iowa, 
49"  And  please  say  in  what  Paper  this  advertisement  was  seen. 

TJ  '\7T\  l>    A   TTT   T/  '  nnd  Screw  Presses,  to  operate  hy  Power  or  Hand, 
±1.  1  JJJlIxI  U  JLJ  V>  Friction  or  Pressure.      CALENDERS  and  Em- 
bossers with  Chilled  Iron  or  Paper  Rolls     PLATE   and  Lithographic  Presses  for 
Hand  or  Power.  GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila.,  Pa 

QTT  17^   i    DT\Tr^      Rolling    jind    Measuring,    Pulling,    Napping    and 
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Shear    both    sides   at    once,    measure     accurately,    rolls    the    goods    to    retain 
length,  width  and  finish.     Blades  repaired  and  ground.     Superior  Loom  Temples. 

GEO.  C.  HOWARD,  17  S.  I8th  St.,  Phila.,  Pa. 
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ITEMS  AND  NOVELTIES. 

An  Improyed  High  Pressure  Alarm. — ^At  the  recent  ezhi- 
))ition  of  the  Amerioan  Institute  of  New  York,  amongst  the  numer* 
008  mechanical  novelties  presented  for  public  inspection  was  the  in- 
genioasly  constructed  alarm  herewith  illustrated  and  described.  The 
instrument  was  patented  during  the  last  year,  by  Messrs.  Jewell  & 
•Steele,  of  Brooklyn. 

In  the  accompanying  plate,  A  (Fig.  2)  represents  the  valve,  which 
48  conical  in  shape  and  expanded  above,  to  form  a  hollow  chamber 
into  which  lead  can  be  poured  to  weight  it,  or,  as  is  the  case  in  Fig. 
3,  it  can  be  cast  solid.  About  the  valve  seat  is  the  plate,  B,  shown 
in  detail  in  Fig.  5,  the  lower  side  being  presented  to  show  the  two 
ports,  C,  through  these  openings ;  when  the  valve  is  but  slightly  raised, 
enough  steam  escapes  to  prevent  any  further  rising  of  the  valve 
until  a  greater  pressure  has  accumulated  in  the  boiler.  The  size  of 
the  posts  and  the  weight  of  the  valve  may  manifestly  be  so  regulated 
as  to  bring  about  this  action  at  uny  desired  pressure.  For  example's 
sake,  suppose  30  pounds,  with  a  margin  of  three  pounds  to  the 
pressure  which  the  engineer  is  allowed  to  carry  in  his  boiler.  When 
the  first  figure  is  reached,  the  steam  escapes  through  the  ports,  0 
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(Fig.  5),  passing  up  through  the  annular  spaces  D  (Fig.  6),  to  the 
whistle  to  warn  the  attendants  that  the  pressure  is  approaching  it» 
limit. 

Should  the  engineer  permit  the  margin  of  three  pounds  to  ac- 
cumulate, the  instrument  performs  another  function.  A  weighted 
lever  (Fig.  7),  rests  with  one  end  beneath  the  shoulder  of  the  valye^ 
weight  (Fig.  2).  As  the  valve  rises,  the  counterpoise  of  the  lever,  E, 
descends,  turning  the  lever  on  its  pivot.  This  pivot  carries  also  the 
arm,  F.  This  last  carries  a  pawl,  G,  which  in  turn  operates  a  toothed 
wheel,  to  the  axis  of  which  is  attached  a  pointer,  moving  over  a  dial 
plate  (Fig.  1).  This  pointer  or  tell-tale  is  moved  over  the  dial  a  dis- 
tance of  one  tooth  in  the  wheel  for  every  time  the  attendant  reachea 
or  exceeds  the  margin  of  pressure.  As  the  wheel  only  acts  through 
a  portion  of  its  arc,  it  is  impossible  to  work  the  tell-tale  around  to  its 
original  position,  by  surreptitiously  allowing  the  pressure  to  rise  ta 
the  required  height  a  sufficient  number  of  times. 

Again,  if  the  margin  of  three  pounds  be  exceeded,  and  the  pressure- 
is  run  up,  for  example,  to  35  pounds,  the  valve  will  be  so  much  raised 
as  to  permanently  lock  itself  in  that  position. 

This  motion  is  accomplished  in  the  following  manner.  On  the 
inner  side  of  the  outer  shell  (figs.  2  and  6)  is  turned  a  groove,  H,  into- 
■which  the  slide  I  enters  as  soon  as  the  valve  has  been  raised  high 
enough,  the  slide  being  operated  by  the  weighted  lever,  J,  (fig.  6),  or 
by  springs  as  in  figs.  8  and  8.  These  slides  suspend  an  auxiliary 
weight,  K,  which  from  that  time  will  not  act  again  until  the  instru- 
ment has  been  opened  and  its  parts  readjusted.  The  careless  attend- 
ant now  finds  that  he  cannot  carry  within  five  pounds  of  the  pressure 
he  was  permitted  to  employ,  without  constantly  sounding  the  alarm, 
thus  calling  attention  to  his  fault,  for  the  commission  of  which  any 
suitably  severe  penalty  may  be  exacted.  The  cap  of  the  whistle  is 
locked  on  the  inside  by  the  screw  L,  (fig.  2),  and  the  cap  of  the  valve 
is  securely  fastened  by  the  rod  M  and  lock  N,  leaving  the  attendant 
no  other  resource  than  to  report  the  condition  of  things  to  head  quar- 
ters. Another  form  of  the  valve,  shown  in  fig.  4,  has  the  valve  weight- 
ed with  shot,  confined  in  the  chamber  by  a  disk,  0,  of  fusible  metal. 
The  valve  in  first  rising  would  sound  the  alarm,  when,  if  neglected, 
the  increasing  heat  and  pressure  will  heat  the  fusible  disk  to 
such  an  extent  as  to  melt  it.  The  shot  escaping  from  the  cham- 
ber, so  lighten  the  valve  that  the  alarm  will  thereafter  sound  at  a 
steam  pressure  much  below  that  which  the  engineer  is  permitted  or 
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desired  to  maintain.  By  the  series  of  automatic  movements  here 
briefly  described,  the  inventors  have  sought  to  surround  the  attendant 
with  all  the  possible  inducement  to  keep  him  always  watchful  and 
attentive  to  his  duties. 

A  Self-Lubricating  Axle.— The  accompanying  engraving  illus- 
trates a  method  of  effecting  the  automatic  lubrication  of  car-axles ; 
designed  and  patented  by  Mr.  Edward  Williamson ,  a  member  of  the 
Institute. 

Each  wheel  is  supplied  with  an  independent  axle,  having  its  bear- 

'  ings  in  journaled  boxes  arranged 
between  the  ends  of  standards  in 
the  usual  manner.  The  axle,  G,  is 
tubular,  and  has  the  inner  end  per- 
manently closed,  while  the  outer 
end  is  closed  with^a  screw.  The 
object  of  the  hollow  axle,  is  to  af- 
ford within  the  wheel  a  reservoir  of 
oil,  which  shall  be  supplied  to  the 
bearings  automatically  so  long  as 
I  the  wheel  is  in  motion.  In  order 
that  the  lubricant  shall  reach  the 
bearing  surfaces,  it  will  be  observed 
that  the  axle  is  provided  with  two 
openings,  (d  d,)  at  both  ends  and  in 
opposite  positions.  The  shank  of 
the  screw  is  made  tubular  and  is 
supplied  with  an  opening  coincid- 
ing with  that  in  the  end  of  the  axle. 
Another  small  aperture,  o,  in  the 
screw  permits  the  oil  to  be  supplied  to  the  reservoir,  (C),  by  slightly 
loosening  the  screw. 

The  design  of  the  inventor,  as  will  already  have  been  perceived  by 
the  reader,  is  to  feed  the  lubricant  upon  the  bearings  automatically 
by  centrifugal  force  ;  furnishing  to  the  same  a  greater  supply  when 
the  wheel  is  in  rapid  motion,  and  a  diminished  supply  when  the  mo- 
tion of  the  wheel  is  lessened,  when  less  would  be  required. 

The  device  is  founded  upon  a  simple  and  scientific  principle,  and 
if  found  to  answer  the  purpose  in  practice,  will  become  extremely 
useful. 
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Crank-shafts. — As  many  readers  of  the  "  Joarnal*'  are  aware, 
the  construction  of  this  part  of  marine  engines,  especially  when  of 
the  largest  size,  always  has  been  attended  with  difficulties,  as  well 
during  the  finishing  as  the  forging ;  the  chief  one,  after  a  sound  forg* 
ing  has  been  produced,  being  that  of  turning  the  three  or  more  jour- 
nals on  it  accurately  in  line  with  each  other.  In  the  endeavor  to 
avoid  these  troubles,  some  engineers  use  what  are  termed  '^  built-up 
crank-shafts/*  the  cylindrical  and  flat  parts,  or  'throws,"  being  forged 
and  finished  separately,  and  then  put  together  in  the  manner  deemed 
best  by  the  builder.  The  crank-shafts  for  the  four  pairs  of  compound 
engines  for  the  vessels  "Pennsylvania,"  "Ohio,"  "Indiana,"  and 
"  Illinois,"  of  the  American  Steamship  Company,  now  building  by 
the  Wm.  Cramp  k  Sons  Company,  were  forged  separately  by  Messrs. 
Seyfert,  McManus  k  Co.,  and  are  being  finished  and  put  together  at 
the  Port  Richmond  Iron  Works  of  Messrs.  J.  P.  Morris  &  Co.,  in 
the  following  way,  which  it  is  thought  will  secure  the  parallelism  of 
the  three  journals  as  nearly  as  can  be  obtained  by  ordinary  tools  of 
the  machine  shops : 

The  flat  parts,  or  "throws,"  having  been  tool-finished  all  over,  are 
bored,  the  hub  to  a  shrinkage  fit,  for  the  shaft,  and  the  eye  for  crank- 
pin  roughed  out  to  a  diameter  about  half  an  inch  less  than  that  of  the 
crank-pin. 

After  the  key  ways  are  cut  nearly  to  size,  the  "  throws  "  are  heated 
and  shrunk  on  the  shafts,  when  the  key  ways  are  drifted  out,  and  the 
keys  driven  hard  and  the  ends  dressed  off. 

Two  half  shafts  (one  "throw  "  and  its  attached  journal),  are  then 
placed  in  a  machine  made  thus : 

A  heavy  cast-iron  plate,  12  feet  long  and  4  feet  wide,  having  its 
top  surfjLce  planed  true,  is  laid  horizontally  upon  heavy  imbedded 
timbers.  Upon  this  are  secured  immovably  four  pillow-blocks,  at 
proper  distances  apart ;  in  line  with  these  and  beyond  them  are  two 
temporary  bearings,  used  for  supporting  a  stiff  boring-bar  carrying  a 
sliding  cutter-head,  which  bores  successively  the  four  pillow-blocks  in 
line. 

The  temporary  bearings  are  then  fixed  immovably,  in  line  with  the 
four  just  bored,  at  a  distance  equal  to  that  between  the  centres  of  the 
main  journals  and  crank-pin.  Two  half  shafts  are  then  set  in  the 
four  pedestals,  with  the  "  throws  "  towards  each  other,  just  as  they 
are  to  be  when  completed,  and  the  eyes  in  line  with  the  bore  of  the 
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two  temporary  bearings  or  side  pedestals,  when  the  caps  are  screwed 
down  hard. 

A  boring-bar  is  then  passed  through  the  eyes  of  the  "  throws/' 
and  placed  in  the  side  pedestals,  and  the  crank-pin  eyes  bored  out, 
the  one  on  the  right  hand  a  little  larger  than  that  on  the  left.  Before 
the  fine  finishing  cut  has  been  taken  very  careful  measurements  are 
made  to  test  the  parallelism  of  the  bar  and  the  shaft,  and  also  to 
determine  whether  the  shafts  themselves  are  accurately  in  line,  or 
have  yielded  under  the  strain  of  their  own  weight  (14  tons)  or  the 
action  of  the  working  parts.  The  boring-bar  and  its  bearings  are  then 
removed  from  the  plate.  The  crank-pin  is  then  turned  to  a  shrink- 
age fit  for  each  "  throw,"  the  end  fitting  the  left-hand  "  throw  *'  a 
little  smaller  than  the  other.  This  allows  it  to  pass  through  the  right- 
hand  '^ throw"  until  the  end  brings  up  against  the  ^Hhrow"  in 
which  it  belongs.  A  portable  hydrostatic  press  is  then  placed  so  one 
plate  bears  against  the  left-hand  ^'  throw,"  and  the  other  plate  against 
the  end  of  crank-pin,  and  distance-pieces  fitted  between  the  '^  throws." 
The  pin  is  then  forced  into  position,  the  key  ways  drifted  out,  and  the 
keys  driven  hard  and  ends  dressed  off,  and  the  shaft  is  ready  to  go 
into  its  place. 

Small  crank-shafts  have  been  fitted  in  the  same  way  by  the  Port 
Richmond  Iron  Works,  with  very  satisfactory  results. 

These  now  spoken  of  being  unusually  heavy,  a  correspondingly 
increased  care  was  observed  in  their  manipulation,  and  it  is  believed 
that  they  are  as  near  ^^  true  "  as  it  is  possible  to  make  them.     w.  j. 

How  Style  of  TOBting-MachlnO.— A  new  machine  for  testing 
the  strength  of  metals,  manufactured  by  Riehle  Brothers,  of  the  Phil- 
adelphia Scale  Works,  has  been  exhibited  during  the  last  few  days  to 
a  number  of  scientific  and  practical  mechanics  and  engineers.  Some 
years  ago  the  United  States  government  made  experiments  which 
have  served  as  the  base  for  estimates  of  the  strength  that  an  iron 
beam  may  be  expected  to  possess.  It  was  found  that  an  iron  beam 
of  uniform  thickness  of  one  inch  fixed  horizontally,  with  one  end  only 
supported,  would  break  at  a  weight  of  from  507  to  980  pounds  for 
American  iron,  and  from  472  to  770  for  English  iron,  the  weight  be- 
ing applied  one  foot  from  the  supported  end.  If  both  ends  of  the 
beam  are  supported,  it  will  bear  six  times  the  weight  that  can  be 
placed  upon  it  with  only  one  end  fixed,  and  the  strength  of  beams  is 
in  direct  ratio  with  their  width,  in  reverse  ratio  with  their  length  and 
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in  tfae  ratio  of  the  square  of  their  depths.  From  the  experiments  thiitf 
made  with  perfect  iron,  the  strength  of  materials  was  formulated ;  bot^ 
practical  experience  showed  that  large  forgings  and  castings  were  sub- 
ject to  blow-holes  and  honey-combs,  which  the  most  vigilant  inspection 
would  fail  to  discover — and  these  defects  would  lead  to  breakage  at 
points  of  strain  where  theory  said  that  the  metal  should  bear  the  given 
pressure.  The  matter  became  of  so  much  importance  in  view  of  the 
large  number  of  iron  girders  used  in  modern  buildings,  that  in  New 
York  a  law  was  passed  requiring  an  actual  test  of  beams,  girders,  &c 
The  machine  exhibited  by  Riehle  Brothers  is  designed  for  testing 
practically  the  tensile  strength  of  bridge  bolts,  wire  and  hemp  rope^ 
chaina,  &c.,  in  any  lengths,  beside  boiler  plate  and  other  materials, 
and  also  to  test  specimens  of  any  substance  by  compression.  It  can 
be  so  arranged  as  to  test  the  resistance  of  iron  and  stone  coluinns  hy 
crushing,  girders  by  transverse  strain  and  any  material  by  any  strain, 
including  torsion.  The  parts  of  this  ingenious  contrivance  are  so  ar- 
ranged that  the  weighing  levers  are  at  one  end,  and  the  power,  which 
consists  of  a  hydraulic  pump  and  jack  that  run  upon  wheels  along  a 
horizontal  track,  is  at  the  other  end.  The  strain  is  applied  by  the 
pump  and  jack  which  are  used  to  take  up  the  slack,  and  not  to  deter* 
mine  the  aiiiount  of  tension,  as  in  most  other  machines  of  this  kind. 
The  tension  is  found  by  means  of  the  weights  which  are  placed  on  the 
disk  suspended  from  the  beam,  and  an  ordinary  one-pound  weight  will 
apply  a  strain  of  1000.  Accurate  results  can  be  obtained  from  76 
pounds  to. 75  tons.  The  machine  is  in^equipoise  before  the  specimen 
is  in  place,  and  is  so  nicely  adjusted,  that  when  a  strain  of  50  or  75 
tons  is  being  made,  a  half-ounce  weight  will  instantly  turn  the  beam 
and  break  the  specimen  if  the  necessary  strain  has  been  reached.  The 
machine  now  on  exhibition  is  capable  of  almost  indefinite  extension, 
and  will  be  made  90  feet  long.  It  is  intended  for  E.  B.  Wood,  Esq.^ 
of  Detroit,  Michigan.  About  twenty  machines  have  thus  far  been 
UMtnufactured  (one  for  the  United  States  government),  and  they  hare 
been  sent  to  Cleveland,  Oincinmati,  Canada,  and  other  places. 

An  Improved  Tool  for  Turning  Metals.— Before  a  recent 
meeting  of  the  Institution  of  Mechanical  Engineers,  at  Birmingham, 
Col.  Clay,  of  Liverpool,  read  a  paper  *'  On  an  Improved  Construction 
of  Tool  for  Turning  Metals  at  increased  Speed/' 

This  tool  has  one  or  more  holes  drilled  through  it  up  to  its  cutting 
edge,  through  which  a  jet  of  water  is  delivered  underneath  the  shaving 
that  is  being  cut,  and  upon  the  cutting  edge  of  the  tool,  for  keeping 
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it  cool  in  working.  By  this  device  the  tool  is  much  more  effectually 
eooled  than  by  the  ordinary  plan  of  a  drop  of  water  falling  upon  the 
upper  surface  of  the  shaving,  in  which  case  little  or  no  water  reaches 
the  point  of  the  tool  itself.  The  result  of  cooling  the  tool  by  deliver- 
ing the  water  jet  direct  upon  the  cutting  edge,  is  that  the  surface  speed 
of  the  tool  can  be  increased  as  much  as  four  times  in  heavy  cuts,  and* 
light  cuts  can  be  taken  at  as  much  as  eight  times  the  speed  that  is 
practicable  with  ordinary  tools,  without  any  risk  of  the  temper  of  the 
Hmtting  edge  being  destroyed  by  over-heating.  It  was  stated  that  the 
plan  had  been  tried  in  practice  with  perfect  success. 

New  Steamship  for  Laying  Cables.— A  project  which,  if 
consummated,  may  effect  an  important  decrease  in  the  expense  of 
laying  submarine  telegraphic  lines,  is  said  to  be  in  prospect ;  a  cable 
manufacturing  company  of  England  having  the  design  of  building  a 
steamship  expressly  fitted  for  their  work*  This  vessel,  it  is  proposed, 
shall  be  smaller  than  the  Qreat  Eastern,  and  much  less  expensive  to 
run,  and  shall  be  capable  of  carrying  3000  to  4000  miles  of  cable. 

The  Niagara  Suspension  Bridge.— A  doubt  having  arisen 
«8  to  the  safety  of  the  Niagara  Suspension  Bridge,  the  directors 
of  the  Great  Western  Railway  ordered  an  investigation  to  be  made. 
The  caps  on  the  towers  covering  the  cables  have  been  removed,  and 
the  cables  found  to  be  as  perfect  in  all  respects  as  ever  they  were. 
But,  most  important  of  all,  the  anchorage  of  the  cables  was  thoroughly 
inspected.  The  masonry  over  one  of  them  was  removed  for  about 
twelve  feet,  or  below  where  the  wire  is  attached  to  the  anchor  chains. 
A  portion  of  the  cable  is  imbedded  in  water  lime  cement.  For  (wenty 
years  this  has  been  there,  yet,  on  removing  it  and  rubbing  the  paint 
off  the  wires,  the  latter  were  found  as  bright  and  perfect  as  when 
placed  there,  the  cement  having  preserved  the  wire  and  anchor  chains  • 
intact.  The  examination  was  made  in  the  presence  of  competent  en- 
gineers, who  have  expressed  themselves  as  above  to  the  directors  of 
the  bridge  company. 

Canadian  Wooden  Bailways.*— The  wooden  railroads  built 
in  the  vicinity  of  Quebec  have  deservedly  attracted  much  attention. 
The  following  data  regarding  them  was  given  to  us  by  Mr.  Hurlburty. 
the  projector  and  contractor  of  several  of  these  roads.  There  arr 
now  over  a  hundred  miles  in  operation.   The  gauge  is  4  ft.  8^  incher» 

*  Railroad  CTasette. 
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The  running  time  is  about  16  miles  per  hour,  but  trains  have  beeik 
run  at  the  rate  of  85  miles  per  hour.  The  rails  are  made  of  maple^ 
4x7  inches^  set  up  edgewise,  and  notched  into  the  cross-ties  4  inchea 
deep,  and  held  by  two  wedges  down  in  the  notch  on  the  outside  ot 
the  rail.  The  ties  are  8  inches  thick^  and  laid  20  inches  apart.  The 
cars  have  four  wheels,  and  some  of  the  engines  weigh  30  tons.  la 
frosty  weather  the  driving  wheels  have  less  adhesion  than  on  metal 
rails,  but  no  considerable  difficulty  is  experienced  from  this  cause^ 
The  rails  will  last  from  two  to  four  years,  according  to  the  quality 
of  the  timber  and  the  amount  of  traffic.  The  cost  of  such  roads  ia 
from  four  to  seven  thousand  dollars  per  mile.  They  seem  to  be  very 
well  adapted  for  light  traffic,  and  as  soon  as  the  business  of  such  lines 
may  require  it,  metal  rails  may  be  substituted  for  wood  without  any 
change  in  the  equipment. 

The  Union  FasBenger  Depot  at  St.  Louis.— Alluding  to  the^ 
magnificent  bridge  across  the  Mississippi  at  St.  Louis,  a  local  paper 
gives  the  information  that  contracts  have  already  been  effected  with, 
the  several  railroad  companies  which  secure  to  the  bridge  company  an 
average  tariff  of  65  cents  per  ton  ;  this  item  of  freight  alone  yielding 
a  yearly  revenue  of  upwards  of  $500,000.  From  other  sources  it  is 
estimated  that  not  less  than  $300,000  will  be  received ;  thus  affording 
the  bridge  company  a  yearly  revenue  of  $800,000,  or  8  per  cent,  ott 
a  capital  of  $10,000,000. 

Simultaneously  with  the  completion  of  the  bridge  will  arise  th& 
necessity  for  a  Union  passenger  depot  at  St.  Louis,  to  accommodate 
the  several  roads  leading  into  that  city.  The  plans  for  this  structure^ 
which  is  prospected  upon  a  scale  of  unusual  magnificence,  we  are  told 
have  already  been  approved,  and  its  erection  will  be  inaugurated  at. 
no  distant  day.  The  part  allotted  to  the  railroads  is  designed  to  be 
as  complete  as  possible.  It  is  proposed  to  employ  smoke-consuming 
engines  for  the  purpose  of  running  the  trains  into  and  out  of  the  tun- 
nel and  depot.  The  floors  will  be  deadened,  and  the  trains  will  be 
operated  by  signals. 

Marine  Photometry. — ^A  correspondent  of  the  New  York  Eeraldy 
accompanying  Professor  Agassiz's  expedition  on  the  coast  survey 
steamer  J7(i«8/er,  gives  a  brief  but  interesting  account  of  an  apparatus 
for  determining  the  relative  transparency  of  the  sea  at  different  places,, 
which  has  already  been  employed  by  the  expedition  at  Barbadoes  and 
about  the  Galapagos  Islands.     A  strip  of  board,  about  four  inchea 


Digitized  by  VjOOQ IC 


ItemM  and  NaveUie$.  81 

wide  and  four  feet  long,  divided  into  a  scale  of  ten  equal  intervals,,  is 
painted  a  dark  lead  color  at  one  end,  fading  into  white  at  the  other*. 
A  large  white  board  having  been  fastened  parallel  to  it,  and  at  a  mea- 
sured distance  below  it,  the  whole  arrangement  is  lowered  horizontally 
into  the  sea.  At  the  dark  end,  the  upper  board  appears  the  darker^ 
but  at  the  white  end,  the  lower  board,  being  seen  through  a  greater 
depth  of  water,  gives  the  darker  appearance,  and,  of  course,  at  some 
intermediate  division,  the  two  boards  appear  to  be  of  the  same  shade* 
At  that  division  the  relative  whiteness  of  the  boards  is  evidently  a 
measure  of  the  percentage  of  light  absorbed  while  going  down  and  up 
again  through  the  distance  bj  which  the  boards  are  separated.  This 
relative  whiteness  is  readily  estimated  at  night  in  the  cabin  by  placing 
the  boards  at  unequal  distances  from  a  candle  so  as  to  make  them  of 
the  same  apparent  shade  at  the  given  division  of  the  scale. 

The  illuminating  powers  are  to  each  other  as  the  squares  of  the  dis« 
tances  of  the  boards  from  the  light.  Having  once  ascertained  what 
percentage  of  light  goes  through  a  fathom,  the  proportion  of  daylight 
which  reaches  any  given  depth  in  the  sea  can  be  readily  calculated. 
Suppose,  for  example,  that  one-half  the  light  penetrates  one  fathom ; 
then  one  quarter  goes  down  two  fathoms ;  one-eighth,  three  fathoms,, 
and  so  on  indefinitely. 

This  apparatus  is  the  invention  of  Dr.  Hill,  who  regards  it  as  still 
in  a  crude  form  and  capable  of  much  improvement. 

New  Method  of  Cleaning  Glassware,  etc.— By  Dr.  I.  Walz. 
<— The  cleaning  of  beakers  and  other  chemical  glassware  that  have 
contained  oils,  fats  and  similar  organic  matters,  by  means  of  potas- 
sium bichromate  and  concentrated  sulphuric  acid,  is  often  inconveni- 
ent on  account  of  the  shape  of  the  vessels,  or  because  sometimes  re- 
quiring the  application  of  considerable  heat,  and  thus  causing  break- 
age. The  following  method  has  given  me  uniformly  satisfactory  re- 
sults :  The  vessel  to  be  cleaned  is  filled,  or,  if  large,  rinsed  with  a 
moderately  dilute  solution  of  potassium  permanganate,  the  contact  of 
the  liquid  being  prolonged  till  a  film  of  hydrated  manganic  oxide  haa 
been  deposited  ;  the  solution  is  then  poured  away,  and  the  glass  ves- 
sel rinsed  with  some  strong  hydrochloric  acid.  Chlorine  is  then 
formed,  but  not  enough  to  cause  inconvenience ;  and  acting  in  the 
nascent  state  on  the  organic  matter,  it  speedily  converts  them  inta 
substitution  products,  that  are  soluble  in  the  slight  excess  of  acid  or- 
water. 
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The  water  of  the  above  also  communicates  the  following  descrip- 
tion of  a  a  curiou%  experiment  with  mercuraui  nitrate.  A  few  drops 
of  strong  mother  solution  from  the  crystallization  of  mercurous  ni* 
trate  (proto-nitrate  of  mercury)  are  placed  into  a  porcelain  capsule ; 
a  little  mercury  is  added  and  divided  by  means  of  a  glass  rod  into  a 
number  of  minute  globules.  The  solution  soon  begins  *^  to  set"  around 
the  globules  of  mercury,  and  the  latter  are  forced  to  the  top  by  a 
kind  of  capillary  action.  If  the  right  proportions  have  been  chosen, 
and  this  is  very  easy  to  do,  tubular  vermiform  formations  will  begin 
to  grow  out  of  the  semi-solid  mass  in  serpentine  windings,  each 
bearing  a  shining  little  globule  of  mercury  at  the  end  of  the  tube. 
Sometimes  they  grow  very  rapidly  and  attain  a  length  of  several 
inches.  I  have  repeatedly  prepared  this  experiment  before  going 
home  in  the  evening,  and  on  the  morrow  found  the  capsules  filled 
with  what  appeared  like  a  large  number  of  tiny  snakes'  heads  of 
silver,  in  every  position  of  repose  or  motion. 

A  Chemical  Experiment. — An  experiment  involving  a  mole- 
cular change  in  the  condition  of  an  element,  can  be  performed  as  fol- 
lows : — Let  a  copper  and  platinum  strip  form  respectively  the  nega- 
tive and  positive  terminals  of  a  galvanic  circuit ;  immerse  these  in  a 
hydrochloric  solution  of  chloride  of  antimony.  The  result  of  the  gal- 
vanic action  will  be  the  precipitation  of  the  antimony  in  form  of  a  fine 
impalpable  powder  upon  the  surface  of  the  copper,  from  which,  when 
enough  has  accumulated,  it  may  be  readily  removed  by  bending  the 
copper  strip  back  and  forth.  The  metal  thus  obtained,  if  placed  in  a 
mortar,  and  vigorously  triturated  in  with  the  pestle,  will  detonate  with 
aome  violence,  the  explosions  being  at  the  same  time  accompanied 
with  the  evolution  of  light  and  heat.  This  curious  phenomenon  ap- 
pears to  be  purely  the  result  of  a  molecular  change,  induced  in  the 
metal  by  the  mechanical  force  employed ;  the  consequence  being  the 
conversion  of  the  amorphous  powder  to  a  crystalline  condition.  It 
would  be  of  some  interest  to  note  whether  the  same  result  would  fol- 
low the  application  of  heat  to  the  powder,  since,  from  the  announce- 
ment of  Bunsen,  made  some  years- ago,  the  metals  rhodium  and  iridium, 
when  deposited  from  solutions  of  their  salts  in  an  analogous  manner, 
manifest  this  property  in  an  extraordinary  degree ;  so  much  so,  in- 
deed, that  the  scientific  world  came  very  near  losing  the  invaluable 
aervices  of  its  illustrious  discoverer  in  consequence  of  a  severe  acci* 
dent  which  befel  him  from  this  very  unexpected  source.     It  would  be 
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^  matter  of  no  little  interest  to  trace  the  analogy  here  indicated,  to 
one  of  positive  identity  in  kind,  by  investigating  the  behavior  of  snch 
precipitated  antimony  when  heated,  as  was  the  case  with  the  platinum 
metals  experimented  npon  by  Bunsen. 

Friction  of  Jonrxials  and  their  Proportions.— In  its  issue 

of  January  11th,  1873,  the  Scientific  American  has  the  following  ar- 
ticle relating,  to  the  friction  and  proportions  of  journals,  which  we 
think  worthy  of  republication  in  the  Journal  of  the  Franklin  Ineti- 
ttUe: 

"  The  friction  on  any  surface,  whether  plane  or  cylindrical,  is  pro- 
portioned to  the  weight  resting  upon  it  and  is  not  at  all  affected  by 
the  area  of  the  rubbing  surface,  providing  the  pressure  is  not  so  great, 
on  the  one  hand,  as  to  change  the  character  of  those  surfaces,  nor  so 
light,  on  the  other  hand,  as  to  make  the  resistance  principally  that 
of  viscosity  of  the  lubricant  rather  than  that  of  true  friction.  In  the 
former  case,  the  friction  may  increase  immensely  in  consequence  of 
the  cutting  of  the  surfaces ;  and,  in  the  latter,  the  increase  of  frio- 
tional  resistance  will  be  approximately  proportional  to  the  increase 
of  area. 

^^  The  work  done  in  any  given  time,  that  is,  the  power  wasted  in 
turning  any  journal  on  its  bearings,  is,  where  the  frictional  resistance 
i»  the  same,  proportional  to  the  speed  of  the  rubbing  surfaces,  since 
il  is  measured  by  the  product  of  the  resistance  into  tlte  distance 
through  which  that  resistance  is  overcome.  Therefore,  it  follows 
that  a  very  large  journal  absorbs  a  larger  proportion  of  the  driving 
power  of  a  machine  than  does  one  of  small  diameter,  and  in  design*- 
ing  machinery  we  should  make  journals  of  as  small  diameter  as  possir 
Ue  without  danger  of  breaking  the  sbaft,  or  of  causing  abrasion  of 
die  rubbing  surfaces. 

** Again,  the  tendency  of  a  journal  to  heat  is  the  greater,  the  greater 
the  pressure  per  square  inch  of  longitudinal  section  of  the  journal, 
and  it  is  increased  by  increasing  the  speed  of  the  rubbing  surfaces. 
Therefore,  to  make  journals  safe  against  beating,  make  them  of  as* 
•mall  diameter  as  safety  permits:  and  having  thus  reduced  their  alv* 
sevption  of  power  to  the  lowest  limit,  secure  bearing  surface  by  giving 
them  aonple  length.  If  they  are,  however,  made  so  long  that  the 
shaft  can  spring  in  the  journal^  heating  may  occur  from  that  cause ; 
in  line  shafting,  this  will^  of  course,  noit  happen.  The  best  practice- 
fives  line  shifting  for  mills  Sr  lengtli  of  journal  equal  to  four  tixoea 
the  diameter  of  the  shaft. 
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^'  There  are  mles,  known  to  engineers,  for  properly  designing  jonr^ 
naUy  which  are  based  on  the  principles  above  stated.  The  earliest 
of  which  we  have  knowledge  is  that  of  Professor  R.  H«  Thurston^ 
which  was  based  upon  observation  of  the  action  of  crank  shafts  or 
naval  steamers  in  1862.  A  somewhat  similar  rule,  based  on  locomo- 
tive practice,  was  published  by  Professor  W.  J.  M.  Rankine,  in  1865^ 
The  first  is  expressed  as  follows  : 

,  PV  -  P      60000  ^,  ,  .        44800 

^  =  600001'  *"^  W^T-  =  P-  ^^"^  '^^^'^^  ^">V  plus  20  =  P  ^ 
and,  when  rednced  to  the  same  form  as  that  of  Professor  ThorstoD^ 

,  ,      P(Vpln8  20) 

becomes  1==     \^^^^^'- 

*'  Here  1  =  length  of  journal  in  inches ;  P  =  total  pressure  on  jour- 
nal ;  p  =  pressure  per  square  inch  of  longitudinal  section ;  Y  =  ve- 
locity of  rubbing,  in  feet,  per  minute ;  d  =  diameter  of  journal  in* 
inches. 

^^  In  no  case  in  general  practice  should  the  pressure,  on  even  the- 
slowest  moving  journals,  be  allowed  to  exceed  1,000  pounds  per  sq.. 
inch  of  longitudinal  section  with  steel  journals,  or  about  600  on  iron^ 
running  in  well  worn  boxes  in  each  case. 

"  Special  care  should  always  be  taken  to  provide  for  effective  lubri- 
cation." 

Cfommeroial  Production  of  Hydrogen,— M.  Tessie  du  Mo- 
thay,  whose  name  is  familiar  to  the  readers  of  the  <<  Journal"  as  the 
inventor  of  a  number  of  processes  in  manufacturing  chemistry — prom-^ 
inent  among  which  are  those  for  producing  oxygen  and  chlorine  con- 
tinuously— has  recently  published  a  method  of  producing  hydrogen 
upon  a  large  scale ;  the  ultimate  design  of  the  inventor  being  the 
utilization  of  the  gas  as  an  illuminating  agent  after  carburetting  witb 
light  petroleum  oil,  or  similar  substances. 

It  consists,  according  to  his  description,  in  leading  steam  into  » 
furnace  of  coke  heated  to  redness.  By  this  treatment,  hydrogen  and 
carbonic  oxide  are  formed.  From  this  mixture  the  carbonic  oxide  is 
removed  by  passing  the  gases  through  a  series  of  cylinders  filled  witk 
hydrated  lime  heated  to  redness.  The  result  of  this  last  process  i» 
the  formation  of  a  fresh  equivalent  of  hydrogen  and  the  conversion  of 
the  carbonic  oxide  into  carbonic  acid  by  union  with  the  oxygen  libe- 
rated from  the  water  of  hydration.  The  carbonic  acid  remains  be- 
hind as  lime  carbonate,  while  the  hydrogen  is  passed  through  or  over 
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one  of  the  light  petroleum  oils,  by  which  it  beeomes  carburetted,  and 
18  in  this  condition  passed  through  tubes  heated  to  a  low  red  heat, 
whereby  the  gas  and  vapor  are  converted  into  a  permanent  gas— of 
liigh  illuminating  quality — and  well  adapted  for  lighting  or  for  heat- 
ing purposes. 

Carbon  from  Oas. — It  is  reported,  upon  reliable  authority,  that 
•a  company  has  been  established,  and  is  now  in  operation,  with  the  ob- 
ject of  manufacturing  lampblack  from  the  escaping  gas  of  an  aban- 
doned oil-well  at  or  near  Cumberland,  Md. 

T|^e  gas-flames  are  directed  against  soapstone  plates,  and  upon 
these  the  deposit  of  soot  is  made,  which  is  subsequently  removed  by 
suitable  means  and  packed  in.  tin  boxes  of  convenient  size  for  trans- 
portation. At  present  there  are  said  to  be  660  8-foot  burners  in  ope- 
ration. It  is  further  stated  that  the  company  contemplate  shortly 
increasing  its  operations  by  the  erection  of  a  larger  building  and  the 
introduction  of  double  the  numbers. 

This  method  of  utilizing  what  would  be  otherwise  simply  a  waste 
product  is  worthy  of  emulation,  and  is,  we  believe,  a  purely  original 
idea  with  the  projector  of  the  enterprise,  Mr.  Horworth,  of  Boston. 

Newly  Discovered  Tin  Fields. — The  importance  attaching  to 
the  multiplication  of  the  sources  of  obtaining  tin,  gives  rise  every 
now  and  then  to  sensational  accounts  of  wonderful  finds  of  ores  of  this 
metal.  With  some  of  these  reported  localities  in  our  own  country  the 
readers  of  the  '^  Journal "  will  be  familiar.  At  length,  however,  the 
world  is  furnished  with  the  statement  that  a  tin  field  of  unexampled 
richness  has  been  discovered  in  the  English  colony  of  Queensland, 
and  the  statement  is  substantiated  so  fully  that  there  can  remain  no 
reasonable  ground  to  doubt  the  fact  that  the  discoveries  are  both  gen- 
uine and  important.  The  reports  state  that  the  presence  of  tin  has 
been  detected  over  an  area  of  550  square  miles,  the  richest  source 
being  the  river  gravels.  It  seems  possible,  therefore,  that  Eastern 
Australia  may  soon  compete  with  Cornwall  as  a  tin-producing  country. 

A  New  Experiment. — If  fifteen  to  twenty  grammes  of  granu- 
lated silver  are  introduced  together  with  SO  to  40  grammes  of  bisul- 
phide of  carbon  into  a  hard  white  glass  tube,  and  hermetically  sealed, 
then,  upon  gently  warming  and  then  shaking  in  the  dark,  sparks  will 
be  observed  in  the  tube,  which  by  continued  shaking  may  be  rendered 
quite  luminous.  Pouring  water  on  the  tube  causes  the  luminosity  to 
disappear,  but,  upon  shaking,  it  re-appears  again. 


Digitized  by  VjOOQ IC 


86  Editorial 

Bnntillg  of  a  Fly-WheeL*— An  English  contemporary  con^ 
tains  an  account  of  a  disastrous  accident  of  this  kind  which  recently- 
occurred  at  the  Bolton  Iron  and  Steel  Works,  which  involTed  a  loes- 
of  life  and  immense  damag.e  to  property.  The  accident  occurred  in 
the  rail  mill,  where  some  twenty  persons  are  employed  day  and  nights 
After  the  starting  of  the  engine,  the  belt  came  off  the  governor-shaft^ 
which  caused  the  engine  to  run  at  a  greatly  accelerated  speed,  the 
consequence  being  that  the  fly-wheel,  26  feet  in  diameter,  and  weigh- 
ing 60  tons,  flew  asunder  with  a  loud  report,  the  fragments  of  which, 
eight  in  number,  were  projected  with  destructive  effect  into  the  works. 
The  roof  of  the  mill  was  brought  down,  the  boilers,  rolls  and  machi- 
nery of  the  mill  greatly  damaged,  while  other  fragments  were  pro- 
jected beyond  the  building  with  equally  destructive  results.  Nearly 
all  the  workmen  in  the  mill  at  the  time  were  more  or  less  injured. 

It  is  doubtful  whether  any  case  of  this  kind  is  upon  record,  which 
can  equal  this  one  in  violence. 

The  *' Devastation/' — The  contest  between  artillerists  and  naval 
architects  has  culminated  in  the  production  of  the  ^'  Devastation/" 
"  Thunderer,"  and  "  Fury,'*  protected  by  12  inches  of  armor,  and  of 
35-ton  guns  to  perforate  such  plates  at  the  distance  of  1000  yards. 
The  ''  Devastation,'*  a  ship  of  9188  tons  displacement,  and  6600  indi- 
cated horse- power,  is  the  first  sea-going  ship-of-war  designed  without 
sails.  Carrying  1600  tons  of  coal,  she  is  expected  to  run,  at  a  5-knot 
speed,  about  9200  miles  without  replenishing  her  coal-bunkers.  Her 
side  armor  of  12  inches  is  only  penetrable  to  2S-ton  guns  when  struck 
at  right  angles,  within  200  or  800  yards'  range.  The  14inch  iron 
plates  on  the  front  of  the  turrets  would  be  impenetrable  to  British  25- 
ton  guns  as  at  present  rifled.  The  total  weight  of  armor  carried  by 
the  '^  Devastation  "  is  twice  as  great  as  that  which  protects  the  turret- 
ship  ^'  Monarch,"  of  8322  tons,  and  is  equal  to  more  than  three-qoar^ 
ters  of  the  weight  of  the  hull  which  carries  it.  This  is  the  most  ad- 
vanced of  the  three  mastless  ships,  each  of  which  is  intended  to  carry^ 
four  35-ton  guns  in  two  turrets,  throwing  at  each  discharge  2800  Ibs^ 
of  iron  with  a  striking  force  at  their  mnasles  of  31,412  foot-tons^ 
Enormous  as  is  this  offensive  power,  it  hardly  bears  a  due  proportion 
to  the  defensive  superiority  of  the  ^^Devastation '^^  over  other  sea-going^ 
ships.  True,  each  gun  would  perforate  armor  which  would  be  impen- 
etrable to  those  of  any  other  ships,  but  such  as  is  not  yet  carried  by^ 

*  Ebgineeri  zxzt,  18.. 
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foreign  vessels.  There  are  very  few  foreign  iron-clads  whose  sides 
would  not  be  equally  penetrable  to  18  and  25*ton  guns,  whilst  the 
shell  power  of  such  guns  is  greatly  superior  to  that  of  the  86-ton  gun. 
In  bombarding  fortresses  the  sums  of  the  squares  of  the  bursting 
charges  of  the  shells  .may  be  taken  as  the  measure  of  offensive  power. 
The  "  Devastation  "  could  at  each  discharge  explode  only  80J  lbs.  of 
powder  within  a  fortress,  but  the  ** Monarch"  would  explode  more 
than  double  that  quantity,  and  the  "  Sultan,"  using  only  one  broad- 
side, would  explode  60  lbs.  more  than  the  '*  Devastation."  Adding 
together  the  squares  of  their  bursters,  the  relative  shell  power  of  these 
ships  on  one  broadside  is — "  Devastation,"  1620 ;  "  Monarch,"  6386 ;. 
and  "Sultan,"  3404.— Commawdbb  W.  Dawson,  »n  ^'Naval  Science'* 
for  October. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS. 

The  following  abstract  of  the  proceedings  of  the  Society  came  toa 
late  for  insertion  in  its  appropriate  department ; 

A  regular  meeting  of  this  Society  was  held  at  its  rooms,  in  New 
York,  January  8th. 

A  paper,  by  Charles  B.  Richards,  M.  E.,  of  Hartford,  Conn., 
recording  **  Experiments  on  the  Resistance  of  Stones  to  Crushing,'^ 
was  read. 

The  specimens  tested  were  old  and  dry  samples,  well  selected,  of 
ffarions  American  building  stones,  worked  into  V  and  1|"  cubes^ 
with  flat  and  smooth  faces. 

The  testing  machine  used  was  built  after  a  long  experience  with 
two  smaller  and  similar  machines.  It  is  arranged  to  weigh  the  strains 
upon  a  sensitive  platform  scale  of  50  tons  capacity,  and  is  well 
adapted  to  quickly  give  accurate  results. 

The  specimens  were  crushed  between  the  plane  faces  of  two  hard> 
tned  steel  hemispheres,  the  curved  portions  of  which  were  seated  in 
corresponding  cavities  of  steel  blocks,  fixed  in  the  machine.  Single 
thicknesses  of  *^  lace "  leather  were  interposed  between  tbe  stones 
and  metal  surfaces;  thus  the  pressure  was  uniformly  distributed;  it 
was,  in  all  cases,  applied  to  the  faces  of  the  cubes,  parallel  to  the 
natural  bed  of  the  stone,  and  carefully  increased  to  rupture  by  pour- 
ing shot  into  the  hollow  weight  by  which  the  strain  was  caused. 

Tables  were  presented,  giving  the  minimum,  mean,  and  maximum 
resistance  to  crushing  per  square  inch  of  the  specimens  tested. 
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Sixteen  speoimens  of  granite,  from  six  quarries,  gave  from  8620 
to  15,622  pounds  minimum,  9888  to  18,778  pounds  maximum 
strength  ;*  and  ten  specimens  of  tohite  marble^  from  three  quarries, 
4;ave  from  8905  to  12,917  minimum,  and  5976  and  18,972  pounds 
maximum  strength — each  being  V  cubes. 

The  specimens  failed  by  breaking  up  into  slender  prisms  and  pyra- 
mids, with  axes  normal  to  the*  pressure. 

A  brief  paper,  by  F.  Collingwood,  C.  B.,  of  New  York,  upon 
^^  Rock  Drilling,"  was  also  read. 

In  it  was  stated  that  a  percussive  steam-drtll,  with  8''  cylinder  and 
6'^  stroke,  making  300  to  375  strokes  per  minute,  would  drill  in  the 
coarse  gneiss  rock,  common  on  New  Tork  Island,  If"  holes  8",  If^' 
holes  4^"  and  1"  holes  5"  per  minute. 

Joseph  P.  Davis,  C.  E.,  of  Boston,  Mass.,  compared  the  late  Chi- 
<»go  and  Boston  fires,  and  suggested  a  question  for  discussion,  and  one 
on  which  information  is  much  needed,  namely,  ''  Fires  and  their  Man* 
ngement;  the  Best  Appliances  and  Methods  for  Putting  them  Out." 

Upon  motion  of  M.  N.  Forney,  M.  E.,  of  New  York,  a  committee, 
consisting  of  Messrs.  AsabsU  Welch  of  Lambertville,  N.  J.,  John 
"GrifSn  of  Phoenixville,  Pa.,  Max  Hjortzberg  of  Chicago,  111.,  and 
two  others  to  be  named  by  the  Chairman,  were  appointed  to  make  an 
investigation,  by  means  of  a  circular  of  inquiry  sent  to  each  member 
of  the  Society,  and  by  such  other  methods  as  the  committee  may 
<shoose  to  adopt,  to  determine  the  following  points : 

1.  The  best  form  for  standard  rail  sections  for  the  railroads  of  this 
country. 

2.  The  proportion  which  the  weight  of  rails  should  bear  to  the 
maximum  loads  carried  on  a  single  pair  of  wheels  of  locomotives  or 
-cars. 

8.  The  best  method  of  manufacturing  and  testing  rails. 

4.  The  endurance  or,  as  it  is  called,  the  ^4ife"  of  rails. 

5.  The  causes  of  the  breaking  of  rails  while  in  use,  and  the  most 
effective  way  of  preventing  it. 

The  Committee  to  report  the  results  of  their  investigations  at  the . 
next  annual  convention  of  the  Society. 

"*  Foarteen  specimens  of  sandstone,  from  three  quarries,  gave  from   580$ 
pounds  minimam,  and  8956  to  10923  poanda  mazimam  strength. 
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INTEROCEANIC  COMMUNICATION. 

By  Peop.  J.  B.  NouESB,  U.S.N. 
(Gootinaed  from  Vol.  LXIII,  page  313.) 

*  The  Nicaragua  Route. 

On  apparently  very  strong  grounds,  this  line  for  a  ship  canal  has, 
at  different  times,  enlisted  the  attention  of  many  who  were  not  mere 
adventurers  or  money-schemers.  This  last  term  is  applied  to  all  snoh 
parties  as  have  exerted  themselves  sufficiently  to  revive  an  old  idea 
on  some  one  of  these  lines,  in  order  chiefly  to  the  organization  of 
companies,  so-called,  or  the  sale  of  enough  of  stock  to  pay  salaries 
and  working  expenses  in  breaking  ground  only,  and  then  to  the  sale 
or  forfeiture  of  an  obtained  concession.  It  is  not  to  be  disguised  that, 
unfortunately  for  the  interests  of  a  true  survey,  there  is  such  a  rec- 
ord. And  it  cannot  be  too  much  insisted  upon  by  those  who  look  for 
final  success,  that  such  a  survey  will  never  be  secured  except  under 
an  organized  party,  who  have  ability  enough  to  know  and  appreciate 
the  whole  work  before  them,  having  in  their  service  persons  of  expe- 
rience in  dealing  with  the  great  difficulties  in  these  tropical  jungles, 
marshes  and  mountains. 

More  than  one  reported  success,  but  true /aaYure,  can  be  traced  back 
to  a  serious  lack  here. 

The  strongest  claims  for  a  final  survey  of  the  Nicaragua  route  for 
»  transit  suited  to  the  wants  of  the  age,  are  the  water  communication 
of  the  central  lakes  and  their  ability  to  feed  the  remaining  line  of  the 
canal. 

By  the  water  communications  hopefully  to  be  established  through 
the  lakes  and  their  outlets,  the  isthmus  "  may  be  reduced  to  about 
one-tenth  of  its  whole  breadth." 

In  the  bodies  of  water  within  these  lakes  a  reservoir  or  feeder  ex- 
ists such  as  is  found  on  no  other  of  the  lines ;  their  narrowness  per- 
mits no  such  water  supply.  Secure,  then,  any  new  or  improved  har- 
bor facilities,  and  a  canalization  of  the  outlets  on  this  line,  and  the 
canal  seems  surely  practicable. 

Let  us  look  at  a  few  chapters  in  its  history. 

*This  article,  in  a  series  nearly  completed,  has  been  designedly  delayed  aQ« 
til  tin  facta  furnished  by  the  reeenfe  Gk>vernment  Expedition,  and  those  in 
connection  with  a  second,  now  preparing,  coald  be  avatlaible. 

Vol.  LX  v.— Third  Siriw.— No.  2.— Februabt,  1S73.  T 
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First  Attempts  by  Gbeat  Britain. 

Great  Britain  has  made  several  unfortunate  efforts  to  possess  her- 
self of  the  route  for  an  inter-oceanic  canal  through  Nicaragua.  The 
first  was  in  1740,  hy  the  Superintendent  of  the  Moschito  Coast ;  this 
was  disavowed  by  the  Government. 

Somewhat  later  a  more  noted  effort  was  made.  In  1780,  Captain, 
afterward  Lord  Nelson,  under  orders  from  Admiral  Sir  Peter  Parker, 
convoyed  a  force  of  2000  men,  under  Col,  Poison,  with  original  in- 
structions limiting  his  own  responsibility  to  the  convoy  only.  But 
Nelson  (then  at  the  age  only  of  22)  found  it  necessary  to  take  a  more 
active  part  His  plan  of  operations  reads  thus  :  **  In  order  to  give 
facility  to  the  great  object  of  Government,  I  intend  to  possess  the 
Lake  of  Nicaragua,  which  for  the  present  may  be  looked  upon  as  the 
inland  Gibraltar  of  Spanish  America.  As  it  commands  the  only 
water  pass  between  the  oceans,  its  situation  must  ever  render  it  a  prin- 
cipal post  to  insure  passage  to  the  Southern  Ocean,  and  by  our  pos- 
session of  it  Spanish  America  is  severed  into  two." 

The  expedition  reached  San  Juan  March  24th,  1780,  '*  in  good 
health  and  spirits.*'  Of  the  squadron,  composed  of  two  frigates,  two 
brigs-of-war  and  a  line-of-battle-ship,  none  would  venture  to  cross  the 
bar  except  Nelson's  corvette.  It  was  the  end  of  the  dry  season.  The 
passage  of  the  San  Juan  was  exceedingly  difficult ;  for  the  seamen, 
although  assisted  by  Indians  from  Blewtown,  scarcely  forced  their 
loaded  boats  up  the  shoals,  and  their  exposure  to  the  sand-heats  and 
night  dews,  without  sufficient  provisions,'*'  or  the  possibility  of  hospi- 
tal care,  made  fearful  havoc  with  their  health.  Nelson  leaped  ashore 
with  a  few  seamen,  stormed  the  first  Spanish  battery,  16  miles  below 
San  Carlos,  and  took  that  fort  itself  on  the  24th  of  the  month.  But 
although  the  capture  was  made  (Nelson  here  ''  commencing  his  career 
of  glory"),  he  himself  and  the  few  officers  and  men  who  survived 
barely  escaped  with  their  lives.  ^'  So  general  was  the  sickness  that 
enough  orderly  men  were  not  left  to  attend  the  sick."  Out  of  eight- 
een hundred  men  scarce  three  hundred  ever  left  Nicaragua.  Of  a 
crew  of  two  hundred  men,  on  the  Hinchinbrook,  eighty-seven  took  to 
their  beds  in  one  night.  *  *  *  Xhe  remnant  returned  to  Jamaica 
in  October.     '* Had  the  expedition,"  said  Nelson,  "arrived  at  San 

*  "At  one  time  they  were  obliged  to  subsist  chiefly  on  broth  made  by  boiliog 
the  monkeys  that  were  caaght.  Nelson  never  conld  teach  this,  after  once  see- 
ing the  monkeys  in  the  cauldron." 
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Jaan's  harbor  in  January,  the  violent  torrents  would  have  subsided, 
and  the  whole  force  would  not  have  had  to  get  wet,  while  dragging 
their  boats,  three  or  four  times  each  day." 

Movements  in  Nicaragua  in  this  Century. 

After  the  establishment  of  independence  in  Central  America,  the 
first  attempt  towards  opening  the  canal  was  made  by  Senor  de  la 
Cerda,  afterwards  Governor,  who  urged  it  upon  the  Federal  Congress 
in  the  year  1823 ;  but  the  succeeding  disturbances  deferred  all  move- 
ments until  1825,  when  the  Congress  passed  a  decree  authorizing  its 
opening.  Proposals  were  made  by  Mr.  Bayley,  agent  for  Barclay  & 
Co.,  and  by  Mr.  Beniski,  for  Aaron  Palmer  &  Co.,  of  New  York. 
The  Nicaraguan  Government,  though  aware  of  Mr.  Bayley's  charac- 
ter and  experience,  preferred  to  take  an  unconditional  offer  from  Be- 
niskiy  who  promised  to  pay  down  $200,000,  and  open  a  canal.  A 
scheme  was  announced  as  under  the  patronage  of  the  President  of  the 
United  States,  and  of  eminent  New  York  men,  including  De  Witt 
Clinton.     No  capital  was  raised. 

In  1828,  the  King  of  the  Netherlands  proposed  to  undertake  the 
work,  if  a  survey  should  show  its  practicability.  The  Dutch  General 
Verveer  came  over  with  instructions  to  undertake  the  canal.  He 
found  Central  America  in  the  midst  of  one  of  her  incessant  revolu- 
tions ;  the  matter  was  deferred ;  the  liberal  offers  of  the  Dutch  Gov- 
ernment were  not  finally  closed,  and  the  revolutions  in  their  own  coun- 
try (1830)  put  an  end  to  the  plans. 

March  8d,  1835,  a  resolution  passed  the  (7.  S.  Senate  that  the  Pre- 
-flident  be  requested  to  consider  the  expediency  of  opening  negotiations 
with  other  governments,  and  particularly  with  Central  America,  for 
protecting  individuals  or  companies  who  may  undertake  to  open  a 
communication  between  the  Atlantic  and  Pacific  Oceans.  A  special 
agent  was  appointed  by  Gen.  Jackson — Mr.  Charles  Biddle,  formerly 
of  Philadelphia — to  visit  the  different  routes  best  adapted  for  inter- 
oceanic  transit.  He  appears,  however,  to  have  visited  only  the  line 
of  the  present  Panama  Railroad,  and,  after  this  visit  and  an  attend- 
ance on  the  Congress  at  Bogota,  where  he  received  information  on 
the  different  lines,  he  returned  to  the  United  States,  regarding  his 
success  in  the  examination  of  the  Panama  line  for  the  purpose  of  a 
railroad  sufficient  to  warrant  him  in  omitting  further  investigations. 
His  instructions  had  been  to  proceed  to  San  Juan  and  the  Nicaragua 
Lake  ;  but,  from  the  difficulty  of  obtaining  a  conveyance  to  San  Juan, 
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he  had  lauded  at  Panama.     Mr.  Biddle  died  befoire  reaching  Wmsh- 
ington  to  report  upon  his  mission. 

Bailey's  Surveys. 

In  1837,  Gen.  Morazan,  President  of  Nicaragua,  resolved  to  have 
accurate  surveys  made,  intending  to  raise  a  loan  in  Europe.  Mr. 
John  Bailey,  Lieut,  of  Marines,  H.  P.,  for  20  years  resident  in  Nicara- 
gua, was  employed  for  this  purpose.  His  results  were  communic^^d 
to  the  Royal  Geographical  Society  in  1844,  but  only  partially  pub- 
lished. 

It  appears  that  in  1837-38,  he  ''surveyed  the  Lake  of  Grenada 
(Nicaragua),  the  River  San  Juan,  flowing  out  of  it  at  the  port  of  Sw 
Juan  del  Norte,  lat.  10°  56'  45''  N.,  long.  83°  48'  14"  W.,  and  the 
ist^hmus  between  the  lake  and  San  Juan  del  Sur,  lat.  11°  15'  87"  N., 
long.  85°  52'  56"  W." 

His  proposed  line,  as  given  in  the  Society's  Journal,  and  a&ex- 
"vitLxM  in  bis  own  work,  published  in  1850,  w^  the  course  of  the  Sa^ 
Juan  del  Norte,  thence  by  the  Lake  Nicaragua,  terminating  io,  tl^^ 
coa^t  at  San  Juan  del  Sur.  Between  that  port  and  the  mouth  of  the 
Lajas  River,  emptying  into  Lake  Nicaragua,  a  line  of  levels — '^'a  99ri«» 

of  351  levels'' — wi^  taken  in  1838,  at  different  station^. 

Feel. 
From  these  levels  he  made  the  sum  of  the  ascents,     .  .     1047 

The  sum  of  the  descents,  .....  919 

Hence  the  difference  or  height  of  Lake  Nicaragua  above  the 

Pacific  Ocean,  at  low  water,  is         .  .  .  .       128 

This  result  has  a  near  approximation  to  that  quoted  by  Thompsoii 
in  his  ^'  Guatemala,"  as  obtained  from  a  series  of  347  water  levels,  a^ 
an  average  distance  of  100  yards  each,  made  by  order  of  the  Captain 
General  Galvez,  the  excess  of  descents  then  ascertained  being  1^ 
feet. 

It  was  considered  unfortunate  by  some  that  Bailey's  survey  was  not 
carried  on  the  line  passing  through  the  Lakes  Managua  to  the  port 
Bealejo.  On  the  other  hand,  Oapt.  Belcher,  R.  N.,  in  1837,  found  ii 
necessary  to  correct  the  accounts  which  represented  Realejo  as  a  haih 
bor.  He  says :  ^'  Trusting  to  the  accounts  I  had  read  of  the  magni- 
ficence of  this  port,  I  had  fully  intended  placing  the  ^  Sulphur '  (880 
tons)  near  the  town.  The  visit  of  the  captain  of  the  port  spon  unde- 
ceived me.     He  assured  me  that,  at  low  water,  not  more  tbaq  three 
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ft)«t  would  be  found  near  tke  toWn,  and  so  narrow  that  there  was  bately 
room  for  the  oars  of  my  gig.  *  *  The  distance  from  the  position 
where  vessels  nsaallj  anchor  (Cardon)  to  Realejo  is  a  sad  drawback." 
Oardon,  nine  miles  from  Realejo,  has  two  entrances,  both  of  which 
are  safe  under  proper  precaution. 

Mr.  Bailey  doubtless  did  an  arduous  and  faithful  work  for  more 
than  two  years  on  this  survey.  By  the  dissolution  of  the  Federal 
Government,  and  the  repudiation  of  its  debts  by  each  State,  he  seems 
t6  have  utterly  failed  of  reward. 

The  surveys  by  Bailey  had  revived  the  plans  of  Galisteo  (1781), 
and  popularized  in  Nicaragua  the  idea  of  a  canal.  From  1838,  there- 
fbte,  to  1846,  movements  for  it  were  set  on  foot  with  Belgium,  and 
^ith  Louis  Napoleon  while  a  prisoner  in  the  fortress  of  Ham.  M. 
Oastellon  (afterward  slain  during  Walker*8  invasion)  was  sent  in  1844, 
ly  Guatemala,  San  Salvador  and  Honduras,  to  solicit  the  protection 
of  France,  and  in  return  to  offer  the  commercial  advantages  of  the 
<M>ttntry.  M.  Guizot  was  at  that  time  already  committed  to  a  full  ex- 
aaiiiiatiott  of  the  Panama  route,  given  into  Garella's  charge  during 
the  previous  year, — a  route,  too,  where  no  conflict  with  British  inte- 
testti  Was  involved.  Oastellon,  however,  received  permission  to  visit 
Lotris  Napoleon.  He  succeeded  in  impressing  him  with  the  idea  Of 
the  work  in  Nicaragua  with  sufficient  favor  to  obtain  from  the  Prince 
fho  decision  that,  if  he  should  recover  his  liberty,  he  would  proceed 
to  America  and  undertake  the  canal.  A  decree  in  1846  assigned  to 
the  enterprise  the  name  ^^  Ganale  Napoleone  de  Nicaragua."  But  the 
^ptive  was  not  allowed  to  go  over ;  the  destinies  of  France  were  to 
be  itt  his  hands ;  the  influence  he  had  always  coveted  to  wield  for  the 
Latin  race  and  for  France  in  the  western  world  was  neter  to  bo 
Wioldod.  After  Napoleon's  arrival  in  London,  he  earnestly  advocated 
before  the  Institution  of  Civil  Engineers  the  superior  advantages  of 
this  route.  In  a  pamphlet,  with  the  initials  L.  N.  B.,  and  more  fully 
IB  **Le9  (Euvres  de  Napoleon/'  Vol.  II,  a  route  terminating  on  the 
Pacific  at  Realejo,  and  the  plans  of  development  for  Central  America, 
were  drawn  out.  In  order  to  secure  this  end,  he  advocates  a  line  not 
to  cut  through  the  narrowest  tongue  of  land,  but  through  the  country 
most  populous,  fertile,  healthy,  and  crossed  by  the  greatest  number  of 
rivers,  "  There  are  some  countries,"  says  the  Prince,  "  which,  by 
their  geographical  position,  are  destined  to  the  highest  rank  in  pros- 
perity, provided  that,  where  nature  has  done  everything  for  man,  he 
does  not  neglect  to  make  use  of  the  advantage  placed  in  his  hands. 
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Tyre,  Carthage,  Constantinople,  Venice,  London ;  and,  in  the  n€ir 
world,  Leon  or  Massaja — as  favorably  situated  as  Constantinople  in 
the  old — are  noted  examples  of  what  prosperity  may  be  attained  by 
places  situated  like  these  for  commerce." 

M.  Felix  Belly  himself,  afterward  so  closely  connected  with  the 
Nicaraguan  plans,  says  of  the  Prince's  ideas,  at  this  time,  that  they 
were  a  reviving  of  the  old  dreams  of  attaining  the  wealth  of  the  East» 
*'  The  Eastern  vision  of  Constantinople  and  the  Indies  had  been  de- 
stroyed  by  the  guns  of-  Sydney  Smith  at  St.  Jean  d' Acre ;  this  new 
Western  vision  before  Napoleon  borrowed  intensity  every  day  from 
the  ennui  of  a  five  years'  confinement."  The  vision,  however,  early 
sank  out  of  view  in  the  West.  The  pamphlet,  ^'  L.  N.  B.,"  and  the 
detailed  route,  estimated  cost  and  revenues  of  the  ^'  Canale  Napa- 
leone  "  in  his  works,  are  all  which  remain. 

Political  and  commercial  events  came  on  of  higher  moment  than  the 
attempted  transfer  even  of  a  Napoleon  to  our  hemisphere.  The  gold 
fields  of  California,  in  1849,  opened  up  the  great  change.  Their  dis^ 
covery,  by  creating  necessities  for  the  transportation  of  the  multitudes 
whom  they  seemed  to  invite,  stirred  again  direct  propositions  to  the 
Government  of  Nicaragua.  Mr.  Wheelwright,  the  projector  of  » 
British  line  of  steamers  on  the  west  coast  of  South  America,  with 
some  American  citizens  alive  to  the  enterprise,  asked  a  concession. 
In  the  meantime  England,  reviving  the  ideas  of  Nelson's  day,  bent 
its  whole  policy  in  Central  America  to  acquiring  permanent  control 
of  the  isthmus.  In  January,  1848,  she  siesed  the  port  of  San  Juan, 
naming  it — in  honor  of  Lord  Grey,  then  Governor  of  Jamaica,  and 
as  the  terminus  of  a  canal — Ghreytown.  The  British  Vice- Consul  Man* 
ning  wrote  Lord  Palmerston,  earnestly  urging  a  British  Protectorate,^ 
in  order  to  ^^  obtain  control  of  so  desirable  a  spot  in  the  commercial 
world,  and  to  free  it  from  the  competition  of  so  adventurous  a  race  aa 
the  North  Americans." 

As  the  final  result  of  representations  against  these  English  move* 
ments,  made  in  1847 — 48  to  the  President  of  the  United  States  by  the 
Supreme  Director  and  by  the  Secretary  of  State  of  Nicaragua,  Mr. 
Hise,  and  afterward  Mr.  E.  G.  Squier,  were  sent  on  missions  chiefly 
in  regard  to  the  transit.  Messrs.  Yanderbilt  and  White,  being  at 
the  same  time  applicants  before  the  Government  of  Nicaragua  for  a 
canal  charter,  succeeded  in  obtaining  a  liberal  concession  for  the 
^* American  Atlantic  and  Pacific  Ship  Canal  Company,"  the  Ameri^ 
can  Charg^  having  given  to  the  grantors  assurance  that  his  govern* 
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ment  would  extend  its  guarantees  to  a  proper  charter.  The  treaty 
atipnlations  made  in  connection  with  this  grant  were  ratified  unani- 
mously by  Nicaragua,  but  gave  way  in  the  United  States  to  the  fa- 
mous  Glayton-Bulwer  Treaty,  which  was  believed  by  the  American 
Secretary  of  State  to  secure  unequivocally  ^Hhe  liberation  of  Central 
America  from  the  dominion  of  any  foreign  power." 

The  Company  organized  in  New  York  for  the  construction  of  a 
canal,  sent  out  Col.  0.  W.  Childs,  a  distinguished  engineer  of  Phila- 
delphia, to  make  a  full  survey.  As  exhibiting  the  entire  confidence 
held  by  the  projectors  in  the  enterprise,  a  public  banquet  was  given 
by  them  February  12th,  1850,  before  even  a  reconnoissance  had  been 
made.  In  January,  1851,  the  successful  passage  of  the  San  Juan 
and  navigation  by  a  steamer  on  the  Lake  Nicaragua,  was  hailed  with 
enthusiasm.  The  movement  itself,  in  connection  with  the  increase  of 
adventurers  to  California,  largely  influenced  emigration  and  purchase 
in  Nicaragua,  lands  advancing  in  price  in  the  projected  town  of  *^  Co- 
rinth,*' On  the  Bay  of  Realejo,  from  four  francs  to  one  hundred  and 
twenty-five  per  hectare. 

But  although  a  wondrous  activity  in  trade  was  temporarily  aroused 
in  Nicaragua,  and  there  seemed  every  promise  one  could  desire  for 
that  country  as  a  token  of  what  true  benefits  would  accrue  if  the 
eanal  were  opened,  three  things  forcibly  arrested  its  best  prospects. 
These  were  the  disfavor  shown  by  capitalists  in  England  to  the  report 
of  Col.  Childs  \  the  fact  that  greater  gains  by  far  were  to  be  realised 
by  using  this  route  as  a  mere  passenger  transit  than  by  going  on  with 
a  canal  project;  and,  lastly,  the  miserable  invasion  of  the  country  by 
Walker's  Buccaneers.   The  report  of  Col.  Childs  estimated  for  a  canal 
of  but  17  feet  in  depth  and  60  feet  in  width  (nearly  10  feet  less  in 
depth  and  nearly  200  feet  less  in  width  than  the  Sues  Ship  Canal), 
at  a  cost  of  $81,500,000.     The  report,  as  well  as  the  survey  itself, 
was  a  work  of  the  highest  character,  trustworthy  and  safe.     But  the 
English  capitalists  shrank  from  an  investment  in  an  enterprise  the 
report  of  which,  though  conforming  to  the  requirements  of  modern 
engineering,  admitted  that  an  increase  in  cost  would  by  no  means  be 
proportionated  to  the  increased  dimensions  required  for  the  commerce 
of  the  age.     The  original  charter  to  the  American  Atlantic  and  Pa- 
cific Ship  Canal  Company,  was  permitted  by  the  Nicaragua  Govern- 
ment to  have  its  ship  canal  powers  and  pririleges  reserved  and  sepa- 
rated, and  a  new  company,  ^^  The  Accessory  Transit  Company,"  was 
formed  under  its  franchise.     The  profits  of  travel  and  traffic  under 
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this  minor  arrangemeot,  carried  the  larger  original  enterprise  out  of 
view ;  and  the  inraeion  and  misrule  of  Walker  closed  off  public  stten* 
tion. 

The  conflict  between  the  Company  and  the  buccaneer  brought  on 
the  destruction  of  Greytown,  and  left  an  eril  feeling  against  Ameri* 
cans  in  place  of  the  advanced  good  feeling  which  had  preTailed.     It 
seriously  injured  the  transit  of  passengers.     Yet,  between  1851  and 
1867 — a  date  later  than  belongs  to  the  thread  of  our  narrative  at  thtf 
point— the  large  number  of  150,000  passengers  were  conveyed  aeroas 
this  route.     It  was  an  opposition  line  to  the  Panama  Railroad. 
Two  eras  in  the  history  of  the  route  remain  to  be  noticed : 
I.  The  first  ia  the  outlay  by  the  ^  Central  American  Transit  Com* 
pany"  in  their  projected  improvement  of  the  harbor  of  Greytown.   In 
1865,  Capt.  Preston  C.  F.  West,  of  U.  S.  Coast  Survey,  was  appoint- 
ed to  make  surveys  which  would  ^^  determine  the  practicability  of  ini'- 
proving  the  San  Juan  Biver,  uid  of  reclaiming  the  hasbor  of  Grey- 
town.     His  appointment  was  the  result  of  an  application  froiA  Don  L« 
Molina,  Minister  from  Nicaragua  to  the  United  States,  and  in  eon* 
formity  with  an  article  in  the  c<Hitract  between  the  Nicaragnan  Got- 
ernment  and  the  Company.     Capt  West's  report  was  unwillingly  b«t 
decidedly  unfavorable.    In  respect  of  Greytown,  especially,  he  re- 
ported :  ^^  After  carefully  studying  the  question  of  improvement  to 
admit  ocean  steamships,  I  am  sorry  to  be  obliged  to  recommend  tho 
abandonment  of  the  idea."   The  whole  report  was,  however,  svbmitted 
by  the  disappointed  parties  to  a  Commission  asked  for  by  the  Secre- 
tary of  State  (on  the  application  of  the  Niearaguan  Minister)  from  the 
National  Academy  of  Sciences.     This  Board,  consisting  of  General 
Humphreys,  17.  S.  A.,  Admiral  Davis,  U.  S.  N.,  and  Messrs.  Hilgarcl 
and  Mitchell,  of  the  Coast  Survey,  confirmed  in  the  main  the  judg- 
ments expressed  by  Capt.  West.     The  outlay  by  the  Company  of  a 
large  amount  in  spite  of  these  unfavorable  auspices,  was  almost  an 
unmodified  loss. 

II.  The  consolidation  of  the  interests  of  the  original  Atlantic  and  Pa* 
cific  Steamship  Canal  Company,  the  Accessory  Transit  Company  and 
the  Central  American  Transit  Company  into  the  one  Company  last 
named,  awakens  a  new  fiiiancial  and  commercial  interest  in  the  route, 
and  has  led  to  an  expedition  for  further  surveys  authorize^  by  the 
Navy  Department,  under  an  Act  of  Congress  of  1871. 

An  expedition,  under  command  of  A.  F.  Crosman,  U.  S.  N.,  ot 
Philadelphia,  left  the  United  States  in  the  Spring  of  1872.    The 
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reason  wi»  too  far  advanced  toward  the  beginiHOg  of  the  tropical 
rans  t»  permit  more  than  a  mere  recoanoieaaivce  for  a  proper  survey 
in  the  Fall.  Com.  Croaman's  inatrtietions  contemplated  an  examina- 
tion of  Limon  Bay  on  the  south  and  Monkey  point  on  the  north,  as 
a  substitute,  if  possible  in  either  case,  for  the  lost  harbor  of  Grey- 
town  ;  also,  the  ronning  of  a  line  of  levels  on  some  new  and  more 
promising  route  from  Lake  Nicaragua  to  the  Pacific. 

Having  but  just  landed  a  party  of  observtition  at  Port  Limon,  and 
arranged  for  landing  and  beginning  foil  work  by  ascending  the  Colo- 
rado river,  most  unhappily  the  commander  was  drowned,  together  with 
Master  Force,  U.  S.  N.,  and  four  men,  off  the  bar  at  Greytown,  April 
7th,  1872. 

Com.  Hatfield,  U.  8.  N.,  assuming  the  charge  of  the  expedition, 
^laoended  the  Colorado,  and,  from  its  junction,  the  San  Juan  also,  to 
Fort  San  Carlos,  experiencing  the  same  difBculties  in  kind  in  getting 
Ub  steam  launch  up  the  rapids,  as  Nelson  in  his  day  fovnd  with  his 
boats.  Ik  nine  days,  however,  he  placed  the  laundi  on  the  great  lake, 
provided  fw  its  employ  in  taking  the  soundings  necessary  upon  it, 
«ndy  proeeediftg  to  La  Virgin,  organised  parties  for  surveys  from  the 
montlteof  the  Supoa  and  the  Lajas.  The  line  from  the  lake  to  Salinas 
Bmj  by  the  river  Sapoa  proved  entirely  impractieaUe,  by  reason  of 
tbn  altitude  of  the  snmmit  level.  One  of  Ool.  Child's  original  lines 
iras  ozamined  with  more  fiivorable  results  than  offered  by  him«  A  new 
tine,  indnding  part  of  this  and  measuring,  it  is  believed,  but  sixteen 
mflea  from  the  Lake,  was  begun.  It  witt  be  the  first  reamed  by  the 
party  organising  at  the  date  of  this  commuaicatioa,  under  Comman^ 
der  B.  P.  Lull,  U.  S.  N.,  who  was  selected  by  the  Navy  Department 
to  porme  these  investigations  immediately  on  the  report  of  Commander 
<3Deeaman's  death.  Another  line  was  begun  by  Commander  Hatfield, 
by  the  River  Ochomaga ;  sufiScient  time,  however— K)nly  five  weeks  of 
work  in  all-— conld  not  be  given  by  Hatfield's  expedition  to  secure 
«ny  full  basis  of  decision  on  the  routes.  His  faithful  labors  were  com- 
mended by  the  Government. 

There  is  this  encouraging  fact  to  those  who  have  hope  of  the  Nica- 
ragna  rcmte,  as  probably  the  last  hope  of  securing  early  a  ship  canal 
on  this  Continent,  that  both  Col.  Chtlds  and  several  of  his  assistants 
in  the  survey  of  1851-52,  including  Mr.  Sweet  and  Mr.  Cropsey,  of 
the  New  York  Engineers,  have  confidently  believed  that  a  practicable 
route  cau  and  will  here  be  found. 

The  Navy  Department  now  sends  there  an  able  and  experienced  of- 
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ficer,  previously  on  the  iethmuB  explorations;  he  will  accomplish  what 
can  be  done  in  securing  that  which  the  now  assured  success  of  the  Sues 
Canal  more  than  ever  demands  for  American  commerce  and  our  Amer^ 
lean  name. 

BELTING  FACTS  AND  FIGURES. 

Bt  J.  H.  Cooper. 
(Oontinaed  from  Yol.  LXIY,  page  344.) 

Frictional  Q-earing, — ^'Frictional  Gearing  is  a  term  applied  bj 
Webster  to  wheels  that  transmit  motion  by  surface  contact  without 
teeth.  This  stjle  of  gearing  is  much  used  in  the  lumbering  region  of 
the  '  north  west/  and  is  fast  gaining  favor  wherever  applied.  It  has 
some  advantages,  not  possessed  by  other  modes  of  communicating  mo- 
tion, which  do  not  appear  to  be  counteracted  by  any  peculiar  disad^ 
vantages. 

^^  In  large  mills  where  this  gearing  is  used  to  transmit  power  ta 
drive  five  or  six  gangs,  one  or  two  large  circular  saws,  a  muley,  gang 
edgers,  trimmers,  slashers,  lath  mills,  shingle  mills  and  other  machine* 
ry,  where  20,000  feet  of  boards  may  be  sawn  in  an  hour,  the  facea 
of  the  wheels  are  made  as  smooth  and  straight  as  possible ;  one  wheel 
is  made  of  iron  and  the  other  of  wood,  or  of  iron  covered  with  wood. 

"  Where  it  is  practicable,  this  gearing  is  so  arranged  that  the  wood 
drives  the  iron,  to  prevent  the  ^  slip'  at  starting  from  wearing  the 
wood-faced  wheel  unevenly.  Although  this  tendency  is  much  lesa 
than  might  be  supposed,  as  in  most  cases  the  *  bull-wheel,'  used  toit 
drawing  logs  into  the  mill,  is  a  large  wooden  wheel  driven  by  a  small 
one  of  iron,  and  these  wheels,  started  and  stopped  while  the  driver  ia 
in  full  motion  a  hundred  times  a  day,  work  well  and  last  for  several 
years.  But  for  machinery  in  constant  use,  the  wooden  wheel  should 
always  drive  the  iron  wheel. 

<<  For  driving  heavy  machinery,  the  wooden  drivers  are  put  upon 
the  engine  shaft,  and  each  machine  is  driven  by  a  separate  counter- 
shaft. Two  or  more  of  these  counter-shafts  are  usually  driven  by  con- 
tact with  the  same  wheel,  and  each  is  arranged  so  as  to  be  thrown  out 
from  the  driver  and  stopped  whenever  required,  and  again  started  at 
any  moment,  by  a  slight  movement,  without  interference  with  other 
machinery. 

^^  To  drive  small  machinery,  these  friction  drivers  are  put  upon  a 
line  shaft  so  as  to  drive  a  small  counter-shaft,  from  which  the  machine 
18  driven  by  a  belt,  which  may  be  shifted  in  the  usual  way. 
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'^  In  many  mills  firom  100  to  800  horse  power  are  transmitted  by 
this  kind  of  gearing. 

^^  For  driving  light  machinery,  running  at  high  speed,  as  in  sash, 
door  and  blind  factories,  basswood — the  linden  of  the  Southern  and 
Middle  States — has  been  found  to  possess  good  qualities,  having  con- 
siderable durability  and  being  unsurpassed  in  the  smoothness  and 
softness  of  its  movement.  Cotton-wood  has  been  tried  for  small  ma- 
chinery, with  results  somewhat  similar  to  those  of  basswood,  but  ia 
found  to  be  more  affected  by  atmospheric  changes ;  even  white  pine 
makes  a  driving  surface  which  is,  considering  the  softness  of  the  wood,, 
of  astonishing  eflSciency  and  durability.  But  for  all  heavy  work,  where 
from  20  to  60  horse  power  is  transmitted  by  a  single  contact,  soft 
maple  has,  at  present,  no  rival.  Driving  pulleys  of  this  wood,  if  oor* 
rectly  proportioned  and  well  built,  will  run  for  years  with  no  percept- 
ible wear.  For  very  small  pulleys,  leather  is  an  excellent  driver,  and 
very  durable. 

^*  Recently  paper  has  been  introduced  as  a  driver  for  small  machine- 
ry, and  has  been  applied  in  some  situations  where  the  test  was  most 
severe ;  and  the  remarkable  manner  in  which  it  has  thus  far  withstood 
the  severity  of  these  tests,  appears  to  point  to  it  as  the  most  efficient 
material  yet  tried. 

^^  The  proportioning  of  friction  pulleys  to  the  work  required,  and 
their  substantial  and  accurate  construction,  are  matters  of  perhaps 
more  importance  than  the  selection  of  material.  The  mechanic  who 
thinks  he  can  put  up  frictional  gearing  temporarily  and  cheaply  will 
make  it  a  failure.  Leather  belts  may  be  made  to  submit  to  all  man- 
ner of  abuse,  but  it  is  not  so  with  friction  pulleys.  They  must  be  ac- 
curately and  substantially  made,  and  put  up  and  kept  in  perfect  line. 

*^  All  large  drivers,  say  from  4  to  10  feet  diameter,  and  from  12  ta 
80  inch  face,  should  have  rims  of  soft  maple  6  or  7  inches  deep. 
These  should  be  made  up  of  plank,  1\  or  2  inches  thick,  cut  into 
'  cants,'  i,  I,  or  ^j^  of  a  circle,  so  as  to  place  the  grain  of  the  wood  as 
nearly  as  practicable  in  the  direction  of  the  circumference.  The  cants 
should  be  closely  fitted,  and  be  put  together  with  white  lead  or  glue^ 
strongly  nailed  and  bolted.  The  wooden  rim  thus  made  up  to  within 
about  8  inches  of  the  width  required  for  the  finished  pulley,  is  mount- 
ed upon  one  or  two  heavy  iron  ^spiders,'  with  6  or  8  radial  arms.  It 
the  pulley  is  aboye  6  feet  in  diameter,  there  should  be  8  arms,  and  2 
spiders  when  the  width  of  face  is  more  than  18  inches. 

'<  Upon  the  ends  of  the  arms  are  flat  ^pads,'  which  should  be  of 
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Jast  fvufBoient  width  to  extend  across  the  itmtt  foce  of  the  wooden  ritn, 
as  described,  that  is,  3  inches  less  than  the  width  of  the  finished  ptl* 
ley.  These  pads  are  gained  into  the  inner  side  of  the  rim,  the  gains 
being  cut  large  enough  to  admit  keys  under  and  beside  the  pads. 
When  the  keys  are  well  driven,  strong  ^  lag '  screws  are  put  througli 
the  ends  of  the  arm  into  the  rim.  This  done,  an  additional  *  round' 
is  put  upon  each  side  of  the  rim  to  cover  bolt  heads  and  secure  the 
keys  from  ever  working  out.  The  pulley  is  now  put  to  its  place  on 
the  shaft  and  keyed,  the  edges  trued  up,  and  the  face  turned  off  with 
the  utmost  exactness. 

<<  For  small  drivers,  the  best  construction  is  to  make  an  iron  pulley 
of  about  8  inches  less  diameter  and  8  inches  less  face  than  the  pulley 
required.  Have  4  lugs  about  one  inch  square  cast  across  the  face  of 
this  pulley.  Make  a  wooden  rim,  4  inches  deep,  with  face  equal  to 
that  of  the  iron  pulley,  and  the  inside  diameter  equal  to  the  outer  di- 
ameter of  the  iron.  Drive  this  rim  snugly  on  over  the  rim  of  the  iron 
p«Uey,  having  cut  gains  to  receive  the  lugs,  together  with  a  hard  wood 
key  beside  each.  Now  add  a  round  of -cants  upon  each  side,  with  theit 
diameter  less  than  the  first,  so  as  to  cover  the  iron  rim.  If  the  pulley 
is  designed  for  heavy  work,  the  wood  should  be  maple,  and  shotld  be 
well  fastened  by  lag  screws  put  through  the  iron  rim.  But  for  light 
work|  it  may  be  of  basswood  or  pine,  and  the  lag  screws  omitted.  But 
in  all  cases  the  wood  should  be  thoroughly  seasoned. 

^^  In  the  early  use  of  friction  gearing,  when  it  was  used  only  aif 
backing  gear  in  saw*milis,  and  for  hoisting  in  grist-mills,  the  pulleys 
ivere  made  so  as  to  present  the  end  of  the  wood  to  the  surface ;  anti 
ire  occasionally  yet  meet  with  an  instance  where  they  are  so  made. 
But  such  pulleys  never  run  so  smoothly  nor  drive  so  well  as  those  made 
with  the  fibre  more  nearly  in  line  with  the  work.  Besides,  it  is  much 
more  difficult  to  make  up  a  pulley  with  the  grain  placed  radially,  and 
to  secure  it  so  that  the  blocks  will  not  split  when  put  to  heavy  work, 
than  it  is  to  make  it  up  as  above  described. 

*^  As  to  the  width  of  face  required  in  frictional  gearing,  when  the 
drivers  are  of  maple,  a  width  of  face  equal  to  that  required  for  a  good 
single  leather  belt  to  do  the  same  work,  is  sufficient.  Or,  to  speak 
more  definitely,  when  the  travel  of  the  surfaoe  is  equal  to  1200  feet 
per  minute,  the  width  of  face  should  be  at  least  one  inch  for  each 
horse-power  to  be  transmitted,  and  for  drivers  of  bass  wood  or  pine, 
Ij^  to  2  inches. 

"The  driven  pulleys  are  wholly  of  iron,  and  similar  to  belt  pulleys. 
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hat  much  heavier,  having  more  arms  and  stronger  rim.  The  arms 
should  be  straight  rather  than  curved,  and  there  should  be  two  sets  of 
armB  when  the  face  of  the  pulley  is  above  16  inches.  A  very  good 
rule  is  to  make  the  thickness  of  the  rim  2^  per  cent,  of  the  diameter 
of  the  pulley. 

*^To  secure  perfect  iwccuracy,  these  pulleys  must  be  fitted  and 
turned  upon  the  shaft ;  and  when  large,  the  shaft  should  run  in  jour- 
nal boxes,  while  the  face  is  being  turned,  after  which  they  should  be 
balanced,  neglect  of  which  has  been  the  means  of  destroying  friction 
pulleys  that  otherwise  were  well  made." 

^^  The  conditions  and  results  of  a  few  experiments,  made  to  test  the 
tractive  power  of  smooth  faced  friction  pulleys,  are  here  given.  These 
ej^periments,  when  made,  were  not  meant  for  publication  or  for  the 
benefit  of  science,  but  to  establish  rules  for  private  practice.  They 
should  be  repeated  by  others  before  being  taken  as  conclusive. 

^^  For  the  experiments,  two  pulleys  were  made  in  the  usual  way,, 
oji^e  being  of  wood — soft  maple — and  the  other  of  iron.  Both  were 
accoraitely  and  smoothly  finished.  These  pulleys  were  each  17  inches 
i^  diameter,  apd  of  6  inch  f^ce,  and  were  piat  up  as  shown  in  the  aur- 
niQixed  diagram : 


*^A  is  a  double  bell  crank  frame,  with  arms  2  feet  long.  The  enda 
of  the  upright  arma  receive  the  bearings  for  the  iron  pulley,  I.  The 
jouruqjp  of  this  pulley  are  Ij^  inehes  diameter  and  8  inches  long,  and 
run  in  Babbitt  boxes.     The  frame  is  hung  upon  journals,  T,  and  is 
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balanced  by  tbe  weight,  B.  The  face  of  the  pnlley,  I,  is  extended 
beyond  the  six  inches  to  receive  the  cord,  C,  for  which  purpose  a 
shallow  groove  is  cut  in  the  pulley,  so  as  to  bring  the  centre  of  the 
cord  to  the  periphery.  The  driving  pulley,  Y,  is  put  upon  a  shaft 
where  it  niay  be  made  to  revolve  slowly  in  the  direction  of  the  arrow. 

^^  It  will  be  seen  that  P  will  bring  the  pulleys  together  with  a  pres- 
sure just  equal  to  its  weight.  The  wooden  pulley  being  in  motion, 
the  pressure,  when  sufficient,  will  roll  the  other  pulley  and  raise  the 
weight,  W. 

^^  The  manner  of  experimenting  was  to  put  a  given  weight  upon 
the  cord,  G,  and  while  the  driving  pulley  was  moving,  to  increase  the 
weight,  P,  until  W  was  lifted.  The  machinery  was  then  stopped, 
when  the  weight  would  descend,  slipping  the  iron  pulley  upon  the 
wood.  The  weight  of  P  was  now  noted;  the  weight  was  again  raised, 
and  the  pressure  increased  sufficiently  to  hold  the  weight  from  slip- 
ping down,  and  the  pressure  again  noted. 

^^After  these  experiments  were  made  and  twice  repeated  with  the 
pulleys,  the  frame,  A,  was  reversed,  so  that  the  weight,  P,  would  tend 
to  separate  the  pulleys.  They  were  then  connected  by  a  6-inch  leather 
belt,  and  the  experiments  repeated,  giving  the  results  in  the  fourth 
and  fifth  columns. 


Fbiotion  Pullets. 


Weight  raised. 


Pressure  requir 
ed  to  just  raise 
the  weight. 


10 

20 

80 

40 

60 

60 

70 

80 

90 

100 

120 

140 

160 

180 


58 
87 
115 
148 
171 
199 
225 
264 
295 
854 
416 
477 
588 


Pressure  requir- 
ed to  raise  the 
weight  without 
slip. 


58 
65 
96 
125 
154 
185 
214 
244 
289 
812 
387 
488 
499 
561 


Belted 

PotLKTS. 

Pressure  requir- 

Pressure requir- 

ed  to  raise  the 

ed 

to  raise  the 

weight. 

weight   withomt 

slip. 

80 

84 

60 

69 

91 

120 

121 

169 

158 

199 

188 

242 

218 

247 

289 

832 

278 

375 

310 

419 

872 

487 

442 

568 

524 

652 

592 

781 
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^^  It  will  be  seen  that,  in  this  test,  the  traction  of  the  friction  wheeb 
was  greater  than  that  of  the  belted  pulleys,  and  considerably  more 
than  is  usually  supposed  to  be  obtained  from  belts  upon  pulleys  of. 
either  wood  or  iron ;  and  that  while  there  is  a  marked  falling  oflf  in 
the  adhesion  of  the  belt  as  the  work  increased,  that  of  the  friction 
increases  as  the  labor  becomes  greater.  Also  that  the  difference  in 
ihe  pressure  required  to  just  do  the  work,  and  that  necessary  to  do 
it  without  loss  or  slip,  advances  in  an  increasing  ratio  with  the  work 
of  the  belt ;  but  in  the  friction  it  is  almost  constant  throughout  the 
whole  range  of  experiments.  The  figures  applied  to  the  friction 
wheels  are  the  mean  results  of  repeated  experiments;  those  applied 
Xo  the  belted  pulleys  are  each  of  a  single  test.  It  is  not  thought  that 
these  experiments  were  sufficient  to  fully  establish  all  that  the  figftres 
show ;  but  they  were  enough  to  prove  that  smooth  faced  wheels  pos- 
sess a  much  higher  tractive  power  than  has  been  generally  supposed. 

'^And  now  a  word  as  to  some  of  the  advantages  of  friction  gearing. 
Being  always  arranged  with  a  movable  shaft,  so  that  the  wheels  may 
be  thrown  together  or  apart  with  the  greatest  ease,  the  machine 
•driven  by  it  is  started  and  stopped  at  any  moment,  while  the  driving 
wheel  remains  in  motion.  And  when  stopped,  the  separation  is  com* 
plete,  and  may  so  remain  for  any  number  of  minutes  or  months  with- 
out attention,  and  may  be  again  started  at  any  moment  without  the 
least  inconvenience  or  injury.  So  slight  is  the  separation  required, 
that  it  is  done  almost  without  an  effort.  And  by  it  we  entirely  dis- 
pense with  the  nuisance  of  loose  pulleys,  belt  shifters  and  idle  run- 
ning belts,  and  with  the  risk  of  throwing  off  and  putting  on  belts.  It 
obviates  the  delay  and  labor  of  shipping  and  unshipping  pinions,  and 
the  rattle  and  bang  and  frequent  breaking  of  clutches.  It  is  durable 
and  requires  no  repairs  ;  it  is  compact  and  economizes  room.  It  does 
not  increase  the  pressure  on  journals  when  the  speed  is  quickened,  as 
is  the  case  with  belts  running  with  great  velocity,  but  remains  con- 
stant at  all  speeds.  And  it  will  transmit  any  amount  of  power,  even 
up  to  100  horse  power,  with  no  greater  percentage  of  loss,  and  with 
less  pressure  on  journals  than  can  be  done  by  belts. 

'^  It  is  not  intended  that  this  style  of  gearing  should  supersede  the 
belt.  There  are  hundreds  of  situations  in  which  nothing  can  take  the 
place  of  belts.  The  ease  with  which  they  can  be  carried  almost  in 
any  direction,  and  to  any  reasonable  distance,  will  perhaps  always 
place  them  foremost  as  a  means  of  transmitting  power.  But  where 
several  machines,  that  must  be  run  independently  of  each  other,  and 
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be  stopped  and  started  without  interference,  are  driven  by  the  same^ 
motor,  one  connection  at  least  should  be  frictional,  and  that,  if  prac- 
ticable, should  be  the  connection  nearest  the  motor.  Where  the  mo- 
tions are  slow  and  the  occasions  for  stopping  few,  this  is  of  less  im- 
portance ;  but  where  the  speed  is  considerable  and, the  stoppages  are 
frequent,  it  will  be  found  a  very  great  convenience. 

''  Since  the  introduction  of  friction  as  a  means  of  transmitting  mo- 
tion, it  has  often  been  desirable  to  apply  the  principle  to  bevel  gear- 
ing. When  correctly  and  substantially  built  and  accurately  put  up^ 
bevel  and  mitre  friction  wheels,  within  certain  limits,  operate  just  as 
well  as  those  having  cylindrical  faces.  In  all  fast  motions,  where 
not  more  than  10  horse-power  are  to  be  transmitted,  the  bevel  friciiom 
is  one  of  the  best  means  of  connecting  at  an  angle.  It  may  be  adapted, 
to  almost  any  angle  and  change  of  speed.  When  required  to  give 
two  motions  in  opposite  directions,  two  equal  bevel  wheels  fieunng  each 
other  may  be  secured  to  one  shaft,  and  the  third  wheel  matching,  but 
not  touohing,  yet  placed  on  the  end  of  a  shaft,  such  that  it  may  be 
brought  into  facial  contact  with  either  at  pleasure. 

^^  In  building  this  gearing,  the  iron  cone  is  made  similar  to  a  befvel 
pinion,  but  with  a  smoothly  turned  face,  carefully  finished  and  bal- 
anced. 

'^  If  not  over  21-  feet  in  diameter,  the  driver  may  be  built  upon  a 
'  hub  flange  '--*a  dbc  of  iron  of  about  two-thirds  the  diameter  of  the 
pulley,  with  a  hub  projecting  from  one  side.  The  hub  should  extend 
one-half  inch  beyond  the  thickness  of  the  wood  to  receive  an  annular 
disc  of  smaller  diameter,  through  which  the  whole  may  be  securely 
bolted  together. 

*^  Upon  the  flange,  around  the  hub,  the  pulley  should  be  built.  The 
first  two  or  three  inches,  to  form  the  back,  should  be  of  hard  wood, 
pnt  on  radially;  for  the  other  parts  use  soft  maple,  with  the 
grain  running  as  near  tangentially  as  possible.  The  layers  shouM  be 
secured  closely  together  with  glue  or  white  lead,  and  carefully  and 
thoroughly  nailed;  after  which  the  inner  flange  should  be  put  on  and 
the  whole  bolted  together,  and  then  truly  turned  to  the  exact  angle 
and  balanced. 

*^For  a  larger  bevel  driver  it  is  best  to  use  an  iron  center,  with  arms 
and  a  flanged  rim  of  less  diameter  than  the  face  of  the  wheel,  to  give 
room  for  the  wood  segments,  thus : 
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**'  Upon  this  wheel  the  wooden  rim  is  bailt  as  directed  for  the  hab 
jange,  except  that  the  bolts  must  b'e  pat  in  as  the  work  progresses,  so 
that  subsequent  layers  will  cover  the  heads,  and  is  finished  without 
the  smaller  flange. 

^*  In  setting  up  this  gearing  it  is  of  the  utmost  importance  that  the 
counter-shafts  line  exactly  to  the  centers  of  the  main  shafts,  and  at 
the  precise  angle  for  which  the  pulleys  were  fitted,  and  that  they  are 
substantially  set,  so  as  not  to  get  dbplaced. 

"This  gearing  is  thrown  *on'  and  *ofi"  by  moving  the  counter 
shafts  endwise  in  their  bearings,  This  may  be  done  by  allowing  the 
end  of  the  shaft  to  extend  through  beyond  the  outer  bearing  far  enough 
to  receive  an  extra  box,  one  end  of  which  is  closed  and  Babbitted  to 
receive  the  end  pressure.  This  box  is  set  up  by  a  lever  to  which  it 
is  pivoted.  A  groove  in  the  end  of  the  shaft  where  it  is  embraced  by 
this  box  will  serve  to  draw  it  back  when  the  lever  is  released.  In 
light  work,  it  is  as  well  to  make  the  outer  bearing  answer  for  both 
end  and  side  bearing,  which  may  be  moved  in  a  line  with  the  shaft. 

"  The  pressure  required  to  hold  these  pulleys  up  to  the  work  is  not 
^eat,  and  is  easily  applied  by  finbhing  the  end  of  the  shaft,  and  using 
a  flat  bearing  of  anti-friction  metal,  the  full  size  of  the  shaft.  Some- 
times a  steel  point,  like  a  lathe-center,  is  set  against  the  end  of  the 
shaft  to  receive  the  pressure,  but  this  is  a  very  bad  arrangement.  It 
makes  the  bearing  surface  too  small,  and  is  one  of  the  worst  forms  of 
bearing  to  keep  supplied  with  oil.  A  flat  bearing  of  wood,  especially 
of  hard  maple,  is  very  much  better  than  this. 

"  When  there  is  considerable  difference  in  the  sizes  of  bevel  wheels 
working  together,  the  end  pressure  is  most  upon  the  shaft  carrying 
•the  larger ;  but  this  may  frequently  be  neutralized,  upon  lines  having 
several  of  these  drivers,  by  setting  them  with  their  faces  reversed. 

"Facility  of  lever  adjustment  should  always  be  provided." — E.  S. 
WiCKLiN,  in  Sci.  Amer.j  Aprily  1872. 

Vol.  LXV.— Thibd  Sbriis.— No.  2.— Ffbbuart,  1873.  7 
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ON  THE  FRANCIS  DYNANOMETER. 

A  Paper  read  before  the  Franklin  histitute  at  the  Stated  Meeting,  December- 
ISth,  1872,  Bt  Samuel  Webber. 

Gentlemen  of  the  Franklin  Institute : 

Through  the  kindness  of  your  President,  I  have  the  pleasure  this 
evening  of  exhibiting  to  you  an  instrument  for  the  measurement  oF 
power  consumed  by  manufacturing  machines  and  tools,  commonly 
known  as  the  "  Francis  Dynanometer." 

The  original  of  this  machine  was  invented  somewhere  about  the 
years  1886 — 7,  by  Mr.  Samuel  Batchelder,  then  agent  and  since  Trea- 
surer of  the  York  Manufacturing  Company  at  Saco,  Maine,  now  living^ 
at  Cambridge,  Mass.,  one  of  the  oldest  living  American  cotton  manu- 
facturers, and  differed  from  the  present  machine  in  delivering  the 
power  directly  from  the  opposite  end  of  the  shaft  to  that  on  which 
the  power  was  received. 

As  this  mode  of  delivering  not  only  reversed  the  direction  of  the^ 
power,  but  made  it  necessary  to  move  the  driving  pulleys  or  the  ma- 
chine to  make  the  connection,  the  second  parallel  shaft  was  added  by 
James  B.  Francis,  Esq.,  the  agent  and  engineer  of  the  Locks  and 
Canals  Co.,  at  Lowell,  thus  restoring  the  direction  of  the  transmitted 
power  to  the  same  line  in  which  it  was  received,  and  making  it  prac- 
ticable at  once  to  place  the  dynanometer  on  the  mill  floor  in  the  line- 
of  motion,  and  obtain  readily  the  power  required  for  any  purpose. 

The  *' dash-pot,"  or  oil  cylinder  and  piston,  was  also  added  to  neu^ 
tralize  all  jar  and  vibration,  by  preventing  any  sudden  motion  of  the 
steel-yard,  while  the  play  of  the  piston  in  the  cylinder  is  sufficient 
to  admit  of  a  slow  motion  with  entire  freedom. 

The  principle  of  the  dynanometer  is  this :  that  of  obtaining  the 
'*  horse-power,*'  or  weight  moved  one  foot  per  second,  by  suspending 
that  weight  to  the  end  of  a  steelyard,  which,  were  it  not  thus  con- 
fined, would  be  free  to  rotate,  and  which  would  describe  a  circle  of 
which  its  length  is  the  radius. 

The  first  shaft,  passed  directly  through  the  axis  of  the  steelyard, 
has  fast  on  it,  at  one  end,  the  driven  pulley  and  a  bevel  gear,  which 
forms  one  side  of  a  compound  or  box  gear. 

The  bevel  on  the  opposite  side  and  the  delivering  gear  (which  takes 
the  place  of  the  delivering  pulley  on  the  original  machine)  are  fast 
on  a  sleeve  or  collar,  which  is  caused  to  revolve  in  an  opposite  direc- 
tion to  the  shaft  by  the  two  intermediate  bevels,  which  complete  the- 
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eompound,  and  which,  being  driven  by  the  first  gear,  rotate  freely 
around  the  steelyard,  when  no  power  is  being  transmitted,  with  the 
exception  of  such  action  as  is  due  to  the  friction  of  the  shaft  and 
gears,  which  friction  is  ascertained  and  deducted  in  making  a  test  of 
power. 

The  weight  used  on  the  original  machine  was  1  pound,  and  the 
length  of  the  steelyard  such  (1*5^19  ft.,  or  19  inches  and  a  fraction) 
^18  to  moye  the  weight  at  its  extremity  10  feet  in  one  revolution,  or 
1,000  ft.  in  100  revolutions ;  therefore  1  lb.  moving  1000  ft.  repre- 
sented 1,000  lbs.  moved  1  footi 

The  present  dynanometer,  which  you  see  was  constructed  by  Hon. 
£.  A.  Straw,  the  Agent  of  the  Amoskeag  Company,  at  Manchester, 
N.  H.,  and  the  present  Governor  of  that  State,  on  the  same  princi- 
ple but  by  a  different  calculation  ;  the  two  machines  giving  the  same 
result  in  actual  operation. 

In  this  one,  the  steelyard  is  made  the  base  of  calculation,  and  is 
graduated  in  inches  and  tenths,  each  inch  representing  100  lbs. 

Starting  at  6^  inches  from  the  centre  to  clear  the  frame,  the  grad- 
uation is  carried  out  20  inches,  or  to  2,000  lbs.,  and  the  weight  ob- 
tained as  follows :  The  extreme  length  is  now  26J  inches,  thus  being 
the  radius  of  a  circle  of  53  inches  diameter,  or  166*504  inches  cir- 
cumference. This  is  13-8753  feet  described  in  one  revolution,  and 
the  weight,  to  correspond  to  1  pound  moved  10  feet,  is  found  to  be 
•7207  pounds. 

Now  this  weight  is  only  one-half  of  that  required,  for  on  the  steel- 
yard the  action  is  that  of  supporting  a  weight  supported  at  one  end, 
and  the  weight  is  therefore  doubled,  making  it  1*4414  lbs.,  or  1  lb. 
7;j*g  oz.  to  represent  1,000  lbs.  raised  one  foot  in  a  second. 

The  poise  or  slide  weight  is  obtained  by  a  different  calculation,  as 
it  is  to  represent  100  lbs.  for  every  inch  it  is  moved,  and  as  a  circle 
of  1  inch  radius  is  6'2832  inches  in  circumference,  100  times  that 
circle  is  628*32  inches,  or  52*36  feet,  and  the  weight  to  correspond 
with  1  lb.  moved  100  feet,  or  100  lbs.  moved  1  ft.  is  found  to  be 
1*9098  lbs.,  which,  being  doubled  as  before,  gives  3*8197  lbs.,  or  3 
lbs.  183?^  ofc.  nearly  for  the  movable  weight. 

So  much  for  the  weights.  The  other  element  in  the  calculation  is 
the  velocity,  which  is  obtained  as  follows  : 

A  worm  gear  on  the  second  shaft  drives  the  clock  by  a  pinion  of 
one  hundred  teeth,  and  at  every  100  revolutions  rings  a  bell — the 
time  of  ringing  being  carefully  noted  by  the  observer — for  such  a  pe- 


Digitized  by  VjOOQ IC 


108  Cfivil  and  MeeJianieal  Engineering. 

riod  as  will  enable  him  to  fix  accurately  the  time  coasumed  in  making 
100  revolutions,  whether  it  be  6  seconds,  18|,  19^,  27,  or  whatever 
it  maj  be. 

The  practical  operation  of  the  dynanometer  is  this :  having  care- 
fully levelled  it  and  secured  it  to  the  floor  in  the  proper  line  of  mo- 
tion, a  belt  is  brought  from  the  driving  pulley  on  the  shaft  to  the  first 
pulley  on  the  dynanometer,  and  one  led  from  the  second  pulley  on 
the  dynanometer  to  the  main  pulley  of  the  machine  to  be  weighed, 
and  the  whole  put  in  motion.  The  action  of  the  bevel  gears  immedi- 
ately raises  the  steelyard,  which  is  then  weighted  till  it  remains  mo- 
tionless in  a  horizontal  position.  This  weight  is  noted,  and  also  the 
number  of  seconds  consumed  in  making  100  revolutions.  The  belt 
leading  to  the  machine  is  then  thrown  off,  and  the  weight  required  to 
balance  the  dynanometer  in  motion  also  noted  and  deducted  from  the  • 
total  weight.  The  weight  thus  obtained  is  divided  by  the  number  of 
seconds  consumed,  and  the  result  is  the  number  of  pounds  raised  I  ft. 
in  1  second. 

For  instance,  the  following  is  the  transcript  of  a  test  I  have  re- 
cently made. 

A  9  in.  circular  saw,  cutting  inch  board. 
Saw,  4,000  revs,  per  minute. 
Dynanometer,  100  revs,  in  14  seconds. 

Gross  weight,  13,000  lbs. 

Less  bal.  dynanometer,  400 


t( 


Net  weight,  12,600  " 

12,600  lbs.  divided  by  14,  gives  900  lbs.  moved  1  ft.  per  second. 

900  pounds  divided  by  650  lbs.  gives  1*637  horse-power. 

550  lbs.  moved  1  ft.  per  second  being  the  same  as  33,000  lbs.  moved 
1  ft.  per  minute. 

Mr.  Francis  has  used  the  dynanometer  in  Lowell  for  many  years, 
and  copies  of  his  machine  are  used  at  Dover,  N.  H.,  Clinton,  Mass.^ 
and  some  other  places  in  New  England;  and  other  dynanometers 
have  been  constructed  on  various  plans,  with  springs  and  levers,  but 
none  which  seem  to  be  at  once  so  accurate  and  easy  of  application. 

With  the  increase  of  manufacturing  and  the  decrease  of  water  power 
in  New  England,  a  great  interest  has  arisen  to  know  the  exact  eco- 
nomical yalue  of  various  machines  and  the  results  of  improvements  in 
them,  and  it  is  to  make  a  test  of  one  of  these  improvements,  invented 
by  one  of  your  townsmen,  that  I  have  brought  this  dynanometer  to 
Philadelphia. 
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The  result  may  be  briefly  tabalated  as  follows,  showing  the  power 
required  for  cotton  spinning  at  various  speeds,  on  %ZQ  yarn. 


BSST  ORDINilBT  RlBG  FrAMI. 

Ko.  Rer.  Sp. 

Pounds  per  Sp. 

Sp.  per  H.  P. 

6,000 

6,000 
7,000 
8,000 
9,000 
10,000 

•     5 
6-30 
8-80 

110 

87-30 
62-50 

Gabsids  k  Jinks'  Niw  Spiholi. 


Poands  per  Sp. 


2-65 
3-45 
4-55 
5-75 
7-28 
8-00 


Sp.  per  H.  P. 


206 

159 
121 

96 
76 
64 


Driving  a  spindle  and  a  half  more  per  horse-power  at  10,000  revo- 
lutions than  the  old  frame  drove  at  7,000. 

The  following  tests,  from  my  memoranda,  will  also  show  its  appli- 
cation : 

Horse  Power. 
194  ft.  2^  shafting,  216  revs,  per  min.,  weight,  with  pulleys, 

5*415  lbs.,  continuous  oiling, '687 

186  ft.  2}  shafting,  211  revs.,  6,835  lbs.,  tallow  and  oil,       .     1-442 

Duplicate  to  the  last,  recently  oiled, 1-284 

9-inch  circular  saw  above  quoted,  4,000  revs,  pine^  .  .  1.687 
18-inch  "  "  "  1-300  "  (wA,  .  1-273 
1  small  engine  lathe,  on  1  inch  iron,  heavy  chip,  .  •  0-212 
1  «  **  f  <*  light  "...  0-092 
1  cloth  shear,  3  blades  and  fan,  2,000  revs.,  .  .  3000 
1  "  6  "  i.  a  ...  4-136 
First  shaft  noted  above,  driving  20  looms  on  heavy  ticking,  ad- 
ditional for  looms, 8-855 

Or  5-18  looms  per  horse-power. 

10  looms  on  36-inch  sheetings, 1-084 

Or  9-23  looms  per  horse-power. 

This  machine  was  designed  to  test  the  power  of  any  machine  ordi- 
narily used  in  a  cotton  mill,  and  I  have  obtained  results  with  it  cov- 
ering the  ground  between  8-horse  power  and  ^l%ji  of  one. 

It  has  been  carefully  verified  by  a  long  series  of  tests  with  a  "Prony 
Brake,"  applied  to  a  friction  pulley  1  foot  in  diameter,  substituted  for 
the  present  driver,  and  found  to  register  accurately  the  added  weight, 
plus  a  small  and  uniform  allowance  for  friction,  which  I  assume  to 
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oorreflpond  very  nearly  to  the  friction  added  to  the  shaft  of  a  mill, 
when  the  belt  is  pat  on  which  carries  the  machine ;  at  all  events, 
nearly  enongh  so  to  male  the  added  measurements  in  detail  corres- 
pond very  closely  with  the  gross  result  as  obtained  from  the  indi- 
cator of  an  engine  or  the  calculated  power  of  a  water  wheel  of  the 
best  construction. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS. 

A  regular  meeting  of  this  Society  was  held  at  its  rooms,  in  New 
York,  on  Wednesday  afternoon,  December  4th. 

A  paper  upon  "  Rail  Economy,"  by  C.  P.  Sandberg,  C.  E.,  of  Lon- 
don, in  which — under  the  three  heads,  Iron  Rails,  Steel  Rails,  and 
Traffic  Oapacity-*-the  author  deals  with  the  saving  that  may  be  ef* 
fected  in  the  item  of  railway  cost. 

Iron  Bath. — The  American  demand  for  English  rails  of  say  600,- 
000  tons  yearly,  is  unlikely  to  diminish  soon.  The  late  increased 
expense  of  iron  adds  to  the  cost  of  railroad  construction,  and  tends 
to  reduce  the  quality  of  rails.  Welsh  rails  were  often  imperfect  in 
weld ;  now  they  are  sometimes  also  brittle.  In  the  Cleveland  dis- 
trict rail-making  has  greatly  improved,  chiefly  by  the  increased  ap- 
plication of  fettling  in  the  puddling  furnace; 

Still  the  buyers  must  guard  against  lamination  and  brittleness  by 
tests  for  strength  and  wear,  applied  before  the  rails  are  laid. 

Rails  made  of  suitable  iron,  with  a  proper  section,  will  not  break 
in  winter.  In  Scandinavia,  with  a  climate  more  severe  than  in  Ame- 
rica, no  accident  has  occurred  from  broken  rails,  though  cross  sleep- 
ers are  exclusively  used.  But  a  very  small  portion  of  the  iron  rails 
shipped  to  America  will  stand  the  proper  tests. 

No  late  improvement  promises  so  much  to  perfect  iron  rail-making 
as  mechanical  puddling,  which  now  seems  to  be  an  entire  success. 
Among  the  best  appliances  for  this  purpose  are  those  of  Danks  and 
Spencer ;  one  producing  the  whole  charge  in  one  ball,  and  the  other 
in  several  small  ones.  By  this  improvement  more  rails  can  be  made, 
at  a  reduced  cost  and  of  better  quality. 

Steel  Mails. — The  demand  during  the  past  year  has  been  so  great 
for  steel  rails  that  they  can  hardly  be  obtained  at  any  price.  The 
supply  is  limited  by  the  lack  of  ore  free  from  sulphur  and  phospho- 
rus, and  recourse  has  been  had  to  extensive  mines  in  Spain.     It  is 
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lioped  that  America  will  snpply  herself  with  Bteel  rails,  and  import 
only  those  of  iron  required  for  new  lines  or  light  traffic.  There  is  a 
scarcity  of  suitable  ore  for  the  Bessemer  process  throughout  Europe, 
except  in  Sweden,  which  the  recently  discovered  coal  there  will  ren- 
der more  available. 

The  Siemens-Martin  process  of  steel-making,  superior  to  the  Bes- 
semer in  requiring  a  less  pure  ore,  has  thus  far  produced  so  little 
that  it  can  hardly  be  called  a  source  of  supply  in  the  great  market. 

Steel  rails  are  now  so  well  made  that  they  rarely  break,  except 
when  the  flange  is  punched,  and  this  should  be  done  only  while  the 
metal  is  hot,  or  the  notch  drilled  and  then  slotted.  Although  a  steel 
rail  is  generally  thrice  as  strong  as  an  iron  one,  when  punched  or  the 
flange  is  cracked,  the  iron  may  be  the  stronger.  The  steel  is  made 
as  soft  as  possible,  say  with  ^  per  cent,  of  carbon,  for  not  by  hard- 
ness but  by  homogenity  is  it  superior  to  iron.  Usually  a  steel  rail 
will  carry  one-fifth  more  dead  load  than  an  iron  one ;  hence,  for  the 
same  traffic,  the  steel  rail,  in  comparison  with  the  iron,  should  not  b« 
reduced  in  weight  more  than  20  per  cent. 

Buyers  should  require  each  rail  to  be  permanently  marked  to  indi- 
cate date,  maker's  name  and  quality,  that  subsequent  use  may  deter- 
mine which  manufacture  is  best. 

Traffic  Capacity. — The  amount  of  wear,  or  life  of  a  rail,  is  usually 
expressed  in  tons  passed  over  it  before  rejection ;  properly,  the  speed 
of  travel  should  be  taken  into  account,  and  220,000,000  speed  tons  is 
a  fair  expression  of  the  endurance  of  extra  iron  rail. 

The  average  life  of  iron  rails  in  England  for  ordinary  traffic  is 
about  ten  years ;  in  and  near  London  it  is  two  years  or  less ;  on  the 
Continent,  from  12  to  15  years ;  and  in  Sweden,  with  less  traffic  than 
in  England,  from  15  to  18  years. 

The  weight  passed  over  good  iron  rails  before  rejection  has  been 
found  to  average  10,000,000  tons.  This  may  be  taken  to  represent 
the  life  of  extra  iron  rails,  and  six  times  that  the  life  of  good  56-pound 
steel  rails.  On  the  "  London  and  North-western  Line  '*  steel  rails 
have  lasted  twenty  times  as  long  as  iron,  and  on  the  '^  Metropolitan 
Railway,"  where  iron  would  noi  have  lasted  six  months,  steel  will 
stand  from  three  to  four  years. 

In  comparing  the  relative  economy  of  superior  iron  rails  and  those 
of  steel — ^prices  of  each  per  ton  being  taken  at  £1  and  £11,  and  in- 
terest on  capital  5  per  cent. — the  yearly  saving  per  mile  would  be  £A 


Digitized  by  VjOOQ IC 


112  0ml  and  Mechanical  Engineering, 

where  iron  rails  would  last  15  years,  and  were  used ;  j£10  where  thej 
would  last  ten  years  and  steel  were  used ;  and  £1S  where  the  iron 
rails  would  last  five  years  and  steel  were  used. 

A  table  is  annexed,  showing  the  gross  load  in  tons  which  each  qua- 
lity and  weight  of  rail  may  be  expected  to  carry  during  its  life,  and 
the  conditions  are  stated  therewith  to  aid  in  the  selection  of  rail  to 
accommodate  a  given  traffic — an  important  matter,  since  many  Euro- 
pean railways  are  laid  with  too  heavy  rails,  and  American  with  too- 
light  ones.  Equally  important  with  the  weight  of  a  rail  is  a  proper 
section.  In  England  the  double-headed  rails  are  still  generally  used^ 
and  elsewhere  in  Europe  the  flat-bottomed  pattern,  as  also  in  America. 
A  specially  bad  section  is  the  Erie  61-pound  rail,  which  could  be  re-- 
placed  by  a  45-pound  rail,  well  proportioned. 

Prof.  Bankin  says  the  weight  of  the  rails  per  yard  in  length  should 
equal  15  times  the  greatest  load  on  the  locomotive  drivers  in  tons. 
Perdonet,  in  France,  takes  12  in  place  of  15.  The  writer,  by  adopt- 
ing a  section  which  permits  a  fish-joint  stronger  than  the  others  in 
general  use  to  be  made,  takes  ten  and  less.  Thus,  for  a  60-pound 
rail  the  weight  on  drivers  is  put  at  6^  tons. 

Fish  plates  of  steel  will  enable  rail  to  carry  from  15  to  20  per  cent., 
greater  load  than  if  iron  were  used  of  the  same  section ;  they  will 
cost  per  ton  about  XI  less  than  steel  rails,  and  the  iron  about  XI  more 
than  iron  rails  ;  hence  the  adoption  of  steel  fish-plates  will  be  of  ben- 
efit even  with  iron  rails. 

Mr.  Macdonald  remarked  that  Mr.  Sandberg,  in  taking  6^  tons, 
weight  per  locomotive  driver  as  a  safe  load  on  a  60-pound  rail,  diflfers 
from  the  best  practice  in  this  country.  The  '^  Philadelphia  and  Bead- 
ing Railroad,"  on  rails  made  with  great  care  by  the  company,  prefers^ 
not  to  exceed  four  tons  on  a  64-pound  rail,  and  the  rail  section  has 
been  gradually  increased,  to  counteract  wear  and  tear  from  even  thia 
medium  load. 

On  the  ''Erie  Railway,"  5^%  tons  weight  on  the  drivers  has  beea 
found  too  great  for  best  70-pound  iron  rails,  and  with  a  speed,  for  heavy 
freight  trains,  of  15  miles  per  hour,  should  not  exceed  four  and  a-half 
tons. 

Mr.  Allbn  remarked  that  this  was  of  great  personal  interest  to 
him.  His  first  railway  report  dealt  with  the  question  of  weight  upon 
drivers,  and  showed  the  need  of  keeping  it  below  certain  limits.  If 
greater  weight  is  to  be  carried,  the  number  of  drivers  should  be  in- 
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creased;  and  the  time  will  doubtless  come  when  locomotives  with  eighty 
ten  and  even  twelve  drivers  will  be  used. 

In  no  way  has  more  money  been  wasted  in  the  construction  and 
operation  of  railroads  than  by  the  increasing  weight  upon  drivers,  to 
the  great  injury  of  road-bed,  rails  and  rolling-stock. 


A  regular  meeting  of  this  Society  was  held  at  its  rooms  in  New 
York,  Wednesday  evening,  Dec.  18th. 

^'  A  Record  of  some  Experiments  showing  the  Character  and  Posi- 
tion of  Neutral  Axes,  as  seen  by  Polarized  Light,"  by  Louis  Nicker- 
son,  C.  E.,  of  St.  Louis,  Mo.,  was  presented  and  discussed. 

During  the  researches  of  Eaton  Hodgkinson,  published  in  1842,  he 
took  the  ground  that  the  neutral  axis  in  a  beam  shifted  as  thie  load 
was  increased,  and  finally  took  position  where  the  compressive  strength 
of  the  material  above  it  would  be  equal  to  the  tensile  strength  of  that 
below  it.  He  fixed  this  for  a  cast  iron  rectangular  beam  about  to 
break  at  one-seventh  its  depth  from  the  top,  because  its  resistance  ta 
tension,  was  one-seventh  that  to  compression,  and  this  was  appar- 
ently proved  by  an  inspection  of  the  fracture  of  beams  which  were 
broken.  In  1855,  Henry  Barlow  made  experiments  to  test  this  the* 
cry,  in  the  course  of  which  he  claims  to  have  established  that  the  neu- 
tral axis  of  a  rectangular  beam  always  lies  through  the  centre  of  gra- 
vity of  the  section,  and  recognizes,  in  addition  to  the  tensile  and  com- 
pressive elements  of  strength  in  a  beam,  a  third,  due  to  the  lateral 
adhesion  of  the  fibres,  and  increasing  with  the  defiection. 

Each  takes  the  transverse  strength  of  a  cast  iron  beam  at  about  2^' 
times  as  great  as  it  should  be,  according  to  its  tensile  and  compressive 
strength,  and  records  a  theory  in  regard  to  the  character  and  position 
of  the  neutral  axis,  differing  from  the  other. 

The  experiments  here  recorded  were  made  to  reconcile  the  results 
obtained  by  Messrs.  Hodgkinson  and  Barlow,  and  to  discover  whether 
the  ^^  lamination  of  material  in  planes  normal  to  the  direction  of  the 
pressure  excited  upon  it,"  was  due  to  a  periodic  action  of  force,  or 
consequent  upon  tangential  stress,  imperfect  cohesion  of  the  material,, 
or  the  running  together  of  internal  cells.  Polarized  light  was  sent 
through  plates  of  glass  under  compression,  either  as  beams  or  columns.. 

The  difference  in  the  effects  caused  by  similar  strains  on  two  mate- 
rials is  relative ;  and  that  produced  by  a  force  upon  glass  is  like  thai 
upon  other  substances. 

The  results  sought  for  are  from  certain  general  laws  of  the  doctrine 
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of  forces,  which  must  be  the  same  for  all  materials — and  modified,  not 
changed,  by  any  particular  one  ;  the  transparency  of  glass  and  its  bi- 
refractive  quality  when  strained  exhibits  them  to  the  eye. 

In  the  experiments,  structural  differences  were  ignored.  Glass, 
oast  iron  and  steel  are  amorphous  bodies,  yet  composed  of  segregated 
crystals,  and  under  pressure  exhibit  a  similar  characteristic  fracture. 
There  is  also  a  like  ratio  between  their  compressive  and  tensile 
strengths — that  of  glass  appearing  to  be  a  mean  of  the  other  two. 

The  apparatus  used  was  the  one  common  for  experiments  with  po- 
larized light ;  a  polarizer  of  glass  plates,  an  analyzer  of  one  plate 
blackened  at  the  back,  and  a  small  brass  clamp  with  thumb-scrow  to 
compress  the  pieces  of  glass  experimented  upon,  either  as  beams  or 
<)olumns.  These  pieces,  before  pressure  is  applied,  appear  black  in  po- 
larized light — ^glass  in  an  unstrained  or  neutral  state  being  imper- 
vious to  it. 

A  slip,  representing  a  beam,  placed  in  the  clamp,  and  the  screw 
•lightly  tightened,  shows  at  the  top  and  bottom  a  clear  space,  enclos- 
ing a  dark  space;  between  which,  under  greater  pressure,  take 
sharper  outlines ;  and  colored  curves,  distinct  and  separate,  appear, 
following  the  lines  of  strain.  These  increase  in  number  and  brilliancy 
with  the  pressure,  and  always  move  towards  the  dark  and  neutral 
space. 

The  experiments  were  made  in  consecutive  steps ;  the  application 
of  force  ranging  from  proportionately  a  very  small  tensile  with  a  very 
large  compressive  strain,  to  that  where  the  two  were  nearly  alike, 
and  were  described  at  length. 

Colored  drawings  representing  the  effects  of  polarized  light  upon 
the  various  slips  of  glass  experimented  with,  were  exhibited. 

The  results  obtained  show  that  the  neutral  axis  is  a  flexible  line,  or 
plane,  truly  parallel  to  the  top  and  bottom  sides  of  the  rectangular 
beam  and  passing  through  the  centres  of  gravity  of  its  sections  cnJy 
when  the  load  is  evenly  distributed  from  end  to  end,  or  when  the 
beam  is  infinitely  long ;  and  that  when  there  is  a  local  pressure,  the 
neutral  axis  is  more  or  less  governed  in  its  direction  and  form,  by  the 
strain  passing  from  the  point  of  local  pressure  towards  the  points  of 
support. 

The  beams  of  Mr.  Hodgkinson  were  broken  at  the  centre  by  a  blow, 
in  which  the  neutral  axis  was  located  above  the  centre  of  gravity  of  the 
transverse  section.     From  these  experiments  it  is  deduced  that  this 
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poaition  is  due  to  the  application  of  the  force,  and  not  to  the  ratio  of 
Che  tensile  to  compressive  resistance. 

In  comparison  with  Mr.  Hodgkinson's,  Mr.  Barlow's  beams  were, 
in  proportion  of  length  to  depth,  one  half  longer,  and  he  naturally 
found  the  neutral  axis  more  nearly  horizontal  and  less  distorted. 

Glass  beams,  in  length  fourteen  times  the  depth,  show  the  neutral 
mzis  so  nearly  horizontal  that  he  may  have  overlooked  the  variation, 
and  it  must  be  almost  imperceptible  in  beams  more  in  length  than  ten 
times  the  depth. 

It  is  claimed  that  the  neutral  axis,  as  exhibited  by  polarized  light, 
from  the  cohesion  of  material  or  other  cause,  is  extended  to  a  breadth, 
and  cannot  become  a  true  line,  until,  in  reference  to  the  cohesion,  the 
tensile  and  compressive  forces  are  infinite.  Also  that  its  longitudinal 
•direction,  like  the  directions  of  lines  of  strain,  is  not  any  arbitrary 
one,  but  resultant  from  the  relative  qualities  and  quantities  of  all  the 
forces  in  the  beam — its  evident  place  in  Physics  being  that  of  still 
irater  between  opposing  eddies  or  vortices. 

The  pulsations  of  completely  polarized  light  are  confined  to  two 
^irections-^at  right  angles  to  each  other. 

In  the  drawings  are  represented  two  images  of  the  same  object,  cor- 
responding to  these  two  directions — one  being  taken,  and  the  analy- 
ser revolved  90^  for  the  other ;  they,  for  convenience  termed  positive 
and  negative  images,  are  pictures  of  strains  in  the  beam  or  column 
normal  to  each  other.  In  the  first  tubular  bridges,  a  wave  of  ^'  buck- 
ling" always  foUowed  a  line  45^  from  the  top,  where  the  load  was 
placed,  even  crossing  the  stiffening  plates.  Such  strains  may  be  called 
^^stmt  strains,"  and  their  resultant  in  a  beam  is  vertical.  The  prin- 
cipal strains  in  an  ordinary  beam  are  horizontal  or  *' flange  strains" 
— being  tension  in  the  bottom  and  compression  in  the  top.  Their  re- 
sultant is  also  horizontal  and  normal  to  the  first. 

The  drawings  show  that  when  the  ''strut"  or  '* flange"  strains 
increase,  correspondingly  the  negative  or  positive  images,  as  the  case 
may  be,  grow  brighter. 

Many  strains  may  exist  in  the  same  beam,  crossing  and  then  neu- 
tralizing each  other,  and  yet  elsewhere  be  individual  and  intact. 

As  glass  is  pervious  to  polarized  light  when  strained,  and  imper- 
yioas  when  unstrained,  the  light  parts  must  be  strained  in  proportion 
to  their  brightness,  and  the  dark  unstrained  or  neutral;  as bi-refraction 
is  caused  by  strain,  both  must  be  governed  by  the  same  laws.  Fur- 
ther :  the  resultant  angles  of  the  strains  and  those  of  polarization 
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are  rectangles,  and  as  the  strains  change  in  character,  so  do  the  polar 
images  change  in  correspondence ;  therefore  the  images  are  pictures 
of  the  strains. 

Any  space  which  is  under  no  strain,  whatever  load  is  applied  to  the 
beam,  must  remain  dark  under  all  revolutions  of  the  analyzer ;  each 
marks  the  crossing  of  the  two  resultant  axes,  that  of  the  '^  strut  ** 
and  of  the  '^  flange  "  strains. 

The  appearance  of  light  around  the  neutral  band  is  the  first  symp* 
torn  of  distortion  in  the  positive  image ;  soon  faint  segments  of  yel- 
low appear  at  the  bottom,  occupying  a  large  part  of  the  space  between 
the  supports,  and  at  the  top  varying  with  the  application  of  the  load. 

As  the  pressure  is  increased  the  yellow  from  both  edges  moves  for- 
ward towards  the  neutral  band,  becomes  a  zone,  and  a  segment  of  red 
succeeds,  fioth  continue  to  move,  until  the  red  becomes  a  zone,  and 
is  followed  by  a  segment  of  blue,  between  which  and  the  red  there  ia 
a  dark  neutral  line. 

A  second  similar  series  may  be  brought  out  before  fracture. 

Mr.  Barlow  established  the  existence  of  a  third  and  important  ele- 
ment of  strength  in  a  beam,  which  increases  as  the  beam  is  bent. 
The  moment  of  this  or  bending  resistance  is  equal  to  that  of  the  ap- 
plied force  or  bending  stress,  and  their  common  line  moves  towards 
the  primary  neutral  axes  as  the  load  is  increased.  This  b  shown  by 
the  dark  lines  described. 

There  are  then  neutral  axes  existent,  amidst  disturbing  forces,  of  a 
beam  which  under  increasing  loads  shortens  in  the  top  and  lengthens 
in  the  bottom. 

A  transparent  column  under  pressure  exhibits  a  series  of  colored 
rings,  glass  showing  from  three  to  six  at  each  end,  and  a  softer  mate- 
rial, as  copal,  wreaths  of  colored  bands  from  top  to  bottom,  a  dark 
space  always  occurring  between  the  blue  and  red,  which  marks  an 
unstrained  part  of  the  column,  or  a  union  of  equal  and  opposite 
forces. 

To  determine  what  these  dark  rings  indicated,  tests  were  made 
upon  columns,  which  changed  in  form  under  pressure.  These  were 
brass  tubes,  yoa"  exterior,  ^fj^"  interior  diameter,  and  about  ly 
long. 

Submitted  to  compression  until  they  assumed  a  permanent  form^ 
they  all  exhibited  from  end  to  end  a  series  of  extended  rings,  uni^ 
formly  separated,  or  periodic  waves. 

Other  steel  tubes,  also  compressed,  were  examined,  and  an  empiric 
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expression  derived  which  will  locate  any  wave  in  relation  to  another, 
the  tube  being  homogeneons. 

Hollow  columns,  if  sufficiently  under  stress,  within  elastic  limits, 
may  be  greatly  strengthened  by  bands,  placed  where  the  waves  would 
otherwise  occur.  It  is  inferred  that  one-third  additional  material  will 
thus  double  the  strength  of  the  column.  In  conclusion,  the  law  of 
periodicity  of  force  in  compression,  and  probably  in  tension,  seems  to 
be  proved,  and  the  law  of  lamination  under  pressure  accounted  for. 

Discussion. 

Mr.  Macdonald.  The  experiments  upon  which  formulae  in  com- 
mon use  for  the  proportion  and  strength  of  beams  are  based  were 
made  upon  cubes  of  the  materials  tested,  and  it  is  found  that  the  con- 
stants derived  are  inapplicable  to  ordinary  cases  in  practice. 

Mr.  BoLL£R.  A  recent  comparison  of  various  standard  formula) 
for  the  strength  of  beams,  made  by  taking  a  given  beam  and  calcu- 
lating, with  each  formula,  its  safe  load,  gave  as  follows :  Two,  26 
tons ;  one,  80  tons ;  and  one,  37  tons.  The  last  was  from  Mr.  Baker's 
formula,  in  which  he  has  introduced  the  resistance  due  to  flexion. 
The  beam  taken  was  S^'  x  6'^,  and  5  feet  long.  Engineers  should 
know  more  of  the  strength  of  materials.  The  formulae  used  involye 
the  application  of  constants  ranging  variously  from  maximum  to  mini- 
mum strength.  These  often  differ  widely,  and  therefore  give  uncer- 
tain results. 

Mr.  Macdonald.  It  is  known  that  a  beam,  loaded  so  that  its  outer 
fibres  by  formula  should  be  under  a  maximum  strain,  will  stand  a 
greater  load.  The  constants  employed  in  calculating  the  strength  of 
a  beam  should  be  determined  from  experiments  upon  a  similar  beam 
of  the  same  material,  and  not  those  given  for  direct  tension  and  com- 
pression. 

Prof.  Db  Volson  Wood.  The  point  of  greatest  interest  to  him  in 
the  paper  read  is  whether  the  neutral  axis  is  a  line  or  a  space,  as 
water  in  an  eddy. 

In  regard  to  the  neutral  axis  and  strength  of  beams,  as  determined 
by  ordinary  rules,  the  fact  is  we  assume  in  a  bent  beam  that  the  ex- 
tensions and  compressions  are  proportional  to  the  distance  of  the  ele- 
ments from  the  neutral  axis,  and  take  the  modulus  of  tenacity  or  of 
rushing,  as  the  case  may  be,  for  the  modulus  of  rapture  of  the  beam. 
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A  beam  proportioned  in  accordance  therewith  will  have  an  excess  of 
strength. 

Thns  take  a  rectangnlar  cast-iron  beam,  as  the  best  exainple  ia 
practice.  According  to  theory,  the  mean  valae  of  the  modulas  of 
rupture  should  be  16,000  lbs.,  but  it  is  seen  by  experiment  to  be  36,^ 
000  lbs. 

Former  writers  do  not  explain  this  discrepancy,  but  simply  admit  a 
defect  in  the  theory. 

Mr.  Barlow  detected  a  new  element  of  strength,  which  he  called 
^^  Resistance  to  Flexure,"  a  term  which  is  unfortunate,  as  all  the 
forces  in  a  beam  which  resist  bending  are  resistances  to  flexure^ 
^^Longitudinal  Shearing  Resistances  "  is  a  better  term,  and  one  now 
used. 

This  force  is  the  resistance  of  the  fibres  to  being  drawn  over  each 
other.  If  there  was  no  such  resistance  the  fibres  would  retain  their 
original  length. 

He  found,  by  a  critical  examination  of  iron  beams,  that  the  traverse 
sections  remained  normal  to  the  neutral  axis  during  flexure,  thus  prov- 
ing the  existence  of  a  force  besides  that  which  pro  luces  direct  elonga- 
tion and  compression. 

This  is  the  longitudinal  shearing  resistance.  Mr.  Barlow  also  deter- 
mined the  laws  governing  it  at  rupture,  and  modified  the  formulas 
accordingly. 

His  experiments  are  the  most  weighty  and  valuable  of  any  made^ 
upon  beams,  as  far  as  theory  is  concerned.  His  formulas  and  con- 
stants agree  with  the  actual  strength  for  all  sections  which  he  used. 

It  is  evident  the  ordinary  law,  that  strains  vary  as  their  distance 
from  the  neutral  axis,  cannot  apply  to  beams  of  S  section  ;  for,  that 
it  may  apply,  there  must  be  at  least  a  continuity  between  all  the  ele- 
ments of  the  flanges  and  the  web. 

Mr.  Barlow's  formula  for  this  case  cannot  be  correct.  In  all  S 
sections  there  is  a  peculiar  combination  of  the  strains  about  the  an- 
gles where  the  flanges  and  web  join. 

Prof.  Norton,  by  direct  experiment,  determined  the  fact  of  a  trans- 
verse shearing  resistance  in  beams,  and  the  laws  governing  it  in  those 
of  rectangular  section.  The  deflections  due  to  longitudinal  and  trana- 
verse  shearing  resistances  tend  respectively  to  diminish  and  increase 
that  defined  by  Navier's  theory. 

Simple  rules  cannot  be  given  applicable  to  the  varied  forms  of 
beams  in  use.     Constants  deduced  from  experiment  upon  solid  rect^ 
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angular  beams  will  doubtless  apply  to  solid  beams  of  all  dimensions^ 
but  not  to  others. 

Mr.  BoLLSR.  It  is  best  to  make  a  beam  proportioned  similar  to 
those  to  be  used,  break  it,  and  deduce  therefrom  a  constant. 

The  formulas  for  U  beams  are  safer  for  thin  than  thick  webs ;  saj 
J"  web,  and  4"  flange. 

Prof.  Wood.  The  experiments  of  Baron  Von  Webber  showed  that 
the  web  had  never  been  made  too  thin.  Where  the  flange  and  web 
are  joined  there  should  be  a  large  curve. 

Mr.  Macdonald.  In  T.  C.  Clarke's  description  of  the  Quincj 
bridge  there  is  a  statement  that  12-inch  P3  floor  beams,  15^  feet  long^ 
suspended  in  pairs  from  panel  points  about  12  feet  apart,  and  carrj- 
ing  a  single  track  of  4'  8^''  gaag^)  scarcely  deflected  under  a  maxi- 
mum engine  load,  which  caused  a  strain  upon  the  outer  fibres  at  least 
equal  to  14,000  lbs.  per  square  inch,  according  to  formulas  in  general 
use. 

Prof.  Wood.  Structures  should  not  be  proportioned  in  reference 
to  the  ultimate  strength  of  the  parts,  but  their  elastic  limits.  Some 
very  tenacious  irons  have  a  low  limit  of  elasticity;  while  in  other 
cases — certain  grades  of  steel,  for  instance — elasticity  is  preserved 
under  a  strain  equal  to  one-half  the  tensile  strength. 

The  Secretary  presented  communications  upon  Mr.  Nickerson's 
paper,  from  Gen.  Barnard,  Col.  Merrill,  Messrs.  McAlpine  and  Fuer- 
tes,  reading  of  which  and  further  discussion  were  deferred  until  the 
meeting  to  be  held  February  19th  next. 


Influence  of  PreBSore  on  the  Spectra  of  OaBes.— A  foreign 

contemporary  publishes  the  following  information  as  an  observation 
of  M.  Cailletet :  When  a  spark  from  an  induction  coil  is  passed 
through  a  tube  containing  a  gas  under  ordinary  pressure,  the  light  ia 
feeble  and  presents  in  the  spectroscope  very  indistinct  bands.  But 
if  the  pressure  be  slowly  increased,  the  bands  will  become  brighter 
and  broader,  producing  in  the  end  a  continuous  spectrum.  Upon 
reaching  a  pressure  of  two  hundred  atmospheres  the  electric  current 
ceases  to  pass. 
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flEPORTS  UPON  THE  TESTS  OF  THE  WORTHINGTON  PUMPING 
ENGINES-AT  BELMONT. 

Report  of  Experte  and  Engineers  appointed  to  tett  the  duty  and  ca- 
pacity of  the  Worthingtan  Pumping  Engines  at  Belmont. 
To  the  Select  and  Gommon  Councils  of  the  City  of  Philftdelphift : 

Gentlemen: — The  nndersigned,  appointed  by  yonr  honorable 
bodies  to  test  the  Worthington  Pumping  Engines  at  Belmont,  beg 
leave  to  present  the  following  report : 

On  examination  it  was  decided  to  test  Engine  No.  2,  which  has 
been  in  operation  daring  the  past  twelve  months. 

The  tests  were  of  two  kinds. 

First.  The  duty  test,  by  which  is  meant  the  ability  of  the  engine  to 
perform  a  given  amonnt  of  work,  and  is  expressed  in  poands  raised 
one  foot  high  with  one  hundred  pounds  of  coal. 

This  test  takes  into  account  the  actual  resistance  against  which  the 
engine  works,  is  calculated  from  the  known  dimensions  of  the  pump, 
the  observed  pressure  in  the  pump  main,  and  speed  of  engine,  and  is 
independent  of  the  actual  delivery  of  water  into  the  reservoir. 

Second.     The  capacity  test,  or  actual  discharge  at  the  reservoir. 

This  is  expressed  in  cubic  feet  or  gallons,  and  the  amount  by  which 
this  falls  short  of  the  theoretic  or  calculated  capacity  of  the  pumps, 
represents  the  leakage  through  the  pump  valves,  around  the  plunger, 
through  joints,  &c* 

For  the  purpose  of  bringing  the  whole  work  within  the  period 
originally  assigned,  forty-eight  hours,  the  two  tests  were  conducted 
at  the  same  time ;  observations  of  the  delivery  at  the  reservoir  be- 
ing conducted  whilst  those  connected  with  the  working  of  the  engine 
were  being  made. 

Duty  Test. 

Previous  to  the  test,  the  pressure  gages  were  carefully  compared 
ifith  standard  test  gages,  and  a  certified  statement  of  their  varia- 
tions obtained.  The  coal  scales  were  tested  and  sealed  by  the  official 
sealer  of  weights  and  measures.  The  pressure  gages  on  the  engines 
indicated  the  resistance,  measured  from  the  centre  of  the  gage  to 
the  delivery  in  the  reservoir.  A  float  and  gage  rod  marked  the 
level  of  the  water  in  the  pump  well.  The  whole  resistance,  or  load, 
on  the  engine,  therefore,  is  expressed  in  feet,  by  adding  the  height 
due  to  the  indicated  pressure  on  the  gage  to  the  vertical  distance 
from  the  centre  of  the  gage  to  the  level  of  water  in  pump  well.     The 
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eounter  attached  to  the  engines  indicated  every  fourth  stroke/and 
the  reading  was  noted  every  half  honr  by  actaal  count  of  the  strokes. 

The  feed  water  for  the  boilers  was  accurately  measured  in  a  tank 
tyf  ascertained  capacity^  and  charged  to  the  boiler  as  delivered.  The 
"Correctness  of  the  manner  of  measurement  was  verified  at  the  com- 
mencement of  the  test. 

The  coal  consumed  was  carefully  weighed,  one  or  more  assistants 
being  on  duty  in  the  fire  room  during  the  whole  test,  and  having  a 
-constant  supervision  thereof. 

Half-hour  observations  were  taken  of  the  engine  counter,  the  indi- 
imted  water  pressure,  height  of  well  gage,  steam  pressure  at  engine 
and  boilers,  speed  of  engines,  length  of  stroke,  condition  of  vacuum, 
and  temperature  of  feed  water.  These  observations  were  made  by 
not  less  than  three  persons  at  the  same  time,  and  their  notes  care- 
fully compared  and  verified  as  the  test  progressed. 

The  measurement  of  feed  water  was  constantly  in  charge  of  an  as- 
sistant, and  every  separate  charge  of  water  to  the  boilers  was  entered 
in  a  book  kept  for  the  purpose. 

The  fires  were  carefully  observed  at  commencement  of  test,  steam 
in  boilers  being  at  forty-eight  pounds  pressure,  and  water  in  glass 
gages  standing  at  two  and  one-half  inches. 

The  test  commenced  at  4*40  P.M.,  on  Wednesday,  May  16th,  and 
continued  until  Friday,  May  17,  at  5  o'clock  P.  M.,  being  of  forty- 
eight  hours  and  twenty  minutes  duration. 


•  SuMMART  OF  Result. 


Duration  of  test,     .... 
Reading  of  counter  at  close  of  test, 
"        "        "     commencement, 

2Tumber  of  strokes  as  per  counter, 
'Counter  indicating  every  fourth^stroke 
Average  stroke  per  minute,    . 
Diameter  of  water  plunger  in  inches, 

"       "  piston  rods  " 

Mean  area  of  plungers  in  inches,    . 

^*    length  of  stroke,  . 
Displacement  of  plunger  in  cubic  inches, 
«  «  "    gallons, 
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DiBplacement  of  planger  in  (water  at  temperature  of  66^ 

=  62*297  pounds   per   cubic 
foot),    .         .         .         .         .         696-2 
Mean  water  pressure,  in  pounds,  per  sq.  inch,  .  86*724 

Height  due  to  this  pressure,  in  feet  (water  at  66*^),  .         .         200*4ft 
Distance  from  centre  of  gage  to  water  in  pump  well,  in 

feet, 17-28 

Total  height,  including  frictional  resistance,  in  feet,         .         217*74 
Average  steam  pressure  at  boiler,  in  pounds,  per  sq.  in.,  48*85 

Average  steam  pressure  at  engine,  in  pounds,  per  sq.  in.,  46-66 

Vacuum  at  engine,  in  inches,  •         .         .         .         .  26.5 

Average  temperature  of  feed  water,  degrees,  Fahr.,  .       129-69* 

Goal  charged  to  boilers,  in  pounds,  40380 

Ashes  and  clinkers,        .         4349 

I  of  this  available  for  firing,         .         .         .  1450 

Correction  of  weight  to  raise  water  at,  1  38880 

Close  of  test  to  original  level,  /  10 

Total  coal  for  work  of  engine, 

Water  charged  to  boilers,  in  cubic  feet,  .  5212 

Less  leakage  (temp.  138^,  weight  61*52 

pounds  per  cubic  foot),         ....  40 

5172  cubic  feet  x  61*52  pounds  = 

Loss  of  water  in  boiler  during  test,  pounds. 

Total  water  evaporated  in  pounds,       .         .-        .         . 
Pounds  of  coal  to  evaporate  this  amount  of  water,    . 

318711 

Evaporative  power  of  boilers,  = 

38880 

pounds  of  water,  with  one  pound  of  coal,  .         .  8*19* 

The  correction  of  weight  of  coal  is  obtained  in  this  waj.  At  the 
close  of  the  test,  the  water  in  boilers  was  0*17  inches  lower  than  at 
commencement.  The  engine  is  therefore  charged  with  coal  sufficient 
to  bring  the  deficiencies  of  water  (530  pounds)  from  130^,  the  tem- 
perature of  feed  water,  to  temperature  of  steam,  at  48  pounds,  295^*07, 
or  10  pounds  of  coal.  • 

On  the  ether  hand^  by  reason  of  this  deficiency,  the  boilers  had 
evaporated ''SO  much  more  water  than  appeared  to  be  delivered  to 
them,  and  had  done  it  without  the  use  of  this  additional  ten  pounds  ; 
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coQseqaently,  580  poands  has  been  added  to  the  weight  of  water  d^ 
livered  by  the  feed  pamp. 

The  duty  of  the  engine  is  thus  calculated. 

Duty  calculated  from  actual  evaporation — 

Displacement  of  planger  Stroke  of  engine  in  Height  of  delivery 

in  poands  per  stroke.  hours  k  minutes.  in  feet. 

48  20 

696.2 X  139-604 x  217-74       ^ 

38890  pounds  of  coal. 
54,416,694  pounds  raised  one  foot  high  with  100  pounds  of  coal, 
being  in  excess  of  the  guaranteed  duty,  8*83  per  cent. 

On  the  basis  of  an  evaporation  of  9J  pounds  of  water,  with  one 
poand  of  coal,  which  the  contract  with  Mr.  Worthington  allows,  the 
duty  would  be  68,120,707  pounds,  or  an  excess  of  26-24  per  cent, 
over  the  contract  requirement. 

Capacity  Tesi  by  Weir. 

The  quantity  of  water  discharged  at  the  reservoir  wis  measured 
over  a  Weir,  carefully  constructed  under  the  direction  of  Mr.  T.  H. 
Risdon,  a  gentleman  practically  acquainted  wilh  this  mode  of  meas- 
uring water.  Under  his  directions  also  the  observations  and  calcula- 
tions were  made.  From  these  it  appeared  that  the  pumps  delivered 
into  the  reservoir,  in  48  hours  and  20  minutes,  1,500,584*62  cubic 
feet  of  water,  equal  to  11,225,122  gallons,  or  at  the  rate  of  5,573,853 
gallons  in  24  hours  ;  being  11-47  per  cent,  in  excess  of  5,000,000 
gallons  guaranteed  by  the  contract. 

The  discharge  of  the  pumps,  calculated  from  the  displacement  of 
the  plungers,  was  5,795,200  gallons  in  24  hours,  being  more  than 
that  determined  by  Weir  measurement  by  3-8  per  cent. 

It  will  not  be  correct  to  assume  that  the  whole  of  this  difference  is 
due  to  leakage  by  and  through  the  pump,  and  in  order  to  ascertain 
as  nearly  as  possible  the  amount  due  to  that  cause,  it  may  be  observed 
that  during  the  whole  test  some  portion  of  the  injection  water  for  the 
condenser  was  taken  from  the  pump  main,  the  suction  injection  at  the 
high  temperature  of  the  river  not  furnishing  sufficient.  This  quan- 
tity was  not  less  than  one  hundred  gallons  per  minute,  which  would 
make  the  loss  by  leakage  through  the  pump  not  exceeding  1\  per 
cent. 

The  tests,  both  of  capacity  and  duty,  have  been  made  with  great 
care,  and  every  precaution  taken  to  obtain  a  correct  result. 

The  conclusion  from  the  facts  and  figures  given  is  that  the  engines 
are  fairly  and  easily  performing  a  duty  considerably  beyond  the 
guarantee. 
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The  engines  worked  during  the  whole  test  with  remarkable  smooth- 
ness and  precision,  with  scarcely  a  perceptible  variation  of  speed  or 
length  of  stroke,  and  the  character  of  workmanship  ihronghont  ap- 
pears unexceptionable. 

Jacob  G.  Naafib, 
Hbnrt  L.  Hoff, 
W.  Barnet  LbVan, 
Gbo.  H.  Bailbt, 
Isaac  S.  Cassin. 
May  81,  1872. 


Bepart  of  the  JExpert  selected  by  the  Citizens'  Committee  of  Thirty^ 
upon  the  Trial  of  the  Belmont  Pumping  Engines, 

It  will  be  remembered  that  Henry  P.  M.  Birkinbine  was  selected 
by  the  Committee  of  Thirty  of  the  Citizens'  Municipal  Reform  Asso- 
ciation to  represent  them  at  the  test  of  the  engines  of  the  Belmont 
Water  Works.  The  following  is  a  complete  copy  of  the  report  which 
he  has  made  to  the  Committee : 

Jambs  Doughertt,  Esq.,  Chairman  of  the  Committee  on  Water,  Citizens'  Mu- 
nicipal Beform  Association : 

Dbab  Sir, — ^When  your  note  of  May  10th  was  received,  inform- 
ing me  of  my  selection  as  expert  for  the  Citizens'  Municipal  Beform 
Association,  in  the  test  of  the  engine  and  pumps  at  the  Belmont  Water 
Works,  I  communicated  with  the  members  of  the  Committee  previ- 
ously appointed  by  the  City  Councils.  At  that  time  all  the  prelimi- 
nary arrangements  had  been  made,  the  engines,  pumps  and  boilers 
had  been  thoroughly  overhauled  and  cleaned,  and  the  committee  had 
examined  the  engines  and  pumps  when  they  were  taken  apart,  being 
unanimous  in  reference  to  the  integrity  of  the  workmanship  of  the 
machinery.  So  far  as  I  was  able  to  judge,  the  construction  of  the 
engines  is  satisfactory. 

The  arrangements  were  made  to  commence  the  test  on  May  15th. 
Before  noon  that  day  all  parties  were  represented,  and  the  test  was 
commenced  at  twenty  minutes  to  five  P.  M.,  being  continued  until 
May  17th,  at  five  o'clock  P.  M.,  a  period  of  forty-eight  hours  and 
twenty  minutes. 

The  engine  was  handled  in  a  masterly  manner  by  Mr.  Jenkins, 
foreman  of  the  works  where  the  engine  was  built,  assisted  by  Mr. 
Root,  who  set  the  engine  up,  and  by  the  city  engineers  on  duty  at 
the  works. 
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The  following  memoruda  of  parts  of  the  engioe  and  boilers  were 
fornislied  me : 

Steam  was  generated  in  six  (6)  boilers,  each  having  two  (2)  mad* 
drnms  attached. 

Diameter  of  boilers,  54  inches. 

Length  of  boilers,  30  feet. 

The  convex  heads  increase  lk%  length  of  the  boiler  at  the  centre  to 
30  feet  10  inches. 

Diameter  of  mad-dmm,  28  inches. 

Length  of  mud-dram,  22  feet. 

Total  grate  surface,  264  square  feet. 

Total  heating  surface — 

In  boilers,  1479  square  feet. 

In  mud-drums,  1969  square  feet. 

8448  square  feet. 

Compound  Duplex  Pumping  Engine — ^Diameter  of  high-pressure 
cylinder,  29  inches. 

Diameter  of  low-pressure  cylinder,  50|  inches. 

Diameter  of  pump-plunger,  22^  inches. 

Diameter  of  piston-rod  of  pump,  4  inches. 

Travel  of  piston  between  cylinder-heads,  50  inches. 

Average  displacement  of  pump^plunger,  per  stroke  of  48  inches, 
81-315  gallons. 

Height  of  lift  from  water  in  Fairmount  dam  to  overflow  of  reser> 
wir,  20803  feet. 

Pumping  main,  30  inches  in  diameter. 

Pumping  main,  4167  feet  long. 

In  conducting  the  tests,  observations  at  the  engine-house  were  made 
every  thirty  minutes,  and  carefully  recorded. 

First.  Of  the  pressure  of  steam  in  the  boilers.  This  was  main- 
tained at  an  average  of  48-85  pounds,  never  falling  below  48  pounds, 
and  reaching  50  pounds  at  but  one  observation. 

Second.  Of  the  pressure  of  steam  at  the  engine  gauge.  This  ave- 
raged 46*66  pounds,  never  falling  below  45  pounds  nor  exceeding  47*5 
pounds. 

Third.  Of  the  vacuum  in  the  condenser.  This  was  maintained 
nearly  uniform  at  -26*6  inches,  varying  but  0*25  of  an  inch.     As  the 
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{^lunger  displacement  was  to  be  considered  as  the  capacity  of  the  pump^ 
I  inquired  if  water  for  condensing  the  steam  would  be  taken  from  the 
ascending  main,  and  was  assured  that  it  would  not  be  done.  After 
the  test  was  well  under  way,  water  for  condensing  steam  wa9  drawn 
from  the  ascending  main,  as  the  engineers  in' charge  stated  that  other- 
wise it  would  be  impossible  to  maintain  the  vacuum.  To  this  I  ob- 
jected, as  an  engine  constructed  so  that  a  part  of  the  condensing 
water  had,  under  ordinary  circumstances,  to  be  drawn  from  the  main, 
under  a  pressure  of  over  200  feet,  is  in  that  respect  defective. 

The  temperature  of  the  water  was  66**. 

The  amount  of  water  thus  taken  from  the  ascending  main  is  impos- 
sible to  determine. 

Fourth  Of  the  guage  on  the  delivery  end  of  one  of  the  pumps. 
This  averaged  86*724  pounds,  but,  as  the  index  vibrated  from 
five  to  eight  pounds  at  each  stroke  of  the  pump,  the  readings  were 
necessarily  imperfect.  The  pressure  indicated  by  the  gauge  is  prob- 
ably greater  than  the  actual  pressure  due  to  the  height  of  the  lift 
above  the  gauge  (190*75  feet),  and  the  friction  on  the  ascending  main. 
Taking  the  average  reading  of  the  gauge  as  correct,  and  adding  the 
height  of  the  gauge  above  the  water  in  the  pump  well,  the  lift  will  be 
equal  to  217-74  feet. 

Fifth.  Of  the  number  of  strokes.  The  average  was  48*138  strokes 
per  minute ;  never  by  count  falling  below  47,  and  in  but  two  instances 
observed  increasing  to  50. 

Sixth.  Of  the  length  of  stroke.  When  the  engines  were  started, 
before  the  test  began,  the  stroke  was  about  48  inches,  which  the  city^s 
engineer  in  charge  reported  was  the  ordinary  stroke  of  the  engine. 
This  allows  one  inch  at  each  end  for  clearance,  to  meet  an  emergency, 
such  as  an  increase  of  steam  pressure,  or  the  imperfect  closing  of  the 
pump-valves. 

By  an  arrangement  of  vaWes  the  stroke  was  increased  to  49*25 
inches,  when  the  test  began,  and  after  four  hours  it  was  worked  up  to 
49*375  inches,  being  maintained  at  the  same  stroke  for  most  of  the 
test,  never  falling  below  49  inches.  The  average  during  the  entire 
test  was  49*347  inches. 

To  this  increase  of  stroke  I  made  objection,  as  it  caused  the  engine 
to  be  worked  in  an  unusual  manner,  and  increased  the  capacity  of  the 
pumps  2  ^^  per  cent.,  without  requiring  any  more  steam  than  was 
necessary  to  make  the  ordinary  stroke  of  the  engine,  thereby  aug- 
menting the  duty. 
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Seventh.  Of  the  amount  of  feed-water.  This  water  was  supplied 
through  a  measuring  tank  graduated  to  20  cubic  feet ;  19  cubic  feet 
was  the  usual  charge.  When  this  was  pumped  out,  the  tank  was  re- 
plenished. The  total  amount  of  water  suppled  to  the  boilers  was  5212 
-cahic  feet.  A  leak  discovered  in  the  feed-pipe,  which  was  estimated 
to  have  lost  30  cubic  feet,  reduced  the  amount  of  water  evaporated  to 
^172  cubic  feet,  or  818,181  pounds. 

The  avenge  temperature  of  the  feed- water  as  it  entered  the  boiler 
was  1338. 

At  the  end  of  forty-eight  hours  the  level  of  the  water  in  the  boilers 
^as  found  to  be  0*75  of  an  inch  lower  than  when  the  test  began. 

This  will  increase  the  amount  of  water  evaporated  48*13  cubic  feet, 
•or  2961  pounds ;  but  as  the  water  was  simply  converted  into  steam  in 
the  boilers,  it  was  at  a  great  saving  of  fuel  over  that  supplied  from 
the  feed. 

The  total  amount  of  water  evaporated  was,  therefore,  5220*13  cu- 
bic feet,  or  321,142  pounds. 

Eighch.  Of  the  coal  consumed.  The  coal  for  the  test  had  beea 
carefully  selected,  screened,  picked  and  stored  in  the  boiler-room. 

At  the  commencement  of  the  test  steam  was  at  48  pounds,  the  fires 
in  proper  condition,  and  water  2|  inches  in  the  glass  gauge. 

Eighteen  hundred  pounds  of  coal  were  weighed  and  delivered  in 
front  of  the  boilers.  When  this  was  burned  another  charge  of  1800 
pounds  was  weighed  out :  this  was  continued  until  the  close  of*  the 
test,  except  the  last  two  charges,  when  but  1200  pounds  was  taken 
for  a  charge. 

The  amount  of  coal  perceptibly  fell  off  towards  the  close  of  the 
test.  Attention  was  called  to  the  fact  that,  the  conditions  remaining 
•the  same,  there  could  be  no  difference  in  the  amount  of  fuel  required 
to  do  the  work  toward  the  close  of  the  test  or  at  any  other  period 
during  the  time. 

And,  while  at  the  termination  of  the  test  the  fires  might  apparently 
be  as  good  as  at  the  commencement,  they  could  not  possibly  be  of  the 
same  intrinsic  value.  That  this  position  is  correct  is  evident  from  the 
fact  that,  during  the  entire  test,  0*287  of  a  pound  of  coal  was  con- 
sumed per  stroke  of  the  engine ;  that  during  the  first  40  hours,  0*3118 
of  a  pound  of  coal  per  stroke  was  used,  and  during  the  last  8  hours 
and  20  minutes  but  0*171  of  a  pound  of  coal  per  stroke  was  consumed. 
As  there  was  no  change  in  the  work  done,  there  must  have  been  a 
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deficiency  in  the  amount  of  eoal.  This  deficioney,  eatimatii)^  the  Iwt 
8  hours  and  20  minutes^  to  reqatre  the  same  amount  per  stroke  as  wai 
eonsnmed  per  stroke  in  the  entire  test,  will  be  fally  30^5  pounds. 

The  total  amount  of  ooal  consumed  under  the  boilers  was  40,18(y 
pounds,  and  the  total  amount  of  ashes,  clinker  and  nnbumed  coal 
taken  from  the  ash-pit  was  4849  pounds.  A  portion  of  this  was 
screened  in  a  sieve  and  picked,  the  amount  of  unburned  eoal  being 
estimated  at  1450  pounds,  which  was  deducted  from  the  coal  burned. 
Objection  was  made  to  this. 

First.  Because  the  coal  used  was  not  ordinary  merchantable  coal, 
as  it  should  haye  been,  but  had  been  carefully  cleaned  of  all  foreign 
matter,  as  is  eyident  from  the  small  amount  of  refuse,  less  than  11 
per  cent.,  the  usual  allowance  of  merchantable  coal  being  20  per 
cent. 

Second.  Because  the  small  amount  of  unburned  coal  had  no  com^ 
mercial  value. 

The  deficiency  of  feed-water,  amounting,  as  before  explained,  to 
2961  pounds,  would  have  required  at  least  857  pounds  of  coal  addi- 
tional  had  it  been  supplied  from  the  feed  instead  of  steam  being  gen« 
crated  from  the  water  contained  in  the  boiler. 

The  engine  should  therefore  be  charged  with  40,180  pounds  of  coal 
burned  under  boilers,  8085  pounds  of  coal  deficiency  in  quality  of  fire^ 
857  pounds  of  coal  deficiency  in  water ;  total,  48,522  pounds. 

Ninth.  Of  the  evaporating  power  of  the  boilers.  The  total 
amount  of  water  evaporated  during  the  entire  test,  with  the  loss  of 
water  in  the  boilers  added,  wa^  824,108  pounds.  This  divided  by  the 
coal  chargeable  to  the  engines,  will  show  that  the  boilers  evaporated 
7*447  pounds  of  water  by  the  consumption  of  one  pound  of  coal.. 
This  is  certainly  very  satisfactory  working  evaporation.  The  contract 
for  the  engine  specifies  that  unless  the  boilers  evaporate  9*5  pounds  of 
water  with  one  pound  of  coal  the  engines  are  to  be  credited  with  the 
difference.  As  the  results  contemplated  by  this  clause  of  the  con- 
tract are  rarely  if  ever  achieved  in  practice,  it  certainly  cannot  be 
considered  in  the  calculation  of  working  duty  of  the  engine. 

Note.  Wicksteed,  in  a  table  of  results  of  the  evaporating  power 
of  different  boilers,  shows  8*687  pounds  to  be  the  best  recorded  result* 
See  '*  An  Experimental  Inquiry  concerning  the  Cornish  and  Bolton 
and  Watt  Pumping  Engines,"  &c.,  by  Thomas  Wicksteed,  Lond<Mu 
James  Weale,  table  No.  5,  column  21. 
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Chief  Engiaeer  Ifihenrood,  United  States  Navy,  in  hie  expmmente 
at  the  New  York  Navy  Yard,  upon  the  comparative  eraporative  effi-^ 
eienqr  of  coal,  giyes  4*7089  ae  a  fair  average,  and  a  waste  of  20  per 
cent  in  ashes,  fine  coal,  ke.  See  *^  Engineering  Precedents,"  Vol.  2^ 
pege  87. 

In  the  experiments  made  by  the  American  Institnte  last  fall,  the 
average  actual  evaporation  per  pound  of  coal,  with  different  boilers  in 
competition,  was  found  to  vary  from  7*07  to  8  pounds.  See  ''  Journal 
Franklin  Institute,"  No.  557,  page  889. 

Tenth.  Indicator  cards  were  taken  from  the  high-pressure  cylin*^ 
der,  the  low-pressure  cylinder,  the  delivery  side  of  the  pump,  and  the 
pumping  main  immediately  at  the  pump. 

These  show  that  the  steam  is  not  used  expansively  in  the  high-press* 
ure  cylinder ;  that  the  principal  work  of  the  low-pressure  cylinder  is 
that  done  by  the  vacuum  produced  by  the  condensation  of  steam ;  the 
increased  area  of  this  cylinder  is  its  great  advantage ;  that  so  far  as 
the  steam  end  of  the  machine  is  concerned,  no  marked  economy  is 
possible.  The  pump  card  is  perfectly  satisfactory,  showing  a  remark^ 
able  .uniformity  of  pressure  the  entire  length  of  the  stroke ;  the  act« 
nal  delivery  of  the  pump  must  be  nearly  equal  to  the  calculated  dis-- 
placement  of  the  plunger ;  the  amount  could  not  be  ascertained,  as  a 
portion  of  the  condensing  water  was  taken  from  the  ascending  maiuy 
as  above  stated. 

Eleventh.  Of  water  flowing  into  the  reservoir.  This  was  meas^ 
ured  by  passing  it  over  a  weir,  arranged  to  use  the  formula  of  J.  B.. 
Francis,  civil  engineer.  A  hook  gauge  was  used.  It  was  graduated 
to  read  to  the  one-thousandth  of  a  foot,  and  the  readings  were  taken 
every  five  minutes.  These  measurements  may  be  relied  upon  as  cor- 
rect, and  are  as  follows : 

First  twenty-four  hours,  .  .  5,584,926  gallons.. 

Second  twenty-four  hours,    .  .  .  5,559,818       *^ 

Twenty  minutes,  .  .  .         71,124       " 

Total,  .  .  .  .         11,218,368       " 

The  total  number  of  strokes  during  the  test  was  189,604,  and  the 
actual  amount  delivered  into  the  reservoir  80,358  gallons  per  stroke^ 
a  loss  of  8*242  gallons  per  stroke,  probably  used  for  condensing 
steam. 
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The  above  statement  exhibits  the  fact  that  the  test  was  conducted 
to  show  the  utmost  that  can  be  done  by  the  engine  under  Uie  most 
favorable  circumstances.  The  results  must,  therefore,  be  considered 
-as  theoretical  when  calculated  in  accordance  with  the  contract  as  inter- 
preted by  the  committee  appointed  by  City  Councils,  for  they  do  not 
exhibit  the  fair  working  value  of  the  engines,  fired  with  merchantable 
-coal  and  run  as  under  ordinary  circumstances. 

It  would  be  manifestly  unjust  to  take  an  experimental  result  like 
the  above  as  a  standard  of  comparison  for  the  economic  working  of 
this  class  of  engine. 

Charging  the  engine  with  the  amount  of  coal  burned,  and  that 
necessary  to  make  up  the  deficiencies  as  above,  43,522  pounds,  and 
<;rediting  the  engine  with  the  actual  work  done,  viz.,  raising  93,485,- 
513  pounds  of  water  208  feet,  will  give  an  actual  working  duty  of 
44,679,000  pounds. 

That  this  estimate  is  correct  is  evident  from  the  calculations  made 
of  the  average  duty  of  these  engines  daring  1871,  taken  from  the 
report  of  the  Chief  Engineer,  page  20.  This  gives  37,970,173 
pounds,  or,  from  calculations  made  from  records  kept  in  a  book  in  the 
•engine-house  of  the  work  done  during  the  previous  month  (April), 
when  the  average  duty  was  89,232,500. 

While  the  engines  as  tented  and  calculated  meet  the  requirements 
of  the  contract,  they  are  below  the  representation  made  to  Councils 
before  the  contract  was  made,  namely,  67,969,000  pounds  as  an  ave- 
rage annual  actual  duty. 

It  is  but  justice  to  the  builders  to  say  of  the  engine  tested,  that  it 
«8  not  only  well  built  but  operates  smoothly  and  regularly,  and  is  fully 
«p  to  the  guaranteed  capacity,  but  not  to  the  duty. 

Respectfully  submitted. 

'  Henrt  p.  M.  Birkinbinb. 

June  Qth,  1872. 


New  Material  for  Moulding. — M.  MUUer  describes  in  a  French 
-contemporary  a  process  of  forming  ornamental  and  useful  objects  of 
pure  silica.  His  process  consists  in  obtaining  the  silica  in  form  of  an 
impalpable  powder — (probably  by  precipitation) — which  is  then  forriied 
into  a  paste  and  moulded.  The  form  is  then  heated  to  bright  redness, 
when  the  grains  fuse  together,  become  very  coherent  and  form  objects 
of  great  durability. 
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BIELA'S  COMET  AND  THE  METEORS  OF  NOVEMBER  27TH. 

Bt  Profkssor  Daniil  Kirkwood. 

The  fact  that  comets  on  their  approach  to  the  sun  have  at  times  un- 
*dergone  the  process  of  dissolution  is  abundantly  sustained  by  record- 
ed observations.  The  latest  and  most  remarkable  instance  of  such  dis- 
integration is  that  of  Biela's  comet.  This  body  completes  its  revolu- 
tion about  the  sun  in  a  little  more  than  six  years  and  eight  months. 
Shortly  before  its  perihelion  passage  in  January,  1846,  it  was  seen  to 
separate  into  two  distinct  fragments.  Astronomers,  anxious  to  see 
"whether  the  parts  had  remained  separate  during  an  entire  revolution, 
:«waited  the  return  in  1862  with  more  than  ordinary  interest.  The 
two  comets  appeared  at  the  predicted  time ;  their  distance  from  each 
■other  having  increased  to  more  than  five  times  that  of  the  moon  from 
the  earth. 

At  the  next  return,  in  May,  1859,  both  comets  escaped  detection. 
This  was  attributed  solely  to  the  fact  that  the  relative  positions  of  the 
comets,  the  earth,  and  the  sun,  were  unfavorable  for  observation. 

It  will  be  noticed  that  three  periods  of  the  comet  are  very  nearly 
«qual  to  twenty  years.  Hence  the  perihelion  passage  of  January, 
1866,  like  that  of  1846,  was  in  circumstances  favorable  to  telescopic 
scrutiny.  A  diligent  watch  was  maintained  during  several  weeks  for 
the  expected  wanderers :  the  search,  however,  was  without  success. 
It  was  accordingly  inferred  that  the  same  cause  which  had  produced 
the  bi-partition  in  1845  had  occasioned  a  still  further  separation,  so 
that  the  dissevered  fragments  had  become  invisible.  The  comets  were 
4tgain  due  in  September,  1872,  but  escaped,  as  before,  the  most  pow- 
erful telescopes. 

The  orbit  of  the  original  comet  intersected  that  of  the  earth  at  the 
ipoint  passed  by  the  latter  about  the  29th  of  November.  A  collision 
of  the  two  bodies  was  therefore  inevitable  in  case  they  should  both 
reach  this  point  of  intersection  at  the  same  time.  To  quiet  the  ap- 
prehension of  such  a  catastrophe,  M.  Arago  showed  that  a  collision 
«ould  not  reasonably  be  expected  for  thousands  or  even  millions  of 
jears  to  come.  It  is  evident,  however,  that  the  probability  of  impact 
must  be  vastly  increased  by  the  disintegration  of  the  comet  and  the 
diffusion  of  its  fragments  around  a  considerable  arc  of  the  orbit.  Now, 
«s  it  is  well  known  that  the  comets  connected  with  the  meteoric 
streams  of  August  10th  and  November  14th  have  been  for  many  cen- 
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tnries  in  the  process  of  dissolation,  it  is  altogether  probable  that  the 
breaking  up  of  Biela's  eomet  did  not  oommence  witfi  the  omUe  sepa- 
ration in  1845.  Analogy  therefore  led  astronomers  to  expect  the  ap- 
pearance of  meteors — the  products  of  disintegration — about  the  last 
of  November.  The  fact  was  noticed  several  years  since  that  a  con- 
siderable number  of  meteoric  stones  had  fallen  at  this  epoch.  It  is 
also  known  that  a  shower  of  falling  stars  was  observed  in  France  oa 
the  29th  of  November,  1850. 

Now  as  the  greater  part  of  the  matter  which  constituted  the  comet 
of  Biela  must  have  passed  the  earth's  orbit  (in  1872)  but  a  few  weeka 
previous  to  the  earth's  arrival  at  the  point  of  intersection^  it  seemed 
not  improbable  that  parts  of  the  cluster  might  still  be  passing  during 
the  last  days  of  November.  Professor  Newton,  of  Yale  College,  ac- 
tually detected  these  straggling  fragments  on  the  evening  of  Novem- 
ber 21th,  1872.  During  five  hours  he  counted  250  meteors,  over 
three-fourths  of  which  radiated  from  G-amma  Andromedse.  A  more 
remarkable  shower,  however,  was  observed  in  Indiana  on  the  evening^ 
of  November  27th.  Professor  Joseph  Tingley,  of  Greencastle,  count- 
ed 110  in  forty  minutes.  This  would  give  165  per  hour  for  one  ob- 
server. But  according  to  Professor  Newton,  the  whole  number  visi- 
ble at  any  station,  when  the  sky  is  entirely  clear,  is  five  times  the 
number  seen  by  a  single  observer.  The  enameration  by  Professor 
Tingley  accordingly  indicates  an  actual  fall  of  825  per  hour.  At 
Princeton,  Indiana,  Professor  D.  Eckley  Hunter,  with  assistants^ 
counted  70  meteors  in  thirty  minutes ;  the  position  of  the  observera 
being  such  that  more  than  one-half  of  the  sky  could  not  be  seen.. 
Again  on  the  evening  of  December  3d,  at  about  10|  o'clock,  an  ex- 
traordinary meteor  was  seen  at  Bloomington,  Indiana.  Its  apparent 
magnitude  was  estimated  at  one  third  that  of  the  full  moon.  Its  lights 
which  was  of  a  bluish  tinge,  illuminated,  like  a  flash  of  lightning,  all 
objects  on  which  it  fell.  It  appeared  a  little  North  of  East,  at  an  al- 
titude of  about  85^,  and  the  direction  of  its  motion  was  nearly  con- 
formable to  the  radiant  observed  by  Professor  Newton  on  the  21th  of 
November.  It  seems  therefore  not  improbable  that  it  may  have  been 
a  straggling  member  of  the  same  group. 

As  the  meteors  of  this  cluster  are  doubtless  the  debris  of  Biela'a 
eomet,  if  we  find  the  epoch  at  which  the  original  body  would  have 
crossed  the  earth's  orbit  near  the  29th  of  November,  we  may  regard 
the  collision  of  our  planet  with  some  of  the  large  fragments — and 
hence  a  grand  meteoric  display — as  highly  probable  at  the  same  pe- 
riod.    An  easy  calculation,  which  need  not  here  be  repeated,  gives 
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the  last  of  Norember,  1892,  as  such  an  epoch.     The  phenomena  will 
donbtless  be  looked  for  with  a  very  lively  interest. 
Bloomingtonj  Ind.,  Dec.  bth,  1872. 

BITUMINOUS  COAL;  ITS  ORIGIN,  VARIETIES  AND  A  FEW  OF  ITS 

SPECIAL  USES. 

7%€  9iibetance  of  a  paper  presented  at  the  Dubuque  Meeting  of  the  Amertcan 
Aseociattanfor  the  Advancement  of  Science. 
Bt  B.  B.  Andrbws,  of  the  Ohio  Geological  Surrey. 
(Gontinaed  from  page  69.) 
In  the  ooie  the  Stigmaria  almost  reveled,  penetrating  it  in  every 
direction,  and  these  carious  vegetable  forms  with  their  spreading 
rootlets  are  bound  in  the  greatest  abundance  in  cannel  coals,  all  flat- 
tened but  in  exquisite  preservation.  The  existence  of  so  many  Stig^ 
tnarice  in  the  cannel  coals,  the  beds  of  which  extend  often  for  many 
miles,  almost  necessitates  the  conclusion  that  they  grew  in  situ.  If 
the  Stigmaria  is  always  a  true  root  of  Sigillaria,  or  other  tree,  as 
held  by  Dawson  and  others,  we  must  conclude  that  trees,  having  their 
roots  attached,  grew  in  the  wettest  parts  of  the  marsh,  which  were, 
therefore,  not  open  lagoons  as  some  have  supposed.  But  Dawson 
asserts  that  ^^  SigtUarice  grew  on  the  same  soils  which  supported  Coni* 
fers,  Lepidodendray  Oordaites  and  ferns,  plants  which  could  not  have 
grown  in  water."  He  also  claims  that  most  of  the  ni^derclays  which, 
so  far  as  I  know,  universally  contain  rootlets  of  Stigmarioe  ^^  are,  in 
short,  loamy  or  clay  soils,  and  must  have  been  sufficiently  above  water 
to  admit  of  drainage.'' 

These  views  require  us  to  believe  that  the  Stigmarioe  could  not 
have  grown  where  they  are  found  in  cannel  coal,  but  were  floated  to 
their  present  places  as  detached  fragments. 

If  thus  floated  we  should  expect  that  they  would  show  sometimes 
local  aocumulation  on  drifted  heaps.  So  far  as  my  observations  go, 
they  are  very  evenly  distributed  over  the  whole  cannel  coal  area. 
Moreover,  if  detached  and  floated  bodies  and  afterwards  buried  in  the 
accumulating  mud,  we  should  naturally  expect  them  also  to  go  to 
decay  and  form  vegetable  muck  similar  to  the  surrounding  mass.  On 
the  other  hand,  Lesquereux,  Goldenberg  and  others  hold  that  the 
true  Stigmaria  was  an  aquatic  plant.  Lesquereux  thus  writes  :  ^^  It 
is  my  belief  that  the  genus  Stigmaria  does  not  represent  tree  roots, 
but  floating  stems,  of  which  species  of  the  genus  Sigillaria  constitute 
the  flowers  or  fruit-bearing  stems."  It  was,  if  I  understand  his  views, 
only  under  favorable  circumstances  that  these  stems  prodeced  the 
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stalkB,  or  more  properly  tranks,  by  which  the  fmotification  was  see- 
cored.  By  this  theory  it  is  certainly  more  easy  to  explain  the  vast 
number  of  Stiffmarice  found  in  cannel  coals.  By  it  we  may  perhaps^ 
also  account  for  the  equally  great  numbers  of  StigrtiaricR  found  in 
some  of  the  sand  rocks  of  the  lower  Goal  Measures  of  Ohio,  in  which 
SigUlarice  are  but  seldom  found.  Since  we  often  find  Stigmarice  in 
the  bituminous  coal  the  ^*  floating  stem '"  theory  would  harmonize  with 
the  other  opinion  of  Lesquereux,  arrived  at  after  careful  study  of 
modern  marshes  and  peat-bogs  in  Europe  and  America,  that  the  coal 
was  formed  in  similar  marshes,  skirted  by  the  ocean,  which  would 
furnish  the  needed  conditions  for  the  growth  of  such  aquatic  vegeta- 
tion as  he  regards  the  StigmarioF  to  be.  With  the  questions  of  physi- 
ological botany  involved  in  the  determination  of  the  generic  affinities 
of  this  strange  plant  I  have  nothing  to  do  ;  they  belong  to  the  palseo- 
botanists.  Schimper,  in  his  great  Work  on  Vegetable  PalaBontohgy,. 
after  giving  the  views  of  different  authors,  says,  **  We  conclude  that,, 
admitting  the  radical  nature  of  che  Stigtnarich^  we  remain  still  •  very 
doubtful  as  to  their  generic  determination,  and  still  more  as  to  their 
specific  reference." 

In  a  seam  of  coal,  which  I  traced  for  many  miles  in  West  Virginia^ 
the  coal  in  one  locality  is  chiefly  resinous  and  bright,  further  on  it 
passes  into  a  dry  splint,  and  at  other  points  changes  into  cannel.  At 
one  place  the  vegetable  mud,  which  formed  the  cannel,  was  deposited 
upon  a  floor  of  accumulated  vegetable  matter  which  now  constitotea- 
a  layer  of  splint  coal.  This  mass  of  vegetation  had  had  its  day  at 
the  surface  when  that  surface  was  much  drytfr,  but  had  afterwards* 
sunk  in  the  depression  of  the  marsh  which  formed  the  muck  basin. 
In  another  place  the  cannel  coal  has  over  it  a  layer  of  splint.  Iia 
the  latter  case  the  condition  of  things  in  the  original  forming  period 
would  resemble  that  of  some  of  our  present  marshes,  where  we  find 
the  vegetable  ooie  below,  covered  by  a  quaking  surface  of  growing 
vegetation,  including,  sometimes,  trees  of  considerable  size.  If  suck 
a  marsh  were  buried  under  a  heavy  mass  of  sedimentary  matter,  and 
chemical  reactions  were  to  take  place  similar  to  those  of  the  coal  era,, 
we  should  have  something  akin  to  cannel  coal  below,  and  above,  either 
a  highly  bituminous  or  splint  coal  as  the  case  might  be. 

These  general  views  of  the  origin  of  cannel  coal  I  give  because 
they  are  the  results  of  independent  observation  on  my  part.  Other 
geologists  have  expressed  views  essentially  the  same.  Lesquereux,. 
who  has  given  much  attention  to  peat  bogs  and  other  forms  of  marshea 
and  their  vegetation,  has  stated  that  ^'  cannel  coal  has  been  formed 
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under  water  firom  more  decomposed  yegetables."  Dr.  Newberry  loQg^ 
since  declared  that  cannel  coal  was  formed  from  finely  macerated 
vegetable  tissues  accumalated  as  a  carbonaceoas  mud.  Dawson  at- 
tributes cannel  coal  to  **  vegetable  mud/'  and  his  view  is  endorsed  by 
Sir  Charles  Lyell. 

Ashe*  in  Coals.  The  variation  in  the  percentage  of  ash  in  coals 
is  very  great.  It  may  arise  from  these  causes :  First,  the  coals  may 
have  been  formed  from  different  kinds  of  vegetable  tissues,  which, 
themselves  contained  varying  quantities  of  ash.  It  is  well  knowu 
that  the  different  parts  of  a  modern  tree,  the  bark,  wood,  leaves,  ko.^ 
give  different  amounts  of  ash.  Hence  coal  formed  from  different 
parts  of  the  ancient  vegetation  would  doubtless  show  similar  differ- 
ences.  The  least  ash  found  in  any  Ohio  coal  is  0*77  per  cent.,  and 
another  sample,  from  the  same  part  of  the  same  seam  at  another  lo- 
cation, a  mile  or  more  away,  gave  0-85  per  cent.  These  samples 
contained  a  very  large  amount  of  mineral  charcoal,  more  than  I  have- 
ever  found  in  any  other  seam  of  coal.  No  examination  by  the  micro- 
scope has  been  made  in  this  case  to  determine  what  parts  of  the  planta 
have  formed  the  mineral  charcoal.  Dawson  has  found  in  the  mineral 
charcoal  of  the  Nova  Scotia  coals  fast  tissues  from  the  inner  bark  of 
Sigillaria  and  Lepidodendron,  especially  of  the  former,  discigerous 
wood  vessels  and  scalar\fonn  vessels  of  the  same  and  other  forms  of 
plants,  vascular  bundles  of  ferns  and  epidermal  tissues.  It  is  prob- 
able that  the  more  woody  matter  of  the  trees  constituted  no  incon- 
siderable part  of  the  usual  mineral  charcoal,  and  the  ash  of  thia 
would  be  less  than  that  of  coal  formed  more  completely  from  leaves 
and  from  the  costical  layers.  Samples  for  analyses  selected  with 
great  care  might  determine  this  point.  Second,  the  quantity  of  ash 
would  be  in  proportion  to  the  waste  and  decay  of  the  vegetation. 
The  ash  or  inorganic  matter  of  the  plant  would  remain  and  accumu- 
late, while,  in  the  decay,  the  organic  portions  might  be  entirely  dissi- 
pated, as  is  seen  in  the  rotting  of  wood  in  our  forests  at  the  present 
day.  The  more  extensive  and  longer  continued  the  decay,  the  larger 
the  amount  of  ash  in  the  final  residuum  of  coal.  Third,  the  ash  is 
increased  by  the  deposition  of  sediments  from  overflows  of  the  coal- 
marsh  by  muddy  waters.  The  sediment  would  become  intimately 
mixed  with  the  whole  vegetable  mass.  In  some  seams  of  coal  we  find 
these  sediments  so  exceedingly  fine  that  they  leaye  a  film  upon  the 
horizontally  accumulating  laminae  thinner  than  the  most  delicate 
tissue  paper.  Sometimes  these  sediments  are  so  great  as  to  make 
the  ash  excessive  and  the  coal  practically  worthless.     In  the  ordinary 
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bitnmmoas  coals  of  Ohio  Prof.  Wormley  hM  found  the  average  uA 
t)f  88  samples  from  south-eastern  Ohio  to  be  4*718  per  cent.,  and  that 
of  61  samples  from  north-eastern  Ohio  to  be  5*120  per  cent. 

The  quantity  of  ash  in  cannel  coals  has  a  very  wide  range  of  raria- 
tion.  This  might  be  expected,  for  the  shallow  water,  standing  per- 
haps a  good  part  of  the  time  in  the  places  where  cannel  coal  is  formed, 
ifould  be  an  almost  constant  bearer  of  sediments,  especially  if  such 
shallows  had  openings,  wider  or  narrower,  with  the  ocean  through 
which  such  sediments  might  be  introduced.  The  existence  of  such 
openings  or  channels  may  be  assumed  from  the  forms  of  marine  life 
which  entered  the  inner  water-areas  where  the  cannel  was  formed, 
furthermore,  these  interior  shallows  being  the  lowest  parts  of  the 
marshy  area,  the  waters  draining  into  them  from  adjacent  higher 
grounds  would  bring  in  more  or  less  earthy  matter.  For  these 
reasons  it  is  hardly  to  be  expected  that  cannel  coal  would  yield  a 
light  ash.  The  smallest  ash  I  have  seen  recorded  is  2  per  cent., 
while  the  largest  may  be  30  or  40  per  cent.,  or  even  more.  Many 
oannel  coals  are  too  earthy  to  be  of  any  value. 

I  give  some  analyses  of  coal  ashes  made  by  Prof.  Wormley. 


No. 

1. 

No.  2. 

r 

Per  cent. 

Per  cent. 

Per  cent. 

^ 
Per  cent 

of  ash. 

of  coal. 

of  ash. 

of  coal. 

4910 

1-645 

37-40 

0-2880 

8-68 

0-128 

9-78 

0-0749 

88-60 

1-298 

40-77 

0-3189 

4-58 

0-162 

6-27 

0-0488 

016 

0-005 

1-60 

0-0128 

110 

0-037 

1-29 

0-0099 

2-28 

0-075 

0-61 

0-0089 

0-07 

0-002 

1-99 

00168 

014 

0005 

0-08 

0-0006 

Trace. 

Trace. 

99-61 

3-887 

99-64 

0-7670 

Silicic  Acid, 
Iron  Sesquioxide, 
Alumina, 
Lime, 
Magnesia, 
Potash  and  Soda, 
Phosphoric  Acid, 
Sulphuric  Acid, 
Sulphur  (combined), 
Ohlorine, 

Total, 

No.  1.  Ash  from  Youghiogheny  coal.  Western  Pennsylvania. 

No.  2.  Ash  from  J.  SalFs  coal.  Pigeon  Creek,  Jackson  Co.,  Ohio. 

In  No.  2  the  ash  is  very  light,  and  nearly  all  of  it  may  have  been 
derived  from  the  original  vegetation.  It  contains  more  iron  and 
sulphuric  acid  than  No.  1  but  much  less  phosphoric  acid*  In  bodt 
leases  the  larger  part  is  made  up  of  silicic  acid  and  alumina. 
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SfUphur  in  Coals. — This  is  a  deleterious  element  found  in  all  coals, 
not  excepting  the  anthracites  which  have  been  subjected  to  a  heating 
process  sufficient  to  expel  the  bituminous  portion.  In  bituminous 
coals  it  exists  in  different  combinations.  A  part  of  it  is  combined 
with  iron  to  form  the  bisulphide  ;  a  part  passes  off  with  the  volatile 
hydrocarbons ;  a  part  remains  with  the  fixed  carbon  of  the  coke,  and 
A  little  remains  in  the  ash.  A  sample  of  Toughiogheny  coal  ana- 
lyzed by  Prof.  Wormley,  gave  a  total  sulphur  of  0*98  per  cent.  Of 
this  sulphur  (only)  0-097  per  cent,  was  combined  with  iron  as  a  bi- 
sulphide ;  0-223  per  cent,  passed  off  with  the  volatile  matter  in  coking; 
0*653  per  cent,  was  found  in  the  fixed  carbon,  and  0*007  per  cent, 
remained  in  the  ash. 

So  far  as  I  know,  chemists  have  not  yet  ascertained  the  exact  na- 
ture of  the  combination  made  by  the  sulphur  with  the  fixed  carbon. 
Whether  the  sulphur  combines  with  the  carbon  of  the  coke  in  any 
known  form  of  sulphide  would  appear  doubtful  from  th^  volatile  char- 
acter of  such  compounds,  which  would  apparently  necessitate  their 
elimination  in  the  process  of  coking.  From  the  analysis  above  given, 
it  is  very  obvious  that  the  common  notion  that  the  sulphur  in  coals 
18  in  combination  with  iron,  is  quite  a  mistaken  one.  This  is  further 
illustrated  by  the  following  table  of  analyses,  by  Prof.  Wormley, 
showing  the  per  cent,  of  sulphur  in  several  different  coals  with  that 
of  the  iron,  and  also  the  proportion  of  sulphur  that  could  have  been 
combined  with  the  iron. 

Salphor in  coal,  .        .    057    118    0*98    2*00    0'9I    0-86    05L    0*74    4-04 
Iron  in  coal,  .    0075  0  742  0  086  0*425  0122  0*052  0*102  0102  205 

Sulph.  req.  by  the  iron,  0*086  0*848  0*097  0'486  0*139  006    0116  0116  2*343 
These  facts  are  most  interesting,  and,  as  will  be  seen  presently, 
have  great  practical  importance. 

While  the  proportion  of  sulphur  of  the  bisulphide  to  the  total  sul- 
phur in  different  coals  are  various,  it  will  also  be  seen  that  the  pro- 
portions of  that  which  passes  off  with  the  gases  are  equally  various. 
Among  Prof.  Wormley's  analyses,  I  find  the  following  : 

No.  1.  No.  2.  No.  3.  No.  4.  No.  5.  No.  6.  No.  7 
Salphar  in  coal,  0*49      0*93      0*91      0'68      0*57      0*56      0*98 

Solphnr  left  in  coke.  0*082    0015    0*007    0*30      0*43      0*46      0*66 

Difference  passing  otf  in  gases,  0*408    0*915    0*903    0*38      0*14      0*10      0*32 
No.  1.  Coal  of  lower  bench  of  Straitsville  (Ohio),  seam. 
No.  2.         «     middle        '*<  '*  "  " 

No.  3.         "     lower  part  of  seam,  J.  Sells,  Pigeon  Creek,  Jackson 

Co.,  Ohio. 
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14  0. 4.  Goal  of  upper  part  of  aeatn,  J.  Sells,  Pigeon  Creek,  Jaokson 
Co.,  Ohio. 
No.  5.         ^^    Jackson  Hill  seam,  Jackson  Co.,  Ohio. 
No.  6.         "    Briar  Hill  seam,  Youngstown,  Ohio. 
No.  7.         *^     Yonghiogheny  seam,  Western  Pennsylvania. 
For  gas-making,  the  less  snlphnr  entering  the  gas  the  better,  since 
it  mast  all  be  removed  by  purification.     For  the  blast  furnace,  the 
less  sulphur  remaining  in  the  coke  the  better,  for  it  is  the  sulphur  in 
the  coke  which  is  injurious  and  not  that  in  the  volatile  hydro-carbons, 
which  pass  off  in  the  top  of  the  furnace  stack*     In  some  cases,  how- 
ever, where  the  gas  carries  with  it  most  of  the  sulphur,  the  gas  may 
be  so  superior  in  illuminating  power  as  to  warrant  its  use,  notwith- 
standing the  increased  cost  of  purification.   For  example,  the  average 
sulphur  of  the  whole  Straitsville  seam,  of  eleven  feet  in  thickaesa,  is 
0*792  per  cent.     Of  this^  0*688  per  tent,  enters  the  gas,  but  the  il- 
luminating poijer  being,  on  an  average,  eighteen  candles,  the  gas  is 
preferred  to  that  made  from  the  Youghiogheny  coal,  into  which  there 
enters  only  0*82  per  cent,  of  sulphur,  but  has  an  illuminating  power 
of  but  fourteen  candles. 

In  the  evolving  of  gas  from  coals,  a  part  of  the  volatile  combuatible 
matter  condenses  into  tarry  matters,  and  has  to  be  deducted  in  our 
calculations  from  the  total  gaseous  product,  the  remainder  being  the 
fixed  or  permanent  gas.     The  difference  between  the  whole  volatile 
combustible  product  and  the  permanent  gaseous  product  is  often  very 
considerable,  and  this  difference  varies  in  different  varieties  of  coals. 
This  subject  has  been  so  admirably  set  forth  by  Prof.  Wormley,  and 
is  withal  of  so  much  practical  importance,  that  I  quote  from  him  the 
following  facts :  ^'  A  coal  which  contained  only  27*70  per  cent,  of 
volatile  combustible  matter  evolyed  8*82  cubic  feet  of  fixed  gas  per 
pound,  whilst  another,  which  contained  88*80  per  cent  of  volatile  com- 
bustible matter,  evolved  only  8*08  cubic  feet  per  pound."  Of  fourteen 
samples  tested,  the  average  volatile  combustible  matter  was  88*54  per 
cent.,  and  that  of  the  permanent  gas  in  cubic  feet  per  pound  of  coal 
was  8*806.     Gas  works  practically  obtain  more  gas  per  pound  than 
the  chemist,  doubtless  through  a  re-distillation  of  a  part  of  the  tarry 
matter.   Prof.  Wormley  also  suggests  that  at  such  works  the  measure- 
ment is  taken  at  a  higher  temperature,  a  difference  of  five  degrees 
changing  the  volume  of  gas  about  one  per  cent.    ^'  From  a  fair  average 
of  Youghiogheny  coal,"  Prof.  Wormley  "obtains  only  about  8 J  cubic 
feet  per  lb.,  whereas,  in  the  ordinary  manufacture  of  illuminating  gas, 
this  coal,  as  is  well  known,  yields  about  four  cubic  feet  per  lb.  of  coal." 
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The  sulphur  in  coals  is  derived  from  two  sources,  viz.,  from  the 
vegetable  itself  and  from  the  water  of  the  ocean.  Bischof  states  that 
'*  the  ash  of  beechwood  contains  as  much  sulphuric  acid  and  peroxide 
of  iron  as  would  suffice  to  form  iron  pyrites  amounting  to  ^gi^?  o^ 
the  weight  of  the  wood.  The  peroxide  of  iron  would  yield  23  times 
as  much  pyrites  if  sulphates  were  brought  in  contact  with  it  from  out- 
wards. Fir  wood  can  give  rise  to  the  formation  of  ten  times  as  much 
iron  pyrites  as  beech  wood."  The  large  amount  of  carbonaceous 
matter  of  the  coal  vegetation  acting  upon  the  alkaline  and  earthy 
sulphates  in  the  sea. water,  would,  with  the  aid  of  proto  carbonate  of 
iron,  form  more  or  less  pyrites,  and  Bischof  asserts  that  it  is  actually 
formed  in  this  way.  He,  however,  limits  the  action  upon  sulphates, 
as  far  as  it  goes  on  in  the  sea,  to  the  decomposition  of  sulphate 
of  lime.  .  But  these  chemical  reactions  only  explain  so  much  of 
the  sulphur  as  is  combined  with  iron  as  pyrites  or  bisulphide.  It  is 
barely  possible  that  so  large  a  body  of  decomposing  vegetable  matter 
might  set  free  more  sulphuric  acid  from  the  sulphates  than  there  was 
iron  to  combine  with,  and  the  excess,  probably  losing  its  oxygen, 
went  to  form  new  combinations  with  the  organic  matter  of  the  decom- 
posing vegetation. 

It  is  impossible  to  ass;^ti  a  reason  why  one  coal  should  contain 
more  sulphur  than  another.  If  it  came  exclusively  from  the  inorganic 
part  of  the  vegetation  itself,  it  is  easy  to  see,  as  in  the  case  of  the 
ash  already  discussed,  that  the  more  jextensive  and  longer  continued 
the  decay  of  the  vegetation,  the  larger  the  accumulation  of  sulphur 
in  the  final  residuum  of  coal ;  but  doubtless  only  a  small  part  came  in 
this  way. 

The  sulphate  being  always  present  in  sea  water  and  probably  in 
uniform  quantities,  and  there  always  being  iron  enough  in  the  water, 
— certainly  in  the  era  of  the  lower  Goal  Measures  of  Ohio,  where  the 
iron  is  everywhere  precipitated  as  a  carbonate  of  the  protoxide  or  sid- 
erite, — we  should  naturally  expect  from  uniform  conditions  uniform 
results.  But  in  fact  no  two  seams  of  coal  contain  the  same  amount 
of  sulphur,  and  the  same  seam  shows  not  only  in  different  locations 
very  different  amounts,  but  also  in  different  parts  in  its  vertical  range 
at  the  sam^  location. 

Rapidity  of  formation  of  Coal. — It  is  probable  that  the  buried  veg- 
etation passed  through  its  chahges  and  became  hard  and  perfect  coal 
in  a  much  shorter  time  than  is  generally  supposed.  In  Perry  county, 
Ohio,  I  foand  near  the  base  of  a  sand  rock  over  the  Nelsonville  or 
Straitsville  seam  of  coal  a  perfect  bowlder  of  Coal,  a  flattened  disk 
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nearly  four  inches  in  diameter  and  two  and  a  half  inches  deep.  It  was 
found  about  thirteen  feet  above  the  seam  of  coal,  there  being  in  the 
interval  a  foot  of  sand  rock  and  twelve  feet  of  shales,  sandy  at   top 
and  clayey  at  bottom.     The  bowlder  is  a  fragment  torn  from  some 
seam  of  coal  and  rounded  by  attrition  in  the  moving  waters  which 
brought  in  the  sand  of  the  sftnd  rock.     The  structure  of  the  coal  ap- 
pears to  be  that  of  the  Straitsville  seam.     This  seam,  at  a  location  a 
few  miles  from  the  place  where  the  bowlder  was  found,  has,  over  a 
limited  area,  been  violently  torn  away  by  waves  or  some  powerful  cur^ 
rent  of  water,  and  the  excavation  filled  with  mud,  now  forming  an  un- 
stratified  mass  of  clay.     As  it  is  barely  possible  that  the  excavation 
extended  downward  in  deep  water  to  a  considerable  depth  to  any  of 
the  lower  or  older  seams,  we  may  perhaps  infer  that  the  bowlder  came 
from  the  Straitsville  seam  at  that  spot.     The  direction — a  little  east 
of  north — ^is  the  one  in  which  the  waters  of  the  ocean  of  that  period 
would  be  most  likely  to  carry  debris  shoreward.     We  have,  then,  the 
apparent  proof  that  the  vegetation  became  hard  and  perfect  coal  after 
its  burial  in  time  to  furnish  bowlders  now  found  in  the  coarse  sand 
rock  only  thirteen  feet  above  it.     In  other  words,  the  time  for  the  ac» 
cumulation  of  twelve  feet  of  shales  added  to  whatever  interval  there 
might  have  been  before  the  incoming  of  the  sand,  was  long  enough  for 
the  perfecting  of  the  coal.    This  time  is  very  indefinite,  of  course,  bat 
measured  by  stratigraphical  accumulations,  somewhat  after  the  man- 
ner of  Prof.  Dana's  time- ratios,  it  is  geologically  very  short.     In 
Wayne  county.  West  Virginia,  'I  found  near  the  bottom  of  a  very 
coarse  sand-rock,  and  separated  by  about  ten  feet  of  bituminous  shales, 
upon  a  thin  seam  of  coal,  quite  a  mass  of  angular  fragments  of  coaL 
Some  of  the  fragments  were  worn  the  merest  trifle,  but  most  were  an- 
gular and  some  were  sharply  wedge-shaped.     It  is  impossible  to  be- 
lieve that  fragments  of  so  tender  a  material  could  have  been  subject- 
ed to  the  attrition  of  the  coarse  sand,  with  which  they  were  transport^ 
ed,  and  in  which  they  are  now  imbedded,  for  any  considerable  dis- 
tance.    Hence  they  were  torn  from  some  Bea;m  of  coal  not  far  away. 
It  is,  moreover,  unreasonable  to  suppose  that  the  cavity  of  excavation 
could  have  extended  far  down  to  the  lowest  and  oldest  coals,  from  the 
fact  stated  in  the  other  case,  that  the  work  of  such  excavation  must 
have  taken  place  below  the  surface  of  the  water,  the  last  formed  seam 
being  at  the  time  at  least  ten  or  twelve'  feet  below  that  surface.     If 
the  coal  came  from  the  seam  first  below,  it  is  reasonable  to  infer  that 
the  vegetation  of  the  seam  had  passed  through  the  process  of  bitumini- 
aation  and  final  solidification  during  the  interval  between  the  time  of 
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the  barial  by  sediments  of  the  coal  marsh  and  the  filling  in  of  ten  or 
twelve  feet  of  intervening  materials.  The  only  other  possible  expla- 
nation of  these  facts,  occurring  to  my  mind,  is,  that  some  portion  of 
the  area  of  the  lower  Goal  Measures  had  been  raised  above  its  proper 
place  beneath  the  waters,  and  either  constituted  headlands  from  which 
the  waters  of  the  ocean  could  teilr  away  the  fragments  of  coal  and 
transport  them  to  their  present  location,  or  formed  highlands  from 
which  rivers  might  have  brought  down  the  coal  debris.  So  far  as  my 
observations  go,  there  is  not  a  shadow  of  proof  of  any  such  upheaval 
during  the  progress  of  the  formation  of  our  coal  seams,  but,  on  the 
other  hand,  all  observed  facts  militate  against  such  a  supposition. 

I  have  observed  another  class  of  facts  whrch  have  interested  me 
much,  and  which  may  have  a  bearing  upon  the  comparatively  rapid 
bituminisation  and  solidification  of  the  coal.  Over  considerable  hori- 
zontal areas  I  have  sometimes  found  the  coal  planed  off  as  if  it  had 
ahready  become  a  solid  substance.  For  example,  on  Sunday  Creeky 
Perry  county,  Ohio,  I  find  the  thick,  or  eleven  feet,  seam  of  coal — the 
NelsonviUe  or  Straitsville  seam— eroded  in  various  places  and  in  vary- 
ing depths  from  the  top.  Sometimes  it  is  planed  or  ground  away  to 
the  depth  of  a  foot ;  sometimes  the  whole  upper  bench  is  gone,  and 
again  the  erosion  has  taken  away  the  upper  and  part  of  the  middle 
benches.  Then  several  benches  are  always  seen  in  great  distinctness 
in  the  seam  in  its  normal  development,  being  separated  by  the  part- 
ings of  slate.  In  all  cases  the  sandrock  fills  the  space  once  occupied 
by  the  coal,  and  rests  unconformably  upon  the  eroded  edges  of  the 
laminse  of  the  coal.  The  usual  cover  of  the  coal  is  shales,  sometimes 
twenty  feet  or  more  thick,  and  there  is  every  reason  to  believe  that 
such  shales  were  first  deposited  over  the  coal  at  the  eroded  places. 
At  some-  subsequent  time  and  after  the  vegetation  had  become  coal,, 
currents  of  water  carried  away  the  softer  shales  and  perhaps,  by  the 
aid  of  moving  sand,  planed  off  the  upper  portion  of  the  coal-seam» 
This  has  been  done  in  a  smooth  and  even  manner,  and  there  are  no- 
traces  of  the  kind  of  rough  work  which  the  same  force  would  have 
performed  if  the  material  acted  on  was  a  mass  of  soft  and  unconsoli- 
dated decomposed  vegetable  matter.  In  another  coal-seam  which  I 
traced  for  miles  in  West  Virginia,  the  upper  part  of  the  original  seam 
had  almost  everywhere  been  planed  off  by  a  force  which  left  over  the 
coal  coarse  sand,  now  hardened  into  sandrock.  In  some  places  I 
found  the  remnants  of  the  original  top  of  the  seam  with  sh»le  over 
them.  It  appeared  evident  that  the  sandrock  was  not  the  first  cover 
of  the  coal  vegetation.     No  plants  or  fragments  of  trees  such  as  often 
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show  themselves  in  the  roof  of  coal  seams  could  anywhere  be  found  in 
it.  In  the  concavities  in  the  under  surface  of  the  rock,  I  have  found 
the  coal  which  filled  them  preserving  its  horizontal  lamination  and 
not  curved,  or  only  slightly  so,  to  fit  the  shape  of  the  rock  surface. 
Apparently  the  top  of  the  coal  seam,  after  it  had  become  a  compara- 
tively solid  body,  had  been  removed,  and  the  sand  which  covered  it 
adjusted  itself  to  the  little  irregularities  of  the  surface  of  the  coal. 
The  interval  between  the  time  when  the  vegetable  matter  was  first  ac- 
cumulated and  the  time  when  its  first  covering  of  shale  was  removed, 
and  the  sands  brought  in,  might  have  been  very  great,  but  relatively 
to  the  time  of  the  accumulation  of  the  whole  Coal  Measures,  it  was 
very  brief. 

I  have  time,  in  conclusion,  to  notice  only  one  or  two  matters  of 
practical  importance  in  the  use  of  our  bituminous  coals.  The  vast 
quantity  of  excellent  iron  ore  in  our  land,  with  a  corresponding 
ttmount  of  excellent  fuel  for  smelting  it,  points  to  this  country  as  one 
destined  to  become  the  leading  nation  in  iron  manufactures.  In  thiB 
Industry  our  bituminous  coals  are  already  beginning  to  play  an  im- 
portant part.  The  prerequisites  for  a  goodfurnace  coal  are — if  we 
use  the  raw  or  uncoked  coal — a  dry  or  open  burning  quality,  little 
sulphur,  small  ash,  sufficient  fixed  carbon  and  firmness  of  coke.  If 
coke  and  not  raw  coal  be  used,  it  should  be  firm  and  capable  of  resist- 
ing pressure,  and  contain  as  small  per  centage  of  sulphur  and  ash  as 
possible.  Sulphur  in  coal  is  a  prime  difficulty,  but  this  is  becoming 
better  and  better  understood  by  iron  manufacturers.  Of  late  years 
attempts  have  been  made  with  greater  or  less  success,  to  separate  the 
sulphur  from  coal  by  a  somewhat  mechanical  process,  viz.,  by  crush- 
ing the  coal  and  floating  off  by  water  the  lighter  and  purer  portions, 
which  are  saved  and  afterward  converted  into  coke.  The  rest,  com- 
posed of  the  coal  charged  heavily  with  bi-sulphide  of  iron  and  of  the 
slate,  is  thrown  away.  When,  however,  the  sulphur  is  not  combined 
with  iron  as  a  bi-sulphide,  but  is  in  other  combinations  as  has  already 
been  shown,  this  mechanical  process  must  fail,  and  even  when,  as  is 
often  the  case,  the  bi-sulphide  is  disseminated  evenly  through  the 
whole  mass  of  the  coal,  and  is  not  in  a  segregated  condition  in  the 
form  of  laminae,  discs,  etc.,  there  will  also  be  a  failure  in  the  separa- 
tion. The  sulphur  may  be  combined  with  the  lightest  and  apparently 
purest  portion  of  the  coal,  if  quality  is  to  be  determined  by  specific 
gravity.  For  illustration,  I  give  the  analysis  of  a  coal  which  appeared 
in  every  way  promising,  and  contained  no  visible  bi-sulphide  of  iron. 

There  was  found  by  Prof.  Wormley  0*89  per  cent,  of  iron.     This 
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iron  woald  reqaire  0-44/>  per  cent,  of  sulphur  to  form  the  usual 
bisulphide.  Besides  this  amount,  there  remained  in  the  coal  2*885 
per  cent,  of  sulphur.  This  large  amount  of  sulphur  could  not 
be  removed  by  any  washing  process,  since  it  is  disseminated  through 
the  whole  mass  of  the  coal.  If  the  purification  of  coal  is  therefore  to 
be  attempted  by  discriminating  by  a  mechanical  process,  in  the  rela- 
tive specific  gravities,  the  method  will  only  be  successful  where  the 
sulphur  is  in  the  form  of  a  bisulphide  of  iron,  and  this  is  in  a  segre- 
gated form. 

Another  important  point  to  be  determined  in  the  use  of  bituminous 
coal  for  iron- making  is  the  physical  character  of  the  coke.  If  raw 
coal  is  used,  it  is  speedily  converted  into  coke  in  the  top  of  the  fur- 
nace, and  descends  as  such  to  the  bottom,  where  it  is  consumed,  and 
the  chief  heat  produced ;  while  in  the  bottom  there  rests  upon  it  and 
upon  the  other  materials  which  have  descended  with  it  the  burden  of 
the  whole  vertical  column  of  the  contents  of  the  furnace  directly 
above.  The  coke,  therefore,  should  be  firm  and  solid  to  hold  up  the 
eaperincumbent  mass.  If  it  is,  on  the  other  hand,  tender  and  crushes 
under  the  weight,  it  becomes  compacted  together,  the  blast  does  not 
penetrate  it,  and  a  slow  and  imperfect  combustion  is  the  result.  From 
each  impeded  combustion  many  and  great  evils  arise  which  are  familiar 
to  all  intelligent  iron  masters.  To  this  cause,  more  than  to  any  other, 
18  to  be  attributed  the  **'  bad  working*'  of  so  many  furnaces  using  ten- 
der fuels.  The  firmest  cokes  are  made  from  the  more  highly  bitumin- 
ous or  coking  coals,  such  as  melt  and  swell  when  heated,  and  after 
the  bituminous  gases  are  driven  off,  leave  a  hard,  porous,  cinder-like 
mass,  which  has  a  metallic  lustre  and  an  almost  metallic  ring  whea 
struck.  Such  coke,  either  cold  or  hot,  is  broken  with  difficulty,  and 
will  resist  great  pressure  without  crushing.  The  best  known  English 
coke  of  this  type  is  made  from  the  North  Durham  coal.  It  is  the 
strength  and  firmness  of  this  coke  that  renders  the  very  high  furnacea 
of  the  Cleveland  Iron  District  possible.  The  coke  made  from  a  simi- 
lar highly  cementing  coal  at  Connelsville,  Pa.,  has  a  somewhat  simi- 
lar firm  and  obdurate  quality.  All  cokes  made  from  the  soft  and 
caking  coals  have  a  tendeney  to  be  more  or  less  firm  from  the  fact 
that  such  coals  soften  and  melt  when  heated.  The  best  coke  comes 
from  the  most  thorough  fusion  of  the  coal.  On  the  other  hand,  the 
dry  and  open  burning  coals  show  a  very  different  behavior  in  the  fire. 
They  do  not  melt  and  swell,  and  consequently  change  but  slightly 
their  original  form.  A  block  of  such  coal  parts  with  its  bituminous 
gases  through  cracks,  which  more  generally  open  along  the  planes  of 
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lamination.  The  resulting  coke  is  closer  in  texture,  with  smaller  cel- 
lular spaces,  is  darker  in  color  and  less  coherent.  The  closeness  of 
texture,  as  compared  with  the  more  open  character  of  the  cokes  made 
from  caking  coals,  added  to  their  brittleness,  makes  the  cokes  of  the 
dryer  coals  less  fitted  to  be  permeated  by  the  blast  and  less  able  to 
sustain  the  pressure  at  the  bottom  of  the  furnace  stack.  Of  course, 
some  of  the  cokes  of  each  class  are  much  firmer  than  others.  Often 
iron  masters  using  dry  coals  in  the  raw  state,  finding  that  they  do  not 
obtain  sufficient  heat,  resort  to  the  use  of  a  certain  proportion  of  firm 
coke.  The  difficulty  is  not,  I  think,  in  the  heating  power  of  the  raw 
coal — for  its  coke  may  have  quite  as  much  fixed  carbon  as  the  other 
coke  used — but  in  the  simple  fact  that,  in  the  first  instance,  the  fire  is 
partially  smothered  by  the  compacted  condition  of  the  fuel,  while  in 
the  other  case,  the  weaker  coke  of  the  raw  coal  is  reinforced  by  the 
stronger,  and  thus  the  whole  mass  of  fuel  is  kept  in  better  condition 
to  be  permeated  by  the  blast.  There  are  very  great  advantages  m 
large  and  high  furnaces,  as  has  been  practically  shown  in  the  Cleve- 
land Iron  District,  England,  and,  theoretically,  by  J.  Lowthian  Bell, 
in  his  masterly  papers  in  the  Journal  of  the  Iron  and  Steel  Inttitute.* 
In  the  West,  we  have  a  vast  supply  of  dry  burning  bituminous  coals, 
more  or  less  splint  in  character,  of  great  purity  and  excellence,  which 
can  be  obtained  very  cheaply.  These  coals  must  be  used  for  iron 
making,  and  will  be.  But  the  character  of  each  kind  of  coal  must  be 
carefully  ascertained,  and  the  nature  of  the  cokes  must  also  be  care- 
fully studied.  No  two  coals  are  exactly  alike,  and  it  is  not  wise  to 
copy  blindly  the  forms  of  foreign  furnaces  which  have  succeeded  under 
entirely  difiercnt  circumstances  and  conditions.  If  we  use  a  compara- 
tively tender  fuel  we  can  adopt  the  very  high  furnace  only,  when  by 
some  method  of  construction  and  internal  arrangement  we  relieve  the 
weight  of  the  superincumbent  mass  as  it  presses  upon  the  coke  in  the 
bottom  of  the  furnace  stack.  Such  a  construction  is  not,  I  think, 
impossible. 

Since  writing  the  above  article  I  learn  that  Bischof,  in  a  recent 
edition,  which  I  have  not  seen,  abandons  his  theory  of  the  origin  of 
coal. 

*It  maybe  well  for  those  of  oar  Americaa  iroD  maaaractarers  who  show  so 
profoand  a  contempt  for  science,  to  kaow  that  Mr.  Bell  is  himself  a  most  sac- 
cessfal  iron  master.  It  is  on  record  that  he  *'  blew  in  "  two  furnaceSi  and  at  the 
end  of  two  years  had  made  in  them  78.000  toDs  of  iron,  and  in  all  that  time  had 
not  made  a  single  ton  of  white  iron. 
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ITEMS  AND  NOVELTIES. 

A  New  Testing  Machine.— The  accompanying  engraving  rep- 
resents  a  new  form  of  horizontal  testing  machine,  of  75  tons  capa- 
city, built  by  Riehle  Bros.,  Philadelphia,  and  designed  by  T.  Alsen, 
Superintendent. 

At  one  end,  enclosed  in  an  iron  frame,  is  a  heavy  intermediate 
lever,  one  fulcrum  of  which  (the  upper  one)  bears  against  a  plain  steel 
surface  composing  a  part  of  the  iron  frame,  accurately  and  firmly 
inserted,  the  lower  fulcrum  presses  against  the  clevis  that  connects 
directly  with  the  tools  that  hold  one  end  of  the  test  specimens.  This 
intermediate  lever  is  suspended  at  the  larger  end  by  clevises  that 
swing  from  the  iron  frame,  and  at  the  smaller  end  from  a  compound 
parallel  crane  beam  that  rests  upon  pedestals.  Upon  this  parallel 
beam  you  will  observe  an  ordinary  weight-dish,  upon  which  U.  S. 
standard  weights  are  placed  to  weigh  the  strain  that  the  test  piece  is 
being  subjected  to  ;  one  pound  yn  the  weight-dish  indicates  a  strain  of 
one  thousand  pounds  on  the  test  specimen.  At  the  other  end  of  this 
machine  is  used  a  hydraulic  jack  and  pump,  which  is  placed  upon  low» 
strong  wheels,  and  run  along  a  railway  and  stopped  at  any  desired 
Vol.  LXV.— Third  Sirim.— No.  3.— March,  1S73.  11 
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point  by  means  of  keys  dropped  into  slots  in  the  railway  aboat  ten 
inches  apart ;  this  is  in  order  to  accommodate  the  length  of  the  test 
piece,  which  might  be  but  a  few  inches,  and  can  be  a  hundred  feet 
long  or  more.     The  power  is  applied  merely  to  take  up  the  slack,  the 
strain  is  weighed  and  even  broken  by  the  weights  being  placed  upon 
the  weight- dish  on  crane  beam,  which  must  be  kept  parallel  by  the 
use  of  the  power  and  weights  together.     The  equipoise  of  the  beam 
is  indicated  by  means  of  a  finger  point  that  must  vibrate  free  when 
the  proper  weight  is  applied ;  this  is  clearly  shown  in  the  plate,  be- 
tween the  pedestals.    When  the  test  piece  is  in  position  the  lever  and 
beam  must  be  balanced  by  means  of  the  balance  cup  hanging  from 
extreme  end  of  parallel  beam.     All  the  bearings  and  fulcrums  are 
steel,  made  very  strong  and  true,  and  as  each  part  swings  perfectly 
plumb,  there  is  no  friction,  and  a  strain  upon  a  specimen  can  be 
weighed  to  within  a  few  pounds.    The  operation  of  the  jack  and  pump 
is  as  follows :  the  handle  of  the  pump  being  operated,  the  plunger  of 
the  jack  is  forced  out  horizontally,  and  is  connected  with  the  tools 
that  are  fastened  to  a  cross  head  by  means  of  two  bolts.    In  order  to 
get  the  plunger  back  again  a  lever  is  used  that,  being  raised,  catches 
in  a  ratchet,  and  when  pressed  down  forces  it  back  again ;  this  ope- 
ration also  sends  the  fluid  back  from  the  jack  into  the  pump  reservoir. 
The  iron  frame  and  the  timbers  that  support  the  iron  guides  are  all 
firmly  secured  to  a  foundation  of  masonry.     This  machine  is  repre- 
sented straining  a  piece  of  double  riveted  boiler  plate  (with  ten  rivets) 
in  order  to  ascertain  the  comparative  merits  of  steel  and  wrought-iron 
plates,  also  single  and  double  rivets,  with  drilled  and  punched  holes. 
It  was  built  for  E.  B.  Ward,  Esq.,  Detroit,  for  the  purpose  of  testing 
chain,  wire  and  hemp  ropes,  also  bridge  bolts  and  boiler  plate,  and  is 
ninety  feet  long  when  put  up  for  use ;  but  the  construction  of  the 
machine  embodies  certain  principles  that  can  be  modified  indefinitely, 
and  adjusted  to  apply  any  desired  strain,  to  any  material,  in  any 
shape  or  form — including  the  crashing  resistance  of  iron  or  stone  col- 
umns, transverse  strain  of  girders,  and  torsional  strain. 

Soiling  Molten  Steel. — Our  mechanical  contemporaries  have 
been  commenting  on  a  method  recently  invented  by  Mr.  James  Rob- 
inson, of  Glasgow,  for  treating  and  sh/iping  metals  as  they  are  poured 
in  a  molten  state  from  a  Bessemer  converter  or  other  vtsssel.  The 
fluid  mass  is  received  between  a  set  of  rolls  so  placed  as  to  retain  the 
liquid  metal  until  it  becomes  sufficiently  chilled  to  be  handled.     The 
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rolls  at  the  receiving  end  are  conicallj  shaped,  so  that  the  iron  is 
gradually  compressed  and  a  delivering  action  set  np  in  the  mass  of 
iron  as  it  passes  between  and  longitadinallj  along  the  face  of  the 
rolls. 

The  advantages  to  be  derived  from  a  process  with  this  object  sac- 
cessfuUj  accomplished  would  be  numerous  and  noteworthy ;  but  many 
difficulties  are  involved  in  the  realization  of  the  problem,  chief  amongst 
which  consists  in  the  necessity  of  keeping  the  rolls  suflSciently  cool  as 
to  prevent  them  from  being  warped  by  heat  and  pressure  when  work- 
ing in  direct  and  continued  contact  with  a  mass  of  metal  at  a  tempe- 
rature of  about  2000°  F.  To  obviate  this  difficulty  the  inventor  pro- 
poses to  cool  the  rolls,  both  internally  and  externally,  by  suitable 
methods . 

Should  the  plan  prove  to  realize  the  problem  successfully,  there 
will  be  nothing  to  prevent  the  production  of  steel  bars  of  unlimited 
length  directly  from  the  converter,  and  at  a  considerably  reduced 
price  in  view  of  the  saving  in  cost  of  production  from  the  avoidance 
of  reheating  for  subsequent  rolling ;  and  it  promises,  in  that  case,  to 
take  the  position  of  a  radical  innovation. 

Improved  Badial  Drilling  Machine.— The  advantages  of 
the  radial  drilling  machine  over  the  ordinary  drill  press,  are  becom- 
ing more  fully  understood  and  appreciated,  and  in  the  best  machine- 
shop  practice,  it  is  acknowledged  to  be  preferable  to  use  the  former 
on  all  work,  no  matter  how  small,  while  on  work  of  any  size,  or  which 
has  several  holes  to  be  drilled  in  it,  there  is  no  question  as  to  its  great 
superiority.  Heretofore,  these  machines  have  been  used  almost  ex- 
clusively {or  drilling  large  work  on  the  floor,  and  have  not  been 
adapted  to  work  usually  done  on  the  ordinary  drill  press.  Messrs. 
Thorne,  De  Haven  &  Co.,  of  this  city,  have  designed  and  are  manu- 
facturing a  drilling  machine,  which  possesses  all  the  features  of  the 
most  approved  stationary  machines,  combined  with  the  advantages  of 
the  radial  machine. 

The  counter-shaft  is  on  the  base^plate,  and  the  driving  cone-pulley 
and  back-gearing  on  top  of  the  post,  thus  placing  the  belt-shifter  in  a 
convenient  position,  and  enabling  the  changes  of  speed  to  be  made 
quickly.  The  bevel-gearing  on  top  of  the  post  permits  the  arm  to 
rotate  through  an  arc  of  320  degrees,  or  eight-ninths  of  a  revolu- 
tion. The  cone  has  four  steps,  which,  with  the  back-gearing,  gives 
eight  changes  of  speed.     The  table  has  T  slots  on  top  and  side,  and 
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18  raised  and  lowered  on  the  post  by  a  rack  and  pinion,  operated  by 
a  tangent^wheel  and  worm.  This  enables  the  top  of  the  piece  to  be 
kept  at  the  same  height.  When  the  work  is  too  high  to  go  on  the 
table  at  its  lowest  position,  the  base-plate  which  projects  from  the 
front  of  the  machine  can  be  used.  The  table  being  gibbed  to  the 
post,  reduces  the  leverage,  and  makes  a  much  stronger  and  stiiTer  ar- 
rangenient  than  where  it  is  set  on  a  base-plate  to  depend  for  stiffness 
on  a  thin  section  of  metal.  The  saddle  carrying  the  spindle  is  trav- 
elled in  and  out  on  the  arm  by  a  rack  and  pinion  operated  by  a  hand- 
wheel  in  a  convenient  position.  The  spindle  is  counterbalanced  by 
a  weight,  which  is  carried  by  the  saddle — this  being  the  only  Radial 
Drill  in  the  world  which  has  this  feature.  As  the  counter-weight 
takes  directly  on  the  spindle,  it  prevents  the  latter  from  dropping,  in 
event  of  any  lost  motion.  This  overcomes  a  fruitful  cause  of  break- 
king  drills  ;  namely,  when  the  drill  drops  into  a  blow-hole,  or  through 
a  drilled  hole  before  it  is  finished.  The  feed  is  obtained  by  a  rack 
and  pinion,  operated  by  a  worm  and  tangent-wheel — thus  reducing 
the  lost  motion  to  a  minimum.  The  self-acting  feed  has  three 
speeds,  and  is  connected  and  disconnected  by  a  friction-clutch,  ope- 
rated in  the  centre  of  the  hand-wheel.  The  hand-feed  is  quick,  to 
enable  the  spindle  to  be  run  up  speedily. 

The  Baltimore  Tunnels. — The  local  journals  recently  con- 
tained an  account  of  the  two  miles  of  tunnelling  that  is  'being  con- 
structed under  the  streets  of  Baltimore.  The  tunnels  are  broad 
enough  to  admit  of  the  passage  of  two  trains,  with  considerable  lee- 
way. The  Potomac  Railroad  Tunnel,  which  is  to  unite  the  Baltimore 
and  Potomac  and  the  Western  Maryland  with  the  Northern  Central 
Railroad,  will  be  completed  in  all  probability  by  the  first  of  May. 
The  Union  Tunnel,  which  will  connect  the  Philadelphia  road  with 
these,  is  also  hastening  to  completion,  and  promises  also  to  bo  finished 
by  the  same  time. 

The  Southern  bound  passenger  from  the  North  will  then,  instead 
of  going  down  to  the  President  str.eet  depot,  turn  into  the  Union  line, 
plunge  underground  at  Bond  street,  on  through  the  Union  Tunnel, 
and  out  again  into  daylight,  along  the  Jones*  Falls  valley  up  to  the 
Northern  Avenue  Bridge,  underground  again,  on  out  to  Gilmer  street, 
and  thence  southward  along  the  Baltimore  and  Potomac  line,  having 
done  in  all  a  little  more  than  two  miles  underground. 

The  Diagraph. — We  have  received  from  Messrs.  Darling,  Brown 

Digitized  by  VjOOQ IC 


Journal  Franklin  Institute,  I'ol,  LXV.  Itkms  Platk  V. 


MANrFACTiRFi)  HY  THORNE,  Df.HAVKN  .S:  CO.. 
nilLAOELPHIA. 


LoDftcre  k  Co  ,  Encrftren  ADd  PriDlrn, 
S«  A  S3  South  Seventh  St. 


Digitized  by 


Google  J 


Digitized  by  VjOOQ IC 


Jtenu  and  Noveltiet. 


149 


PLJir£  / 


A  Sharp,  Providence,  R.  I.,  the  description  of  an  instrument  to  which 
they  attach  the  above  name,  and  for  which  they  claim  certain  advan- 
tages. It  is  designed  to  substitute  the  ordinary  box  of  surveyor's  in- 
struments, and  the  work  of  drawing  diagrams  and  plat- 
ting surveys  is  claimed  to  be  greatly  shortened  by  its  use ; 
and  only  requires  the  addition  of  compasses  for  circles  to 
perform  the  work  of  the  ordinary  instruments  with  accu- 
racy and  facility. 

The  advantage  of  the  instrument  appears  to  be  that  it 
gives  at  one  adjustment  both  the  direction  and  the  length 
of  a  given  line.     It  consists  of  a  slim  circular  protractor, 
A  L  G ;  four  inches  in  diameter,  graduated  in  degrees ; 
of  the  rule  A  G  H,  the  extension  of  the  diameter  A  G, 
graduated  into  lOths  of  an 
inch  (and  subdivided  to  show 
20ths),  a  vernier  C  B,  and  a 
small  nib  or  protection  D.     To  most  of 
our  readers,  who  are  familiar  with  the  use 
of  mathematical  instruments,  the  use  of  the 
Diagraph  will  be  obvious  from  an  inspec- 
tion of  the  engraving  showing  it.     Figs. 
2  and  4  are  added  to  show  its   use   re- 
spectively in  drawing  a  line  of  desired 
length  and  angle,  intersecting  another, 
and  in   working  up  surveys  from  field  , 
notes. 

cV  ^ 
East  Biver  Bridge.*— The  work  of  preparing  the  grounds  for 
the  anchorage  of  the  East  River  Bridge  in  James  street,  between 
Front  and  York  streets,  Brooklyn  side,  is  progressing  rapidly.  A 
week  ago  the  demolition  of  the  thirteen  buildings  which  occupied  the 
ground  required,  was  begun,  and  from  present  appearances  it  seems 
likely  that  the  last  stone  will  be  taken  away  before  the  twenty  days 
*  Chicago  R.  R.  Review,  Feb.,  1873. 
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allowed  for  their  removal  have  elapsed.  When  the  buildings  are  all 
cleared  away,  guy-posts  will  be  sunk  to  the  number  of  ten  in  all,  for 
the  support  of  the  stays,  and  a  tower  will  be  erected  about  mid-way 
between  York  and  Front  streets,  100  feet  high,  114  feet  broad,  and 
100  feet  deep,  over  which  the  guys,  which  will  support  the  main  span, 
will  be  carried  and  brought  down  to  a  point  at  the  corner  of  James 
and  York  streets,  where  they  will  be  secured  to  bolts  sunk  in  enor- 
mous anchor  plates.  Several  other  structures  will  be  erected  at  in- 
tervals for  the  support  of  the  Brooklyn  side  of  the  bridge,  but  there 
will  be  no  other  tower  between  the  one  on  James  street  and  the  main 
tower  at  the  river.  It  is  probable  the  construction  of  the  tower  will 
be  entered  upon  within  two  weeks. 

Krupp's  Establishment  at  Essen.*— In  these  gigantic  work- 
shops  there  were  manufactured  during  the  last  year  150,000,000  lbs. 
of  cast  steel.  In  the  year  1870  the  product  was  130,000.000  lbs.  In 
this  immense  establishment  8810  workmen  are  employed,  and  engines 
with  a  total  power  of  9,595  H.  P.  are  in  requisition  to  operate  the 
machinery.  Amongst  the  various  details  of  the  works  are  included 
528  furnaces  for  smelting,  heating  and  converting,  169  forges,  260 
welding  and  heating  furnaces,  245  coke  furnaces,  130  other  furnaces, 
342  turning  lathes,  130  planing  machines,  73  cutting  machines,  172 
boring  machines,  94  grinding  benches,  174  steam-boilers,  265  steam- 
engines,  58  steam-hammers,  and  209  various  other  machines. 

The  products  of  these  works  consist  of  axles,  wheels,  rails,  springs 
for  railroads,  steamship  shafts,  boiler  plates,  rollers,  tool  steel,  rifled 
guns,  &c.  No  other  establishment  in  the  world  may  compare  with  it 
in  the  extent  of  its  operations. 

The  works  are  admirably  managed,  and  the  daily  routine  of  opera- 
tions goes  on  with  the  greatest  regularity  and  precision. 

Oeological  Suryey  in  Pennsylvania.— The  prospects  for 
the  speedy  realization  of  this  highly  important  work  seems  at  present 
to  be  quite  favorable.  The  fact  that  Pennsylvania,  of  all  other  States 
in  the  Union,  more  directly  interested  in  securing  a  thorough  and 
scientific  knowledge  of  the  character,  extent  and  limits  of  her  mineral 
resources — so  intimately  related  to  the  prosperity  of  her  vast. mining 
and  manufacturing  industries — is  not  provided  with  a  standing  Geo- 
logical Bureau,  is  an  anomaly,  which,  in  these  days  when  the  practical 

,*  Am.  Exch.  and  Review,  zzii,  304. 
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yalae  of  scientific  research  is  universallj  conceded,  is  anything  but 
flattering  to  the  profundity  of  her  legislators. 

Upon  another  page  of  the  Journal  will  be  found  a  letter  written  by 
Prof.  Lesley,  to  the  Governor  of  the  State,  in  response  to  his  request, 
in  which  will  be  found  a  lucid  statement  of  the  necessity  and  the  value 
of  such  a  survey,  and  also  a  plan  for  systematically  conducting  its 
operations. 

At  the  last  meeting  of  the  Franklin  Institute,  the  following  resolu- 
tion in  reference  to  this  important  work  was  unanimously  adopted : ; 

Resolved,  That  the  FrankliD  Institate  heartily  approves  of  the  snggestioos 
made  by  Prof.  Lesley  in  his  commoDication  argiog  the  establishment  of  a  Geo- 
logical Survey  of  the  State  of  Pennsylvania,  and  folly  appreciates  the  neces- 
sity and  valne  of  snch  a  survey  in  advancing  her  material  interests. 

A  Iiarge  Boiling-Mill. — The  great  rolling-mill  at  Bethlehem, 
Pa.,  now  in  process  of  completion,  is  stated,  upon  good  authority,*  to 
be  the  largest  in  the  world.  The  main  mill  is  936  feet  long,  and  111 
feet  wide,  the  wings  forming  a  cross  348  feet  long.  The  whole  struc- 
ture is  built,  in  the  most  substantial  manner,  of  stone,  iron  and  slate. 
The  boilers  are  located  outside  the  main  works,  the  stacks  being  built 
of  the  most  solid  iron,  riveted.  They  are  14  feet  in  diameter  at  the 
base,  and  are  about  120  feet  high. 

Railway  Speed  in  England. t— The  average  rate  of  speed  on 
nine  of  the  principal  lines  terminating  at  London,  is  47|  miles  per 
hour.  A  train  on  the  Great  Western  runs  76  miles  at  the  rate  of  53J 
miles  per  hour.  The  journey  from  London  to  Bath  over  this  road  is 
the  quickest  in  the  world.  The  distance  is  106f  miles  ;  the  train  is 
timed  for  2  hours  and  13  minutes,  including  10  minutes  stoppage  at 
Swindon ;  which  makes  the  running  time  something  over  53  miles  per 
hoar.  The  fastest  time  on  the  Great  Eastern  line  is  41  miles  per 
hour. 

Utilization  of  Furnace  Slag. — A  method  of  utilizing  blast 
furnace  slag,  so  as  to  render  it  suitable  for  such  purposes  as  ballast- 
ing for  railways,  &c.,  on  the  following  plan,  has  been  for  some  time  in 
operation  at  the  George-Marien  furnaces,  at  Osnabrlick,  in  Hanover, 
viz. :  It  is  allowed  to  flow  from  a  height  of  eight  feet  into  water,  the 
effect  of  which  is  to  convert  it  into  a  pebbly  condition.     As  rapidly 

*  Iron  Age,  Feb.,  1873. 

t  Chicago  Railway  Review,  Feb.,  1873. 
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'  as  this  IS  formed  it  is  taken  from  the  water  by  means  of  an  endleaa 
chain  of  backets,  which  load  it  directly  on  the  railway  tracks. 

Purifying  Irons. — Experiments  made  with  pig  irons  of  poor 
qaality  at  Thale-in-the-Hartz,  by  paddling  them  in  contact  with  a 
small  (1  J)  per  ct-  of  flaor  spar,  with  the  view  of  removing  the  phos* 
phoras  therein  contained,  are  stated  to  have  been  very  saccessfuL 
The  product  is  stated  to  have  been  the  prodaction  of  a  fibroas  bar 
iron,  not  at  all  coldshort — a  result  which  was  somewhat  remarkable, 
since  the  pig  iron  employed  (Ilseder)  is  known  to  be  amongst  the 
poorest  brands  of  German  irons,  containing  a  notable  proportion  of 
phosphorus. 

Coal  in  China, — ^The  presence  of  enormous  coal  beds  in  China 
seems  to  have  been  proven,  by  Richthofen  and  others,  beyond  doubt^ 
and  affords  an  interesting  field  for  speculation  as  to  the  influence  which 
possession  of  this  civilizer  must  sooner  or  later  exercise  upon  the  fa* 
tare  destiny  of  this  exclusive  nation. 

According  to  the  most  accurate  estimates  thus  far  pronounced,  the 
Chinese  coal  fields  extend  over  an  area  of  400,000  square  miles.  In 
the  province  of  Hunan  there  is  a  coal  field  of  21,000  square  miles ; 
consisting  of  two  distinct  beds,  one  of  them  being  bituminous  and  the 
other  anthracite.  The  last  named  of  these  is  readily  available,  con« 
veniently  located  for  transportation  by  water,  and  equals  in  area  the 
anthracite  fields  of  Pennsylvania.  In  quality  it  is  stated  to  compare 
favorably  with  the  best  anthracite  known.  Another  province  (Shaasi)> 
the  coal  area  reaches  the  enormous  figure  of  31,000  square  miles,  and 
at  the  present  rate  of  consumption  could  itself  supply  the  world  for 
thousands  of  years.  The  veins  are  from  12  to  30  feet  in  thickness^ 
and  are  most  favorably  located  for  mining.  Besides  these  highly  fav* 
orable  natural  facilities,  the  province  is  stated  to  possess,  in  imme* 
diate  proximity  to  the  coal  beds,  exhaustless  supplies  of  iron  ore. 

Experiments  on  Building  Materials. — Some  interesting  ex« 
periments  upon  the  influence  which  the  acids  existing  in  the  atmos* 
pheres  of  cities  exert  upon  building  stone  of  various  kinds,  have  been 
recently  made  by  Dr.  Angus  Smith.  This  deteriorating  influence 
was  found  to  be  particularly  noticeable  in  cities  using  bituminous  coal 
largely  for  domestic  and  industrial  purposes.  It  was  found  that  even 
the  most  siliceous  stone  was  seriously  affected. 

The  experiments  were  suggested  by  an  observation  of  the  rapid 
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decay  of  these  materials  as  displayed  in  many  English  cities.  The 
ohyioas  inference  as  to  its  cause  being  that  it  was  dae  to  the  action  of 
the  acids  absorbed  in  the  rain-water,  the  author  was  led  to  test  the 
behavior  of  a  number  of  samples  towards  acids,  with  the  following 
results : 

Blocks  of  various  stones,  of  the  size  of  one  cubic  inch,  were  broken 
by  permitting  a  hammer  to  fall  upon  them  from  a  given  distance,  and 
recording  the  number  of  blows  required  to  produce  fraction. 

The  same  material  was  next  steeped  for  awhile  in  diluted  sulphuric 
acid,  and  subjected  then  to  the  same  test ;  the  result  being  that  some 
oC  the  specimens  gave  way  at  once,  while  others  withstood  the  test 
with  varying  degrees  of  deterioration  from  the  original  quality. 

These  experiments  are  only  the  beginning  of  a  series  on  the  sub- 
ject, and  they  promise  to  furnish  quite  a  valuable  contribution  to  our 
knowledge. 

A  Stationary  Ship  Saloon. — The  attention  attracted  by  the  pro- 
position of  Mr.  Bessemer  to  relieve  the  cabins  of  steamships  entirly 
from  the  rolling  movement  of  the  vessel  by  suspending  the  same  upon 
a  pivot,  18  doubtless  familiar  to  all  the  readers  of  the  Journal.  This 
design  of  Mr.  Bessemer's  has  now,  however,  a  rival  in  a  proposition 
for  a  floating  cabin  devised  by  Mr.  Alexandrovski. 

The  construction  is  similar  to  that  of  Mr.  B.,  but  the  cabin,  instead 
of  being  attached  to  a  pivot,  floats  in  a  kind  of  tank  placed  amidships^ 
between  the  engines. 

The  invention  has  been  tested  in  practice  by  the  head  of  the  Rus- 
sian Naval  Department,  and  is  reported  to  have  proved  entirely  sat- 
isfactory— all  efforts  to  shake  the  cabin  having  proved  fruitless — and 
the  rolling  motion  of  the  vessel  being  completely  counteracted. 

The  Waste  of  Fuel. — At  a  recent  meeting  of  the  English  Insti- 
tute of  Mechanical  Engineers,  the  President,  Mr.  Siemens,  made  the 
statement  that  from  one- half  to  two-thirds  of  the  coal  mined  in  Eng- 
land was  wasted  or  destroyed  carelessly ;  and  that,  theoretically,  the 
fuel  consumed  possesses  more  than  ten  times  the  capacity  for  iron- 
making  or  steam  generation  than  is  now  realized  from  it  in  practice. 
In  explanation  of  his  remarks  he  further  stated  that  sixty-eight 
pounds  of  coal  is  theoretically  enough  to  bring  a  ton  of  iron  to  the 
welding  heat,  and  more  than  enough  to  melt  the  same  weight  of  cast- 
iron  ;  while  the  actual  amount  consumed  varied  from  ten  to  twelve. 
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and  at  times  to  thirty  times  as  muoh,  and  in  some  instances  ta  eren 
more. 

But,  to  prove  that  much  better  results  are  within  realisation,  he 
added  that  within  the  last  nine  years  the  consumption  of  coal  per  in- 
dicated horse-power  has  been  reduced  to  one-half  in  the  marine  engine, 
and  that  if  the  average  marine  engine  consumption  of  nine  years  ago 
is  compared  with  the  best  results  attained  at  present,  the  improvement 
is  still  more  striking ;  for  nine  years  ago  the  average  consumption  of 
coal  per  hour  per  indicated  horse-power  was  4-5  pounds.  Steamships 
now  make  long  voyages  with  a  consumption  not  exceeding  2*2  pounds, 
and  more  rarely  1*7  pound  of  coal  for  the  same  duty. 

Prize  for  SteeL — The  Council  of  the  Society  of  Arts  has  re- 
solved to  award  the  gold  medal  of  the  Society  to  the  manufacturer 
who  shall  produce  and  send  to  the  London  International  Exhibition 
of  1873,  the  best  collection  of  specimens  of  steel;  suitable  for  general 
engineering  purposes.     The  following  conditions  are  stipulated. 

(a).  The  specimens  exhibited  for  competition  must  include  a  com- 
plete illustration  of  the  applications  of  the  varieties  of  steel  submitted. 

(5).  Each  manufacturer  should  send  with  his  specimens  a  statement 
of  the  nature  of  the  tests  he  has  applied  to  each  kind  of  steel  exhibit- 
ed, and  give  the  results  of  such  tests. 

(c).  The  samples  tested  are  to  be  exhibited  together  with  duplicate 
samples,  or  portions  of  the  same  samples,  in  order  that  they  may  be 
submitted  to  the  same  tests,  should  the  Council  deem  it  desirable. 

id).  The  Council  reserve  to  themselves  the  right  of  withholding  the 
premium  in  the  event  of  the  specimens  exhibited  not  being  sufficient- 
ly meritorious. 

The  Tin  Discoveries. — In  the  last  number  of  the  Journal  there 
was  published  a  brief  statement  of  the  fact  that  extensive  deposits  of 
tin  ore  had  been  found  in  Queensland,  and  since  that  time  a  substan- 
tiation of  the  announcement  has  been  made  in  the  form  of  a  report 
from  Mr.  T.  V.  Gregory,  the  mineral  land  commissioner  of  the  Colo- 
ny, which,  besides  giving  much  definite  information  as  to  the  extent 
of  the  tin  fields,  places  the  value  of  the  reputed  discoveries  beyond 
doubt. 

From  the  report  in  question,  we  gather  that  the  extent  of  territory 
upon  which  tin  has  been  actually  discovered,  comprises  about  550 
square  miles.  Of  this  area,  however,  only  about  220  square  miles 
have  been  found  to  contain  tin  in  sufficient  quantity  to  pay  for  work* 
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ing.  The  country,  in  its  geologioal  and  plijsical  features,  is  an  ele- 
vated table  land,  intersected  by  numerous  abrupt  hills.  This  country 
is  traversed  by  numerous  streams,  of  which  the  Severn  and  its  trib- 
utaries are  of  especial  interest  in  this  connection,  since  it  is  on  the 
course  of  this  river  that  the  greatest  portion  of  the  mineral  wealth 
lias  been  found.  The  richest  deposits  of  ore  have  been  found  in  the 
stream  beds  and  fluviatile  flats  bordering  upon  them;  the  payable 
ground  varying  from  a  few  yards  to  five  chains  in  width,  occasionally 
broken  by  rooky  bars ;  but  even  in  these  instances,  large  deposits  are 
frequently  lodged  in  the  pockets  and  crevices  between  the  granite 
boulders.  The  probable  yield  of  ore  from  the  alluvial  workings  alone 
is  estimated  by  Mr.  Gregory  at  about  ten  tons  per  lineal  chain  of  the 
creek  beds,  though  in  some  instances  it  will  be  considerably  greater 
Chan  this. 

Of  the  existence  of  veins  or  lodes  the  report  also  gives  assurance 
that  several  of  considerable  size  have  been  located  and  claimed ; 
though  of  the  probable  value  of  these  as  sources  of  future  wealth, 
when  the  alluvial  deposits  have  been  exhausted,  the  author  does  not 
▼enture  an  opinion. 

The  reported  tin  discoveries  in  Queensland  may  therefore  be  set 
<lown  as  fully  authenticated,  and  we  may  shortly  look  for  brisk  com- 
petition in  the  production  and  export  of  the  metal  derived  from  the 
colony. 

Improvement  in  Bending  Glass  Tubes.— If  the  glass  tube 
we  desire  to  bend  be  filled  with  sand,  and  each  end  stopped  to  prevent 
its  escape  on  heating  over  a  Bunsen  burner,  it  will  be  found  that  the 
tube  may  be  quite  doubled  if  desired,  a  perfect  curve  being  produced. 
In  this  way  we  may  promptly  produce  accurate  bends  of  any  desired 
niie  in  tubes  of  any  bore  without  any  previous  skill  in  glass-working. 
Obviously,  the  principle  depends  on  a  uniform  distribution  by  the 
sand  of  the  pressure  exerted.  A  similar  plan  is  resorted  to  by  metal- 
workers in  bending  tubes  of  lead.  A.  H.  Gallatin. 

Laboratory  Cooper  Union, 

Comparative  Value  of  Explosives.— The  universal  employ- 
ment of  explosive  agents  in  engineering  operations,  which  in  these 
times  have  assumed  a  magnitude  heretofore  undreamed  of,  has  made 
it  a  matter  of  much  practical  interest  and  importance  to  determine 
the  relative  value  of  the  various  materials  employed  for  that  purpose. 
Perhaps  the  most  reliable  experiments' in  this  field  are  those  of  Prof. 
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Abel,  who,  in  order  to  determine  this  question,  made  ase  of   the 
opportunity  to  test  the  relative  value  of  gunpowder,  gan-cotton  and 
dynamite,  in  driving  a  railway  tunnel  through  limestone  rock,  the  con- 
ditions of  their  employment  being  (as  near  as  such  a  thing  is  poesiMe ' 
in  practice)  equal  for  the  three  explosives  tested. 

The  results  of  the  comparative  trials  are  stated  as  follows : 
In  one  week  the  tunnel  was  driven  eight  yards  with  gunpowder^ 
fourteen  yards  with  gun-cotton  and  6fteen  yards  with  dynamite,  the 
weight  of  the  explosives  employed  being — of  gunpowder  766  pounds^ 
of  gun-coiton  169  pounds  and  of  dynamite  165  pounds.  The  nam^ 
ber  of  blast-holes  per  yard  was — ^gunpowder  31,  gun-cotton  18  aiHi 
dynamite  17,  and  the  cost  was — ^gunpowder  9142,  gun-cotton  ^3  and 
dynamite  $77. 

In  commenting  upon  these  results,  so  favorable  for' the  dynamite',, 
several  of  our  scientific  contemporaries  express  themselves  with  some 
severity  in  regard  to  the  shortsightedness  of  the  legislation  by  whiek 
the  manufacture,  sale  and  transportation  of  this  material  is  sur- 
rounded; since  it  has  proven  itself  to  be,  in  practice  at  least,  as  safe 
as  gun-cotton,  and  considerably  more  efficient  as  an  explosive. 

A  ITew  Experiment. — Mr.  Elihu  Thompson  has  made  the  ol^- 
servation  that  tin-foil,  if  wrapped  about  a  few  crystals  of  chlorate  of 
potassa,  can  be  made  to  detonate  loudly  upon  being  struck  smartly 
with  a  hammer  upon  an  anvil,  or  in  a  mortar.  The  phenomenon  be- 
ing precisely  analogous  to  the  well-known  experiment  of  triturating 
sulphur  and  the  chlorate.  To  the  best  of  our  knowledge,  the  obser- 
vation that  such  metals  as  tin  can  be  oxidized  in  this  way,  is  a  new 
one  and  worthy  of  notice. 

Soluble  Glass  in  the  Arts. — The  employment  of  this  substance 
in  the  arts  is  rapidly  extending,  and  it  has  become  indispensable  in 
many  industrial  branches.  It  seems  to  be  specially  well  adapted  to 
the  production  of  cements.  When  intimately  mixed  with  fine  chalky 
it  is  found  that  a  hard  cement  will  be  formed  in  from  six  to  eight 
hours.  With  powdered  sulphide  of  antimony,  a  black  mass  is  pro- 
duced which  is  susceptible  of  taking  a  high  polish,  and  possesses  then 
a  superb  metallic  lustre.  Fine  iron  dust  gives  a  grey-black  mass  of 
great  hardness.  Zinc  dust  gives  a  grey  mass  of  much  hardness,  and 
having  a  metallic  lustre.  Zinc  castings  can  be  readily  repaired  bj 
its  aid. 
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Gonoeming  Glycerin, The  manufacture  of  this   iraportant 

«<ib6tanoe  has  of  late,  in  view  of  its  constantly  extending  importance 
iu  the  arts,  been  greatly  expanded.  During  the  past  year  the  pro- 
dsction  in  this  country  reached  2,000,000  of  pounds,  of  which  one 
firm  in  Cincinnati  manufactured  one-half  of  this  quantity.  Upon 
the  same  subject,  it  may  not  be  uninteresting  to  note  that,  in  a  com- 
munication addressed  to  the  French  Society  of  Civil  Engineers,  M. 
Austin  has  highly  recommended  the  employment  of  this  substance  as 
an  anti-incrustator  in  steam-boilers.  Glycerin,  which  is  soluble,  in 
ail  proportions,  in  water,  appears,  according  to  M.  Austin,  to  increase 
very  notably  the  solubility  of  the  lime  salts,  to  which  the  evils  of 
incraatations  in  boilers  are  mainly  ascribable ;  indeed,  according  to 
the  author,  it  really  forms  with  them  a  soluble  compound.  When  the 
lime  salts  accumulate  to  such  an  extent  as  to  be  no  longer  soluble  in 
the  glycerin  present,  they  are  deposited  in  the  form  of  a  gelatinous 
sediment,  which  does  not  adhere  to  the  boiler  surface.  M.  Austin 
reeommendtt  the  employment  of  one  pound  of  glycerin  to  every  300 
or  400  pounds  of  coal  burnt.  From  actual  trials  made  with  the  ma- 
terial, it  is  declared  in  the  communication  that  the  employment  of 
glycerin  for  this  purpose,  and  in  the  manner  above  described,  proved 
daceessful. 

Pnsion  of  Platiniim. — M.  Violette  communicates  the  fact  that 
he  has  succeeded  in  fusing  platinum.  The  draught  of  the  furnace 
employed  was  very  powerful,  and  the  Hessian  crucibles  employed  for 
the  purpose,  though  lined  with  plumbago,  were  partially  fused.  The 
vesults  of  the  experiments  are  stated  as  follows :  In  a  crucible  of  this 
kind,  50  grms.  of  platinum  were  placed,  partly  spongy  and  partly  in 
fragments ;  and  after  an  hour's  stay  in  the  furnace  the  crucible  was 
withdrawn,  and  at  the  bottom  there  was  found  a  perfectly  melted  but- 
ton of  platinum  of  the  same  weight. 

Stalactitio  Gelatinous  Silica. — In  experimenting  at  the  Cen- 
tral High  School  with  silicate  of  soda  solution,  it  was  found  that  when 
such  solution  is  placed  in  a  small  porcelain  capsule  or  other  suitable 
vessel,  and  to  it  is  added  about  an  equal  volume  of  concentrated  sul- 
phuric acid,  taking  care  not  to  add  it  too  suddenly,  the  silica  deposited 
prevents  the  thorough  mixing  of  the  acid  and  silicate. 

If,  now,  the  vessel  be  inclined  so  as  to  allow  the  liquids  to  run  as  a 
stream  from  the  vessel,  the  deposition  of  the  silica  takes  place  in  the 
form  of  an  icicle  or  stalactite  depending  from  the  lip  of  the  capsule. 
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On  close  examination,  it  is  found  that  the  acid  runs  upon  the  outside 
of  the  stalactite,  whilst  thef  silicate  flows  down  the  centre,  or  mVr 
ver9a^  the  mass  growing  by  successive  additions  to  the  lower  extremity^ 
The  expeiiment  is  at  once  both  pleasing  and  instructive. 

Elihu  Thompson. 

Magnetic  Storms  and  Solar  Outbursts.— Prof.  Airy,  in  ar 
recent  communication  to  Nature^  presents  another  fact  which  points^ 
to  a  probable  relationship  of  cause  and  effect  between  solar  disturb- 
ances and  magnetic  storms.  Prof.  Airy,  in  his  communication,  refers 
to  an  unusually  violent  outburst  upon  the  sun's  limit,  lasting  nearljr 
four  hours,  which  was  observed  by  him  on  the  7th  of  July  last.  Upon 
the  same  day  a  magnetic  storm  occurred,  which  was  sufficiently  well 
marked  as  to  cause  a  perceptible  disturbance  of  the  magnetic  appa- 
ratus. The  storm  lasted  for  two  days,  and  was  brought  to  a  close  on 
the  second  evening  by  the  appearance  of  an  aurora.  Taking  the  view 
that  a  connection  existed  between  these  phenomena,  and  that  the  ter- 
restrial storm  was  the  earth's  response  to  a  grand  solar  disturbance^ 
Prof.  Airy  remarks  that  the  time  required  for  the  latter  to  make  itself 
felt  upon  the  earth,  was  two  hours  and  twenty  minutes,  and  supposing 
that  Pater  Secchi,  whose  observations  of  the  occurrence  are  referred 
to,  was  fortunate  enough  to  witness  the  outburst  from  its  commence- 
ment. 

The  Westinghouse  Air  Brake. — This  invention,  which  ba» 
proven  so  eminently  satisfactory  in  this  country,  appears  to  be  meet- 
ing in  England  with  equal  approval.  One  of  the  leading  engineerings 
periodicals  of  that  country  in  speaking  of  it  makes  use  of  the  fol- 
lowing language : 

*'*'  The  Westinghouse  air  brake  has  been  fitted  upon  a  complete  traiD 
of  the  Metropolitan  District  Railway,  and  is  working  with  the  ad- 
mirable  efficiency  which  characterizes  the  apparatus.  Upon  this  line^ 
and  indeed  upon  all  of  our  metropolitan  railways,  where  stations  are 
placed  so  closely  together,  where  the  stoppages  are  so  brief  and  so 
frequent,  and  where  so  enormous  a  passenger  traffic  exists,  the  adop- 
tion of  an  efficient  continuous  brake  becomes,  if  possible,  of  more 
importance  than  on  ordinary  lines  of  railroads,  for  it  is  essential  that 
the  trains*  should  be  under  a  complete  control,  and  that  they  should 
be  brought  to  rest  without  the  shock,  which  is  the  common  attendant 
upon  all  ordinary  and  on  nearly  all  special  brakes."  Engineering,. 
Feb.,  1878. 
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The  value  of  the  Weatinghouse  brake,  in  every  neecLfal  particular, 
is  fully  proved  by  the  experimental  train  now  running  regularly  upon 
the  District  Railway,  and  the  comparison  it  affords,  both  in  regard  to 
quickness  and  ease  of  action,  with  every  other  brake  which  has  been 
tried  upon  the  line,  is  most  favorable. 

To  repeat  the  results  of  the  experimental  trips  recently  made  with 
the  train  would  be  simply  to  repeat  the  results  of  experiences  gained 
on  other  lines  and  already  recorded  by  us.  It  is  suiScient  to  say, 
that  at  each  station  the  train  of  eight  carriages  was  brought  to  a  state 
of  rest  in  half  its  own  length,  by  only  a  partial  application  of  the 
brake,  the  ordinary  working  speed  never  requiring  the  full  power  to 
be  exerted. 

In  another  paragraph  the  correctness  of  the  principle  which  Mr.  Wes- 
tinghouse  has  adopted  is  thus  recognized  :  ''  To  bring  a  train  from  a 
state  of  rapid  motion  to  one  of  rest,  in  the  shortest  possible  time,  is  not 
the  only  duty  of  an  efficient  brake.  This  work  may  be  performed, 
doubtless,  by  non-continuous  brakes  satisfactorily,  so  far  as  time  ia 
concerned ;  but  there  are  other  considerations — the  passengers,  the 
permanent  way  and  the  rolling  stock — and  it  is  only  by  dividing  the 
work  to  be  done,  over  as  many  wheels  as  possible,  and  by  applying 
the  pressure  instantaneously  and  equally  upon  each,  that  a  maximum 
amount  of  work  is  produced  with  the  least  possible  wear  upon  rails  or 
vehicles." 

Iron  in  Missouri. — Some  interesting  statistical  information  ia 
contained  in  a  report  upon  the  iron  deposits  of  Missouri,  recently 
published  by  Prof.  Waterhouse.  The  report  refers  especially  to  the 
more  remarkable  iron  localities,  namely.  Shepherd  Mountain,  Pilot 
Knob  and  the  Iron  Mountain. 

Shepherd  Mountain  is  about  600  feet  high.  Pilot  Knob  rises  to  an 
altitude  of  1,114  feet  above  the  Mississippi  River.  Its  base,  881  feet 
from  the  summit,  embraces  300  acres.  The  upper  section  of  141  feet 
is  estimated  to  contain  14,000,000  tons  of  ore.  Iron  Mountain  rises 
to[a  height  of  228  feet,  the  area  of  its  base  being  600  acres.  The  solid 
contents  of  the  cone  have  been  computed  to  amount  to  230,000,000 
tons.  It  is  thought  that  every  foot  below  the  surface  will  yield 
8,000,000  tons  of  ore. 

Artesian  borings  have  been  made  and  a  depth  of  150  feet  below 
the  surface  at  the  base  has  been  reached.  The  augur  was  still  in  ore^ 
thus  revealing  a  great  persistence  in  depth,  which  perhaps  is  immea- 
surable.    Prof.  Waterhouse  expresses  the  opinion  that  these  moun 
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tains  contain  ore  enough  above  the  sarfaoe  to  supply  1,000,000  tons 
per  annum  for  200  years. 

Another  Steel  FrocesSt — A  communication  upon  a  method  of 
making  steel  has  lately  been  made  to  the  French  Academy,  by  MM. 
Bajoult  and  Roche.  It  is  based  upon  the  plan  of  partially  decarbu- 
rizing  cast-iron  by  contact  with  a  rich  oxide  of  iron.  The  plan  is  not 
a  new  one  in  principle,  and  has  frequently  been  the  subject  of  trial, 
but  the  damaging  influence  exerted  by  the  material  upon  the  crucible 
has  hitherto  been  a  great  drawback  to  the  success  of  any  such  pro- 
cess. This  objection  the  inventors  above  named  claim  to  have  re- 
moved. 

The  cast-iron  and  powdered  ore  are  placed  in  metallic  moulds,  and 
are  brought  to  a  red  heat  in  special  furnaces.  The  re-action  follows, 
and  fusion  only  takes  place  after  their  transformation.  Ingots  are 
thus  obtained,  which  are  melted  in  the  crucible,  or  on  the  hearth  of 
the  reverberatory  furnace. 

Ozonized  Water. — A  firm  is  at  present  engaged,  in  Berlin,  in 
•manufacturing  ozonized  water  for  medicinal  purposes.  From  the 
prevailing  opinion,  which  is  not  altogether  without  scientific  probabi- 
lity, that  the  sanitary  effects  of  sea  air  are  to  be  ascribed  to  its  rela- 
tively great  proportion  of  ozone,  the  enterprise  of  the  manufacturers 
will  most  likely  be  rewarded  by  a  considerable  demand  for  the  substi- 
tute they  claim  to  offer. 

Cold  as  a  Food  Preserver. — M.  Boussingault  recently  men- 
tioned the  fact  that  a  number  of  samples  of  soup,  meats,  &c.,  which 
had  been  kept  since  1865  in  closed  vessels  at  a  temperature  of  20^, 
retained  all  of  their  original  qualities.  The  author  also  mentioned 
that  the  same  fact  was  true  of  the  juice  of  the  sugar  cane  kept  in  a 
similar  manner. 

Slate  Roofing. — An  item  has  been  extensively  circulated  con- 
t^erning  the  advantage  of  bedding  roofing  slate  in  hydraulic  cement, 
over  the  usual  method  of  nailing  them  on  dry,  which  leaves  them 
subject  to  be  rattled  by  the  wind,  and  to  be  readily  broken  by  acci- 
dental pressure.  The  cement  soon  sets,  and  the  roof  becomes  like  a 
solid  wall.  The  additional  cost  of  the  plan  is  10 — 15  per  cent.,  but 
this,  in  virtue  of  the  increased  permanency  claimed  for  the  new  plan, 
may  really  place  a  saving  to  its  credit,  in  addition  to  which  the  greater 
security  it  affords  against  fire  is  a  point  in  its  favor. 
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HYDRAULICS  OF  RIVERS. 

By  Byt.  Brig.  Geo.  Henry  L.  Abbot,  Major  Gorpt  of  Engineers. 

Several  months  before  the  appearatite  of  the  recent  series  of  arti- 
des  apon  the  '^  Flow  of  Water  in  Rirers  and  Canals,"  contributed 
to  the  journal  by  Mr.  D.  F.  Henry,  it  became  my  official  duly  to 
criticise  three  annual  reports  submitted  by  that  gentleman  to  the  offi* 
cer  in  charge  of  the  Survey  of  the  North-western  Lakes — ^whoso 
assistant  he  then  was — upon  certain  gaugings  of  the  connecting  riv- 
ers, made  in  the  years  1867,  1868  and  1869.  Those  three  annual 
reports  furnished  the  groundwork  for  the  articles  in  the  journal, 
which  contain  some  views  not  generally  admitted  by  hydraulic  engi- 
neers. 

My  reviews  being  easily  accessible  {vide  appendices  B  B  and  B  B  1, 
Report  of  Chief  of  Engineers,  accompanying  the  annual  report  of  the 
Secretary  of  War  for  the  fiscal  year  ending  June  30,  1870),  and 
neither  leisure  or  inclination  favoring  controversial  writing  on  my 
part,  the  subject  would  not  have  been  farther  discussed,  had  it  not 
been  that  Mr.  Henry,  in  his  recent  articles,  has  fallen  into  serious 
misapprehensions,  which  cnU  for  correction,  when  referring  to  the 
^*  Report  upon  the  Physics  and  Hydraulics  of  the  Mississippi  River," 
prepared  by  General  Humphreys  and  myself.  To  correct  those 
errors  intelligibly,  it  will  be  necessary  to  state  the  problem  presented 
to  General  Humphreys,  when,  in  1850,  he  undertook  the  investiga- 
tion. 

The  low  lands  bordering  upon  the  Mississippi  are  below  the  level 
of  its  floods,  from  near  the  mouth  of  the  Ohio  to  the  Gulf.  The  sur- 
plus waters  accordingly  poured  over  the  natural  banks,  and  swept 
through  the  swamps  until  they  encountered  upland  ridges,  which 
turned  them  back  only  to  again  leave  the  channel,  and  thus  to  pursue 
their  course  to  the  Gulf.  The  whole  country,  in  its  natural  state,  in 
times  of  flood,  was  thus  a  vast  shallow  lake,  many  miles  in  width. 
But  this  lake,  when  the  floods  had  passed,  and  the  waters  had  drained 
back  to  the  channel.,  became  a  belt  of  alluvial  land,  of  untold  fertility 
and  value.  To  reclaim  it,  was  to  win  an  empire  from  Nature.  The 
work  was  begun  in  1717,  near  the  mouth  of  the  river,  by  extending 
levees  up  stream.  In  1850,  the  embankments,  although  quite  inade- 
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quate,  reached  the  yicinity  of  the  mouth  of  the  Arkansas,  but  above 
that  point  the  river  held  undisputed  possession.  At  that  date  Con- 
gress donated  the  swamp  lands  within  their  borders  to  the  several 
river  States,  to  provide  a  fund  for  reclaiming  them,  and  the  work  was 
vigorously  begun.  But  what  would  be  the  effect  of  this  sudden  and 
great  change  in  the  regimen  of  the  upper  river,  upon  the  height  of 
the  floods  in  the  cultivated  region  below  ?  and,  indeed,  how  could  the 
upper  region  itself  be  most  economically  protected  ?  This  was  the 
problem  confided  to  General  Humphreys,  and  upon  which  ten  years 
of  systematic  and  exhausting  labor  was  bestowed.  No  small  part  of 
the  difficulty  was  due  to  the  fact  that  the  science  of  river  hydraulics 
was  in  its  infancy,  as  the  numerous  citations  from  standard  writers 
contained  in  chapter  iii  of  the  report  sufficiently  proves. 

One  cause  of  many  of  Mr.  Henry's  misapprehensions  of  the  report 
is  that  he  has  failed  to  appreciate  the  internal  evidence  of  the  truth 
of  its  isolated  conclusions,  derived  from  the  multiplicity  of  its  checks 
and  counterchecks.  For  instance :  one  of  the  problems  was,  to  de- 
cide how  much  given  additions  to  the  discharge  throughout  the  valley 
(known,  but  varying  at  different  localities)  would  locally  raise  the 
water  level — a  problem  never  before  attacked  in  a  manner  claiming 
to  be  even  approximately^scientific.  To  solve  it,  was  virtually  to 
construct  a  tower,  each  stone  of  which  should  be  an  hydraulic  fact, 
established  by  direct  observation  and  measurement.  This  was  suc- 
cessfully done,  as  has  been  shown  by  subsequent  observations,  both 
by  ourselves  and  by  others ;  as,  for  instance,  by  the  present  Chief 
Engineer  of  Louisiana,  Gen.  M.  Jeff.  Thompson,  who,  in  his  report, 
dated  December  15,  1871,  says :  "  The  facts  granted  in  the  work  of 
Generals  Humphreys  and  Abbot,  on  page  418,  that  an  outlet  of  100,- 
000  cubic  feet  per  second,  at  or  near  Providence,  would  reduce  the 
flood  level  some  five  feet  down  to  near  Red  River,  has  been  most 
closely  confirmed."  The  stability  of  a  building  carries  evidence  of 
the  security  of  its  foundations,  and  yet  Mr.  Henry  attacks  certain 
fundamental  propositions,  as  if  the  evidence  of  their  truth  rested 
wholly  on  the  original  direct  observations,  and  had  not  been  abun- 
dantly verified  by  the  correctness,  experimentally  proven,  of  number- 
less conclusions,  both  general  and  particular,  based  upon  them. 

But  to  consider  his  criticisms  a  little  more  in  detail,  and  in  the 
order  in  which  he  makes  them. 

He  asserts  that  the  double  fioat  which  we  used  ^'  had  been  previ- 
ously tried  by  Mr.  Charles  Ellet,  jr.,  on  the  same  river."  A  little 
examination  of  the  reports  would  have  shown  that  the  Survey  had 
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been  systematioally  using  this  float  more  than  two  months  before  Mr. 
E]let*8  first  trial. 

He  proceeds  to  state  that  ^'it  would  seem  to  be  impossible  **  to  read 
an^d  record  the  angles  and  time  while  a  fust  float  was  passing  through 
200  feet.  It  would  be  prudent  before  venturing  such  an  assertion  to 
inspect  the  diagrams  of  our  work,  now  deposited  in  the  archives  of 
the  Engineer  Department  at  Washington,  and  open  to  the  inspection 
of  any  engineer.  They  exhibit  the  paths  of  thousands  of  floats,  two 
points  of  each  of  which  were  fixed  by  triahgulation,  and  establish  by 
the  parallelism  of  these  paths  and  the  accordance  of  the  times  of 
transit,  the  accuracy  of  the  method.  Long  habituated  to  the  details 
of  exact  trigonometrical  surveying,  Mr.  Henry  undcr-estimates  the 
practical  precision  that  can  be  secured  by  less  elaborate  field-work, 
and  forgets  that,  in  operating  upon  a  moving  mass  of  water,  we  may 
advantageously  imitate  the  sportsman,  who,  in  analogous  circum- 
stances, sacrifices  the  precision  of  the  rifle  for  the  superior  celerity  of 
the  shot-gun. 

The  next  point  for  consideration  relates  to  Mr.  Henry's  own  work. 
He  gives,  on  page  323,  a  table  of  comparisons  between  the  result 
obtained  by  floats  and  a  meter  at  different  depths  below  the  surface, 
and  deduces  a  normal  difference  between  their  indications.  He  states 
that  the  observations  were  made  in  the  St.  Clair  river^  ^'  where  it  was 
over  50  feet  deep;"  but,  by  reference  to  the  detailed  tables  of  his 
official  report,  it  will  be  seen  that  the  depth,  although  not  always 
mentioned,  is  there  shown  to  vary  between  29  and  49  feet,  and  that, 
in  grouping  the  floats,  he  has  considered  only  the  depth  below  the  sur- 
face, quite  Ignoring  this  important  variation  in  depth  of  water. 
Moreover,  although  the  data  are  the  same,  the  column  indicating  '^  cor- 
rected difference  "  appears  more  unfavorable  for  the  floats  in  his  re- 
cent article  than  in  his  official  report.  But  this  question  of  the  rela- 
tive value  of  float  and  meter  observations  having  been  discussed  at 
length  in  my  official  review,  will  not  be  considered  here. 

Mr.  Henry  proceeds  to  write :  **  In  the  Mississippi,  the  new  theo- 
ries of  flowing  water  place  the  maximum  velocity  three-tenths  of  the 
depth  below  the  surface.  As  these  observations  are  the  only  ones 
which  do  not  conform  to  the  general  law,  it  will  be  well  to  examine 
them." 

This  language  contains  several  errors.  Theory  had  nothing  to  do 
with  the  location  of  the  fillet  endued  with  the  maximum  velocity. 
Our  observations  established  that,  in  any  vertical  plane  parallel  to 
the  current,  its  locus  varied  greatly  with  the  wind ;  but  that,  in  calm 
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weather,  it  was  usually  below  the  surface.  Upon  these  and  other 
observed  facts  the  new  theory  was  based,  but  no  part  of  this  theory 
assigns  any  definite  depth  for  this  locus.  Upon  the  Mississippi  in 
still  weather  it  is  usually  at  three-tenths  of  the  depth  below  the  sur- 
face ;  on  some  other  streams  we  found  it  to  be  higher.  No  general 
law  was  announced,  nor  is  such  a  law  of  any  great  practical  impor- 
tance, because  in  the  general  formulas  for  discharge  the  quantity  dis- 
appears by  cancellation.  As  to  our  observations  being  the  "  only 
ones  "  which  do  not  conform  to  the  Darcy-Bazin  results  in  little  can- 
als, Mr.  Henry  is  greatly  in  error.  The  examples  he  cites  (all  of 
which  are  quoted  in  the  Mississippi  Report)  do  not  comprise  the 
"  only  ones  "  ever  made,  nor,  indeed,  do  they  all  conform  to  the  so- 
called  "general  law."  Observations  upon  the  Po,  the  Chiese,  the 
Arno,  the  Rhine,  the  Waal,  the  upper  Mississippi,  and  other  streams, 
unite  with  ours  taken  upon  the  Mississippi  and  its  bayous,  to  disprove 
the  general  character  of  this  "law.*' 

Mr.  Henry  next  devotes  a  couple  of  pages  (p.  384 — 6)  to  attempt- 
ing to  throw  discredit  upon  the  conclusions  we  derived  from  our  field 
data.  The  simple  facts,  which  refute  all  his  inferences,  were  these : 
Two  objects  were  in  view — to  gauge  the  daily  discharge,  and  to  deter- 
mine the  law  governing  the  action  of  cohesion  among  the  fluid  parti- 
cles. The  former  required  daily  measurements  extended  quite  across 
the  river ;  the  latter,  exact  and  greatly  multiplied  observations  in 
single  vertical  planes  parallel  to  the  current.  In  each  case,  the  path 
of  every  float  was  accurately  located  by  careful  triangulation  where 
it  crossed  each  line,  and  nothing  was  "  assuuaed."  The  intended  use 
was  made  of  every  float  observed,  exactly  as  stated  in  the  Report, 
and  no  other  use  could  properly  be  made  of  it,  although  the  observa- 
tions were  all  entirely  "reliable''  for  solving  the  problem  for  which 
they  were  designed. 

Mr.  Henry's  attempted  tabular  exhibit  of  our  results  (p.  386)  is 
fundamentally  erroneous.  No  such  simple  analysis  is  possible ;  for 
the  reason  that  all  individual  curves  of  observation  contain  anomalies, 
which  must  be  eliminated  by  the  cancellation  resulting  from  the  multi- 
plication of  data,  before  they  can  be  discussed  in  detail.  Until  a 
curve  is  thus  obtained  which  conforms  closely  to  the  law  of  continuity, 
only  a  general  discussion  is  admissible.  It  is  therefore  hardly  ever 
practicable  to  fix  upon  the  exact  locus  of  the  true  maximum  velocity 
in  a  curve  based  upon  a  few  observations  ;  and  this  can  never  be  done 
by  Mr.  Henry's  method,  of  taking  for  the  maximum  the  greatest 
velocity  actually  observed,  without  regarding  the  relative  velocities 
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of  other  floats  in  the  yjcinity.  But,  even  if  this  method  of  discuBsion 
were  not  entirely  inadmissible,  his  proposal  to  reject  about  three- 
eighths  of  the  whole  data,  for  no  better  reason  than  that  it  ^^  most 
certainly  be  erroneous/'  hardly  accords  with  usual  scientific  rules. 

As  to  the  statement,  twice  repeated,  that  '^  one  of  the  verticals  in 
the  first  series  gives  the  maximum  at  the  bottom,  or  rather  one  foot 
below  the  bottom,  as  recorded,"  it  need  only  be  said  that  no  observa- 
tions were  made  at  the  bottom  or  below  it,  neither  were  any  so 
reported.  The  true  meaning  of  the  record  referred  to  is  so  evident 
upon  inspection  of  the  original  text  that  it  is  quite  needless  to  ex- 
plain it  here. 

The  next  subject  inviting  attention  is  the  form  of  sub-surface  velo- 
city curves  as  discussed  by  Mr.  Henry.  He  gives  (page  80 — 1,  vol. 
Ixiii)  several  mean  curves  deduced  from  his  Lake  Survey  observations. 
Before  accepting  these  data,  reference  should  be  made  to  the  detailed 
tables  contained  in  his  official  reports,  whence  they  are  derived.  An 
inspection  of  these  tables  reveals  a  mathematical  solecism  which  de- 
prives the  published  means  of  all  claims  to  exactness^  viz.,  that  inter- 
polation is  wholly  ignored.  To  defend  this  singular  method,  Mr. 
Henry  makes  use  of  the  following  language :  "  If  there  are  but  few 
observations  missing  in  a  large  number  taken,  then  it  will  make  but 
little  difference  whether  we  interpolate  or  not,  for  it  will  make  but  a 
slight  variation  in  the  mean ;  but  if  the  missing  observations  are  nu- 
merous, then  (as  they  must  be  interpolated  either  in  a  straight  line 
drawn  between  the  known  points,  or  in  a  curve)  the  mean  will  approx- 
imate more  or  less  to  the  line  or  curve  by  which  the  interpolations 
were  made.'* 

The  fallacy  of  this  reasoning  is  best  illustrated  by  an  example 
taken  from  one  of  his  own  detailed  tables,  giving  the  subsurface  ve- 
locities in  the  Niagara  river,  as  observed  in  1868. 

Observed    Velocity  of  River   at   the  following   Depths. 


Datb. 

20 

26 

80 

35 

July  22d, 
27th, 
29th, 

Means  as  poblished, 
True  means, 

Mr.  Henry's  error, 

2-730 
4-680 
4-561 

4-412 
4-220 

4-119 
3-867 

2-789 
3-969 
3-676 

3-987 
8-987 

4.816 
3-794 

8-983 
3-582 

5-478 
3-478 

0-622 

0-401 

Digitized  by  VjOOQ IC 


166 


OivH  and  Mechanical  Engineering. 


A  simple  diagram  will  make  the  error  of  such  a  method  of  group* 
ing  obseryatioDs  apparent  to  the  eye,  and  will  show  that  before  any 
well-groanded  opinion  as  to  the  form  of  curve  indicated  by  Mr. 
Henry's  observations  can  be  formed,  an  entire  recomputaticn  of  his 
published  means  is  necessary. 

He  proceeds  to  test  by  two  of  these  supposed  mean  curves,  the 
various  forms  proposed  by  hydraulic  engineers — among  others  the 
*^  parabola  of  Humphreys  and  Abbot,"  which  he  concludes  to  be  the 
*^  worst  form  "  of  all.  This  adverse  opinion  is  due  to  his  assuming 
aif  unwarranted  value  for  the  depth  of  axis,  as  may  easily  be  shown. 
Since  his  own  figures  indicate  that  our  parabola,  when  applied  to  his 
supposed  mean  curve  for  the  St.  Lawrence,  has  a  maximum  discre- 
pancy of  only  0*058  ft.,  and  a  mean  discrepancy  of  only  0*022  ft. 
per  second,  it  would  be  a  waste  of  time  to  see  if  the  accordance  is 
not  really  more  close.  For  the  St.  Glair  river,  however,  his  error  of 
applying  the  formula  is  more  serious,  and  calls  for  correction.  In  so 
doing,  the  surface  velocity  is  neglected,  since  he  frankly  admits  that 
it  is  ^^  not  properly  taken." 

St.  Clair  Jtiver — Depth  from  44  to  47  feet. 


Humpbreys 

and  Abbot 

Humphreys 

and  Abbot 

Depth 

Observed 

parabola  i 

u  computed 

parabol 

a  correctly 

of  Oba. 

Tclocitieg 
per  second. 

bj  Mr.  Henry. 

computed 

Cnrre. 

Difference. 

Curve. 

Difference. 

3-868 

3-564 

—0-804 

3-990 

5 

3-907 

3-673 

—0-334 

3-907 

+0-000 

10 

3-821 

8-564 

0-257 

3-804 

+0-017 

15 

3-709 

3-536 

—0-173 

3-688 

+0-026 

20 

3-608 

3-489 

—0-129 

3-543 

+0-066 

25 

3-496 

3-428 

—0078 

3-884 

+0-112 

30 

8-309 

3-339 

+0-030 

3-206 

+0-103 

35 

3-100 

3-237 

+0-137 

3-010 

+0-090 

40 

2-678 

8-115 

+0-437 

2-794 

0-116 

42-4 
45-4 
Sams, 

2-388 

3-060 

+0-662 

2-684 

0-296  > 

1 

1-428 

2-962 

i 
t 

33-884 

2-536 

0-825 

One  important  fact  is  not  to  be  forgotten  in  any  comparison  of 
these  several  proposed  forms  of  curve.     Other  engineers  simply  give 
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«  general  foroiy  leaving  such  valves  of  the  constants  to  be  selected, 
in  each  individual  case,  as  shall  cause  the  best  possible  accordance 
between  the  theoretical  and  observed  velocities.  In  our  parabola,  a 
general  equation  for  the  parameter,  depending  upon  the  mean  velocity 
and  depth,  is  given ;  and  the  form  of  the  curve  is,  thererefore,  defi- 
nitely fixed.  Bearing  this  in  mind,  it  is  considered  that  the  compa- 
rison instituted  by  Mr.  Henry,  freed  from  his  errors  of  misapprehen- 
sion, shows  our  curve  to  be  fully  equal  to  any  of  the  rest,  even  as 
tested  by  these  uncertain  means. 

Mr.  Henry  concludes  by  regretting  that  we  did  not  select  an  ellipsCi 
instead  of  a  parabola,  as  most  nearly  indicating  the  law  of  variation. 
This  was  not  done,  because  our  ample  data  did  not  so  indicate  the 
law.  But  even  if  it  had  been  found  that  an  ellipse  would  give  a 
slightly  closer  accordance  with  observations  than  a  parabola,  that 
auTYe  would  not  have  been  selected,  because  we  had  to  make  a  prac- 
tical use  of  it  in  framing  new  formulae  for  the  discussion  of  higher 
branches  of  the  subject  of  river  physics ;  and  the  areas  bounded  by 
parts  of  an  ellipse  form  a  complicated  series,  while  those  bounded  by 
parts  of  a  parabola  may  be  expressed  in  terms  of  a  simple  rectangle. 
This  advantage  would  have  been  decisive,  even  if  we  had  found 
(which  we  did  not)  that  an  ellipse  would  accord  more  closely  with  ob- 
servation than  a  parabola,  by  a  few  thousandths  of  a  foot  of  velocity 
per  second. 

But  the  truth  of  the  Humphreys-Abbot  theory  for  this  curve  does 
not,  at  this  date,  rest  simply  upon  the  Mississippi  observations.  The 
matter  has  been  carefully  studied  since — among  others  by  von  Heinr. 
Grebenau,  who  has  submitted  thirteen  old  sets  of  observations,  made 
by  Zendrini,  Lecchi,  Lorgna,  Zimenes,  and  Brlining,  and  not  accessi- 
ble to  us,  to  careful  analysis,  with  the  following  conclusion :  ''  It  is 
remarkable  that  the  law  of  decrease  "  (our  parabolic  law),  ^^  which  is 
obvious  in  all  of  these  earlier  experiments,  could  have  remained  so  . 
long  unknown."  He  also  made  some  careful  measurements  himself 
on  the  Queichbach,  near  Germershein,  which  not  only  confirmed  our 
parabolic  law,  but  also  verified  our  general  equation  for  the  parameter 
of  the  curve.  Other  observations  of  similar  character  might  be 
named. 

In  his  remarks  upon  the  mean  velocity  of  rivers,  among  other 
errors  relating  to  the  Mississippi  Report,  Mr.  Henry  has  given  a  par- 
tial extract  from  a  paper  written  by  me  for  the  Essayons  Club  of  the 
Corps  of  Engineers,  which  wrongly  conveys  the  impression  that  the 
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new  data  published  in  the  work  of  Darcy  and  Bazin  did  not  confirm 
our  formula.  In  reality,  I  showed  that  they  verified  it  in  the  most 
complete  manner,  and  even  afforded  authority  for  extending  its  use 
to  a  class  of  small  natural  streams,  with  great  slopes,  to  which  it  waa 
not  claimed  to  be  applicable  in  the  Mississippi  Report.  The  valuable 
work  of  MM.  Darcy  and  Bazin  extended  the  table  of  trustworthy 
observations  upon  natural  channels  to  a  total  number  of  seventy* 
three,  only  four-tenths  of  which  were  to  be  had  in  framing  our  for« 
mula ;  yet  its  average  percentage  of  error  ia  only  six  per  cent.,  or 
about  that  of  careful  actual  measurement.  Our  formula  was  based 
upon  every  observation  we  could  procure,  of  an  exact  character,  pub- 
lished  either  in  this  country  or  in  Europe ;  and  no  ^'  selection,*'  except 
upon  grounds  which  were  fully  explained,  was  made.  That  good  judg-> 
ment  in  this  respect  was  used  is  sufficiently  shown  by  these  new  Darcy- 
Bazin  data. 

Mr.  Henry  also  gratuitously  infers  a  '^disagreement"  in  our  Mis- 
bissippi  levels,  which  had  no  existence  in  fact. 

In  giving  the  results  of  his  own  slope  measurement  on  the  St.  Clair 
river,  and  applying  the  several  formulae  to  them,  he  does  not  state 
— what  his  official  reports  show  to  be  the  fact — that  the  discharge  waa 
measured  at  widely  different  dates  from  the  slopes,  and  hence,  prob- 
ably, bore  no  relation  to  them. 

In  proposing  to  substitute  six-tenths  of  the  depth  for  the  mid-depth 
recommended  by  us  as  the  uniform  locus  of  velocity  measurements  for 
discharge,  Mr.  Henry  has  failed  to  appreciate  that  he  would  thua 
introduce  a  variable  error  due  to  wind  effect.  His  own  figures  and 
computation  show  that  our  simple  mid-depth  method,  when  compared 
with  his  own  laborious  and  costly  operations,  exacting  observations 
at  all  depths,  gave  results  differing  only  by  seven-tenths  of  one  per 
cent,  in  the  discharge  of  the  St.  Clair,  by  two  and  seven-tenths  per 
cent,  in  that  of  the  Niagara,  and  by  one-tenth  of  one  per  cent,  in 
that  of  the  St.  Lawrence. 

In  now  finally  closing  this  dicussion,  so  far  as  I  am  concerned,  I 
would  cheerfully  accord  mUch  credit  to  Mr.  Henry  for  his  ingenuity 
in  the  application  of  electricity  to  recording  the  revolutions  of  a  sab- 
merged  meter  axle.  In  this  he  has  made  a  real  contribution  to  the 
accuracy  of  hydraulic  measurements  in  wide  harbors  and  tidal  ways^ 
where  operations  from  the  shore  are  hardly  practicable. 
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THE  NICKEL  SEATED  SAFETY  VALVE. 

!Ghibf  Enoinkbb's  Oppicb, 
WashikotoNi  December  2d,  1872. 

Rear  Admiral  L.  M,  Qoldnboroughy  U.  S.  N.j  Commandant 

Sir: — In  obedience  to  your  order  of  September  12tb,  1872,  to 
test  the  ^'Nickel  Seated  Safety  Valve/'  manufactured  by  E.  H.  Ash- 
croft,  of  Boston,  Mass.,  and  report  upon  its  advantages  and  disad<- 
vantages,  I  beg  leave  to  submit  the  following : 

The  boiler  used  for  the  test  was  of  the  cylindrical  horizontal  tubu- 
lar type,  six  feet  in  diameter,  twenty  feet  long,  grate  surface  twenty- 
two  square  feet,  heating  surface  nine  hundred  and  twenty-eight  square 
feet,  and  of  about  thirty  nominal  horse-power.  Pressure  of  steam 
used  in  the  test  from  sixty-five  to  eighty  pounds  per  square  inch. 

The  experiments  were  comparative,  and  were  made  with  seven 
valves,  of  the  common  kind,  of  the  following  diameters,  viz. :  4'^,  3'', 
2t\"»  2",  Iff,  lif ,  and  V\  and  seven  of  the  nickel  seated  valves, 
of  diameters  4",  8'',  2J",  2",  IJ",  1^''  and  1''.  The  object  was  to 
ascertain  the  lift  and  area  of  opening  given  for  the  escape  of  steam 
when  the  valve  was  acting  freely  and  blowing  off  at  full  pressure  of 
steam,  and  to  ascertain  how  much  the  pressure  could  be  increased 
after  the  valve  was  in  full  operation.  The  lift  was  ascertained  by 
securing  scratchers  against  the  valve  stems.  The  results  can  be  seen 
by  referring  to  the  accompanying  diagrams.  The  outer  circles  repre- 
sent the  circumferences  of  the  valves.  The  areas  of  the  inner  circles 
represent  an  area  equal  to  that  given  for  the  escape  of  steam  by  the 
circumference  and  full  lift  of  the  valve  when  blowing  off  at  the  limit 
of  pressure. 

In  these  respects  the  nickel  seated  valve  possesses  an  advantage 
which  places  it  beyond  comparison.  The  4'^  common  valve,  when 
blowing  off  at  the  limit  of  pressure,  had  a  lift  of  t^^q  of  an  inch,  giving 
an  area  for  the  escape  of  steam  of  rVa  ^^  ^  square  inch.  The  nickel 
seated  valve  of  the  same  diameter,  operating  with  the  same  pressure, 
had  a  lift  of  |  of  an  inch,  giving  an  area  for  the  escape  of  steam  of 
8*14  square  inches.  The  8^'  common  valve  had  a  lift  of  j\  of  an 
inch,  giving  an  area  of  opening  of  /oS  of  a  square  inch,  while  the  8'' 
nickel  seated  valve  had  a  lift  of  fV  of  an  inch,  giving  an  area  of 
opening  of  1*76  square  inches.  In  the  experiment  to  ascertain  how 
much  the  pressure  could  be  increased  while  the  valve  was  blowing  off 
at  the  limit  of  pressure,  with  the  i''  common  valve,  which  is  about 
the  diameter  used  on  boilers  of  the  sise  mentioned,  the  pressure  was 
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increased  five  pounds  in  four  minutes,  without  any  apparent  increase 
in  the  lift,  and  the  experiment  was  stopped.  With  the  3^'  yalve  the 
pressure  was  increased  nine  pounds  in  six  minutes.  The  4i"  nickel 
seated  valve  operating  under  the  same  circumstances  opened  to  its  full 
lift  as  soon  as  the  limit  of  pressure  was  reached,  and  the  pressure 
t^ould  not  be  increased,  but  it  steadily  decreased  to  a  point  a  little 
below  the  original  pressure,  when  the  valve  suddenly  closed.  With 
the  W  valve  the  pressure  was  held  at  the  limit  of  pressure.  In  both 
<;ases  the  fires  were  in  active  condition  and  the  furnace  doors  closed. 

This  experiment  proved  that  the  lift  of  the  common  valve  is  not 
sufficient,  and  will  not  increase  with  the  pressure,  by  its  own  action, 
sufficiently  to  relieve  the  boiler  under  all  circumstances,  and  that  the 
pressure  can  be  increased  until  an  explosion  takes  place,  while  the 
valve  is  in  operation,  and  therefore  it  is  not,  in  reality,  a  safety  valve. 

The  nickel  seated  valve,  under  the  same  conditions,  obtained  its 
full  lift  instantaneously  by  its  own  action,  giving  an  opening  of  suffi- 
tsient  area  to  relieve  the  boiler  at  once. 

The  common  safety  valve  needs  no  description.  The  nickel  seated 
valve  is  automatic,  and  can  be  used  either  as  a  lock-up  or  an  open 
valve.  It  is  actuated  in  its  resistance  to  the  steam  pressure  by  a 
spiral  spring  of  the  most  accurate  workmanship,  and  plated  with 
nickel.  The  face  of  the  valve  coming  in  contact  with  the  seat  is 
<)omposed  of  a  solid  ring  of  nickel.  The  valve  seat  is  also  of  solid 
nickel.  The  qualities  of  this  metal  form  one  of  the  most  important 
features  in  this  valve.  Its  great  hardness  insures  its  resistance  to 
wear.  It  is  not  affected  by  the  action  of  steam  and  the  saline  matter 
in  water,  and,  being  non-corrosive,  it  is  free  from  the  possibility  of 
sticking,  as  is  often  found  to  be  the  case  with  the  common  valve,  by 
corrosion,  and  which  may  be  attended  with  the  most  fearful  conse- 
quences. The  valve  is  constructed  with  a  curved  lip,  as  seen  in  the 
accompanying  drawing,  so  that  the  main  body  of  the  steam,  as  it  es- 
tsapes  from  the  boiler,  being  directed  downward,  strikes  against  the 
bottom  of  a  suitable  recess  surrounding  the  valve  seat,  and  the  recoil 
of  the  steam  acting  upwards  against  the  under  surface  of  the  valve 
«8  it  issues  into  the  atmosphere  assists  the  valve  in  obtaining  a  higher 
lift.  This  action  is  sure  and  instantaneous,  and  it  was  found  that  the 
^eater  the  steam  pressure  the  higher  the  lift,  using  the  same  spring. 
For  instance,  with  a  8''  valve,  the  spring  being  set  to  open  at  sixty 
pounds,  the  valve  will  lift  full  \  of  an  inch,  and  with  the  same  spring 
set  to  open  at  eighty  pounds,  the  lift  will  be  tV  o^  ^^  ivlcYl.  The  lift 
of  the  common  valve  will  remain  the  same  at  any  pressure,  the  weight 
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on  the  leTer  being  adjusted  to  the  given  pressure  as  in  the  case  of  the 
spring.  For  instance,  if  the  weight  is  adjusted  to  yield  to  a  pressure 
of  twentj-five  pounds,  the  lift  of  the  valve  will  be  about  ^>2  ^^  ^^ 
inch,  and  if  adjusted  to  a  pressure  of  eighty  pounds,  and  raised  by 
the  steam,  the  lift  will  be  the  same. 

The  late  experiments  at  Sandy  Hook,  N.  J.,  on  steam  boiler  ex- 
plosions, have  disposed  of  many  old  theories  regarding  this  subject, 
such  as  electricity,  formation  of  gases,  the  sudden  generation  of  steam 
of  an  enormous  pressure,  &;c.,  &c.,  and  have  proved  that  explosions 
of  the  most  destructive  character  can  occur  by  the  gradual  accumu- 
lation of  steam  and  with  the  moderate  pressure  of  fifty  three  and  one 
half  pounds  per  square  inch. 

It  was  also  observed  that  it  required  but  thirteen  minutes  to  raise 
the  pressure  from  thirty  pounds,  the  working  pressure  allowed  for 
this  boiler,  to  fifty-three  and  one-half  pounds,  when  it  was  torn  into 
fragments,  and  a  part  of  it,  weighing  three  tons,  was  hurled  four 
hundred  and  fifty  feet  from  its  original  position,  showing  that  the 
neglect  of  only  a  few  minutes,  together  with  an  inoperative  or  in- 
efficient safety  valve,  are  all  that  are  required  to  produce  the  most 
frightful  results. 

The  subject  of  safety  valves,  heretofore  so  much  neglected,  is  re- 
ceiving considerable  attention  in  England  and  elsewhere, 'and  the  ex- 
periments made  with  the  common  valve  corroborate  some  of  the  above 
statements.  Under  whatever  circumstances  explosions  may  occur, 
the  real  cause  is  excessive  pressure,  and  the  fact  that  such  disasters 
do  occur,  whether  from  neglect  or  otherwise,  involving  fearful  loss  of 
life  and  property,  points  forcibly  to  the  necessity  of  providing  against 
them  in  every  possible  way,  and  the  only  safeguard  that  can  be  ap- 
plied to  a  steam  boiler  is  a  safety  valve,  that  is  automatic,  certain  in 
its  action,  prompt  in  opening  and  closing  at  the  required  moment, 
and  that  can  be  fully  relied  upon  to  relieve  the  boiler  under  all  cir- 
cumstances. 

It  is  impossible  to  provide  against  the  contingent  dangers  of  a 
steam  boiler,  such  as  the  hidden  imperfections  of  the  iron,  the  chemi- 
cal action  to  which  they  are  subjected,  &;c.,  but  for  the  prevention  of 
any  pressure  in  excess  of  that  allowed,  I  am  fully  of  the  opinion  that 
the  ^'  Nickel  Seated  Valve  "  is  the  only  one  that  fulfills  the  require- 
ments. 

Very  respectfully  your  obedient  servant, 

Edwin  Fithian, 

Chief  Engineer,  V.  3.  N. 
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REPORT  ON  BOILER  INCRUSTATION. 

Hannibal,  Mo.,  May^  1872. 
To  the  American  Railway  Master  Mechanics'  Association : 

Gbntlbmen, — The  Committee  to  whom  it  was  your  pleasure  to 
again  refer  the  subject  of  Boiler  Incrustations,  their  Causes  and  Cure» 
would  respectfully  report  that  they  have  given  the  matter  as  serious 
a  consideration  as  the  time  and  its  great  difficulties  would  permit. 

In  accordance  with  former  practice,  circulars  of  inquiry  have  beeD 
addressed  for  information  to  various  parties,  but  to  such  only  as  might 
have  something  to  offer,  from  investigations  made  since  our  last  annual 
meeting.  We  regret  that  no  new  or  important  information  has  been 
elicited,  throwing  ad<litionaI  light  upon  the  subject ;  your  Committee 
being  therefore  unable  to  present  any  new  facts,  will  have  to  confine- 
itself  to  an  allusion  to  the  experiments  which  have  been  going  on  for 
the  past  two  years,  and  also  to  speculation  upon  the  relative  cost  of 
purifying  water  before  it  is  taken  into  the  boiler,  if,  indeed,  such  & 
thing  can  be  accomplished  at  all.  In  justice  to  Mr.  J.  H.  SetcheU 
who  has  written  at  considerable  length  on  the  subject,  the  Committee 
would  suggest  that  his  communication  be  read  in  full. 

The  use  of  pure  water  is  universally  recommended  as  being  the 
only  effectual  remedy.  Some,  however,  are  still  experimenting  with 
fluids,  powders,  batteries,  etc.  It  will  be  remembered  that  the  plan^ 
or  a  similar  one,  recommended  last  year  by  Mr.  S.  J.  Hayes,  of  the 
Illinois  Central  Railroad, *was  indorsed  by  the  Committee,  and  embo- 
died in  their  report  as  the  fundamental  principle  through  which  this 
great  evil  can  only  be  effectually  overcome.  It  is  the  opinion  of  your 
Committee  that  the  impurities  contained  in  water  will  precipitate  suf- 
ficiently for  practical  purposes  after  a  certain  amount  of  boiling,  but 
whether  this  method  of  purifying  can  be  made  practicable  and  cheap 
is  a  question  which  we  cannot  from  our  own  experience  determine. 
We  are  not  prepared  to  believe  that  chemical  means  alone  can  be  eco- 
nomically employed  for  the  precipitation  of  the  materials  in  water 
which  form  incrustations ;  but  to  this  we  shall  again  refer.  A  sub- 
ject which  has  so  long  baffled  the  skill  of  the  leading  scientific  and 
practical  minds  at  home  and  abroad,  cannot  be  properly  treated  with- 
out reaching  in  vain  after  the  necessary  data  to  make  the  article 
wholly  reliable  and  conclusive.  We  think  so  great  an  evil  as  boiler 
incrustations,  involving  in  its  range  violent  explosions,  loss  of  life^ 
and  great  destruction  of  property,  should  have  the  combined  effort  of 
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scientific  and  practical  men  towards  the  development  of  a  remedy ; 
and  to  this  your  Committee,  fully  realising  the  extreme  diffieultiea  of 
the  subject,  have  invited  the  co-operation  of  eminent  chemists  and 
scientists,  and  from  them  they  have  not  as  yet  obtained  anything  suf* 
ficiently  definite  to  warrant  its  presentation,  and  hence  they  feel  that 
the  only  way  left  open  to  them  by  which  they  can  discharge  their  duty 
to  themselves  and  the  Association,  who  have  honored  them  by  their 
appointment  for  this  particular  office,  is  to  present  their  own  crude 
and  imperfect  ideas  and  experience  for  what  they  may  be  worth.  It 
was  thought  that  enough  was  said  upon  this  subject  last  year  to  stim- 
ulate an  interest  on  the  part  of  railway  companies  in  the  manner  of 
purifying  water  before  using  it  in  their  engines,  but  we  have  failed  to 
hear  of  any  experiments  in  that  direction. 

Your  Committee  do  not  believe  a  remedy  can  be  devised  without 
more  or  less  experimenting,  all  of  which  must  necessarily  be  attended 
with  considerable  expense ;  but  they  will  endeavor  to  show  that  at 
least  some  economy  may  be  the  result. 

The  plan  which  we  shall  attempt  to  explain  is  one  which  we  believe 
will  nearly  if  not  quite  purify  the  water  before  it  is  taken  into  the 
boiler,  and  it  is  yet  hoped,  by  the  introduction  of  chemical  agents, 
that  this  method  may  be  simplified  and  prove  practicable  and  cheap. 
Not  having  tried  any  experiments  in  this  direction  ourselves,  we  shall 
be  confined  to  the  experience  of  others  to  prove  our  theory,  and  will 
first  refer  to  a  paper  prepared  as  a  report  of  experiments  made  by 
Professor  C.  F.  Chandler,  of  Columbia  College,  New  York,  to  the 
President  and  Directors  of  the  New  York  Central  Railroad  Company 
upon  the  various  kinds  of  water  used  by  the  locomotives  of  that  Com- 
pany along  the  line  of  that  road,  with  an  analysis  of  the  waters,  show- 
ing their  composition,  and  also  an  analysis  of  the  scale  formation 
from  such  waters,  and  what  chemical  agents  and  processes  would  de- 
compose and  prevent  the  same.  The  report  was  read  before  the 
American  Institute  Polytechnic  Association,  January  11,  1866. 

The  following  article  appears  in  this  report :  ^'  Boiling  expels  the 
free  carbonic  acid  and  causes  the  separation  of  the  carbonates  of  lime 
and  magnesia,  and  if  conducted  at  a  high  temperature,  under  consid- 
erable pressure,  results  in  the  almost  complete  precipitation  of  the 
sulphate  of  lime.  This  would,  however,  merely  transfer  the  incrusta- 
tions from  the  locomotive  boiler  to  some  other  vessel  and  would,  there- 
fore, be  valueless  in  this  case.*'  This  is  just  what  we  desire  to  do, 
transfer  the  incrustation  from  the  locomotive  boiler  to  some  othejr 


Digitized  by  VjOOQ IC 


174  Civil  and  Mechanical  Engineering. 

vessel  provided  to  receive  it  and  so  arranged  that  the  sediment  may 
be  removed  at  pleasure.  Then  supervenes  a  difficulty  in  the  use  of 
chemicals  for  precipitating  the  lime,  etc.,  from  the  water,  which  seema 
to  offer  two  insuperable  objections.  The  first  found  is  in  the  nature 
of  the  chemicals  used ;  for,  whilst  precipitating  the  matter  forming 
incrustations,  thej  may  corrode  the  metal  itself.  All  chemicals 
would  have  to  be  used  to  purify  the  water  before  entering  the  boiler, 
in  order  to  avoid  this  corrosion  and  also  the  precipitation  into  it^ 
which  would  still  demand  cleansing  of  the  foreign  matter.  Then  a 
second  objection  arises  out  of  the  wide  differences  of  water  in  the  dif- 
ferent sections ;  whilst  incrustations  are  formed  from  those  which 
contain  lime,  yet  there  may  be  and  is  such  a  difference  of  chemical 
admixtures  as  to  render  it  wholly  impossible  to  find  any  one  universal 
chemical  sufficient  to  dissolve  these  different  elements.  Hence  we 
feel  the  necessity  of  looking  somewhere  else  than  to  chemical  solvents 
alone  for  a  solution  of  the  difficulty. 

If  Professor  Chandler's  theory  be  correct,  an  apparatus  can    be 
easily  arranged  at  each  water  tank  along  the  line  of  the  roud  by  which 
the  water  may  be  heated,  and  if  desired  subjected  to  a  pressure,  be- 
fore being  taken  into  the  locomotive  boilers.     From  his  statement 
we  may  assume  that  the  impurities  in  water  will  precipitate  at  a  tem-^ 
perature  of  two  hundred  and  twelve  degrees;  if  this  be  true,  the  best 
and  cheapest  method  of  heating  the  water  to  this  temperature,  and 
its  treatment  after  being  so  heated,  only  remains  to  be  proven,  and 
your  Committee  would  suggest  the  following  plan :  Let  each  watering 
station  on  the  line  of  the  road  be  provided  with  a  pumping  engine  or 
steam  pump,  with  a  capacity  in  proportion  to  the  amount  of  water 
required.     The  exhaust  steam  from  the  pump  should  be  conducted 
into  a  suitable  heater,  together  with  as  much  live  steam  as  may  be 
necessary  to  raise  the  water  to  a  boiling  heat.     The  heater  being 
closed,  the  water  within  it  at  the  boiling  point  would  be  subjected  ta 
a  pressure  of  about  fifteen  pounds  to  the  square  inch.     The  heater 
should  be  made  of  iron,  and  as  large,  perhaps,  as  one-third  the  capa> 
city  of  the  tub.     While  the  heater  is  being  filled  the  water  should  be 
raised  to  the  boiling  point,  after  which  the  calcareous  and  other  mat- 
ter in  suspension  should  be  allowed  time  to  settle,  when  the  water  can 
be  drawn  off  into  the  tub  arranged  to  receive  it.    After  the  heater  is 
emptied  the  sediment  may  be  blown  off,  and  this  process  repeated 
until  the  tub  is  filled,  thus  keeping  up  the  supply  of  purified  water 
according  to  the  demand. 
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The  expense  attending  this  apparatus  would  be  equal  to  the  cost  of 
a  No.  4  Enowles  steam  boiler  and  pumps  complete — $450 — together 
with  the  heater  and  its  fixtures  all  told  would  not  exceed  $1000 ;  and 
deducting  from  this  amount  the  value  of  the  present  machinery  em- 
ployed, consisting  of  one  ordinary  horse-power  and  a  four-inch  hand 
or  power  pump,  would  make  actual  expense  of  first  cost  at  such  wa- 
tering station  about  $800.  The  second  cost,  or  continual  expense^ 
may  be  estimated  in  proportion  to  the  amount  of  fuel  consumed  for 
the  purpose  of  heating  the  water.  Assuming  as  a  basis  that  one 
pound  of  coal  will  evaporate  eight  pounds,  or  one  gallon  of  water^ 
we  would  only  have  to  estimate  the  amount  of  coal  consumed  to  arrive 
at  the  approximate  consumption  of  water.  It  has  been  proven  by 
experiment  that  if  five  and  a  half  pounds  of  water,  at  a  temperature 
of  thirty-two  degrees,  be  placed  in  a  vessel  communicating  with  an^ 
other  one  in  which  water  is  kept  constantly  boiling  at  the  tempera- 
.  ture  of  two  hundred  and  twelve  degrees,  until  the  former  reaches  tho 
temperature  of  the  latter  quantity  and  id  then  weighed,  it  will  be 
found  to  weigh  six  and  one-half  pounds,  showing  that  one  pound  of 
water  has  been  received  in  the  form  of  steam,  through  the  communi- 
cation, and  reconverted  into  water  by  the  lower  temperature  in  the 
other  vessel.  Kow  this  pound  of  water  received  in  the  form  of  steam 
had,  when  in  that  form,  a  temperature  of  212^.  It  is  now  converted 
into  the  liquid,  and  still  retains  the  same  temperature  of  212^,  but  it 
has  raised  five  and  one-half  pounds  of  water  from  this  temperature  of 
32^  to  212^,  and  this  without  losing  any  temperature  of  itself.  It 
follows,  then,  that  in  returning  to  the  liquid  state  it  has  parted  with 
five  and  one-half  times  the  number  of  degrees  of  temperature  between 
32°  and  212°,  which  is  equal  to  180°  and  180°  x  5J°=990°.  Now 
this  heat  was  combined  with  the  steam,  but  as  it  is  not  sensible  to  & 
thermometer  it  is  called  latent  heat.  It  is  shown,  then,  that  a  pound 
of  steam  in  passing  from  a  liquid  at  212°  to  steam  at  212°  receives 
as  much  heat  as  would  be  sufficient  to  raise  it  through  990  thermo- 
metric  degrees,  if  that  heat,  instead  of  becoming  latent  heat,  had  been 
sensible,  and  990®+212°=1202°,  being  the  whole  amount  of  heat  in 
steam.  Hence  it  will  be  seen  that  one  pound  of  coal,  capable  of  evap- 
orating eight  pounds  of  water,  will  raise  to  the  boiling  point  about 
five  and  one-half  times  as  much,  say  forty-four  pounds,  or  five  and 
one-half  gallons  of  water.  To  this  must  be  added  the  relative  value 
of  the  exhaust  steam  from  the  pumping  engine,  which  will  be  equal 
to  five  and  one-half  times  the  amount  of  water  evaporated  in  pounds. 
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Supposing,  for  example,  that  one  locomotive  running  2600  miles  a 
month,  or  31,200  miles  a  year,  will  make  45  miles  to  one  ton  of  coal ; 
it  would  then  consume  693  tons  of  coal  per  year,  at  $2.50=$1732.50. 
If  this  locomotive  will  evaporate  six  pounds  of  water  to  one  pound  of 
coal,  it  will  require  8,316,000  pounds,  or  1,039,500  gallons  of  water. 
It  is  estimated  that  a  No.  4  Enowles  steam  pump  will  raise  5940  gal- 
lons of  water  an  hour.  In  doing  this  work  it  will  consume  about  60 
pounds  of  coal,  requiring  10,500  pounds  to  pump  the  whole  amount 
of  water.  If  the  pumping  engine  will  evaporate  eight  pounds  of  wa> 
ter  to  one  pound  of  coal,  the  exhaust  steam  will  boil  about  five  and 
one-half  times  this  amount,  or  forty-four  pounds  of  water  to  one 
pound  of  coal,  equal  to  10,500x44=462,000-^8=67,750  gallons. 
This  would  leave  981,750  gallons  to  be  boiled  by  the  use  of  live  steam 
from  the  boiler,  which  will  require  one  pound  of  coal  to  five  and  one- 
half  gallons  of  water,  or  981,750-h5J=178,500  pounds  coal  -^2000 
89  f^ji  tons.  This,  added  to  the  amount  of  coal  required  to  pump 
the  water,  would  make  a'bout  94  -fV^  tons,  at  $2.50=^236.25,  total 
expense  for  fuel  in  purifying  the  water  in  one  engine  for  one  year. 
Boiler  repairs,  including  machinists'  labor  in  taking  down  and  setting 
up  machinery  that  would  not  be  otherwise  done,  would  amount  to 
about  $550  a  year.  Of  this  amount  fully  sixty-five  per  cent,  may  be 
due  to  incrustations  alone.  Judging  from  reports  received  by  your 
Committee  from  Eastern  and  Southern  roads  using  water,  from  which 
no  incrustations  form,  where  boilers  run  from  fifteen  to  twenty-seven 
years  without  repairs,  it  may  be  safe  to  assume  that  even  seventy- 
five  per  cent,  will  be  saved  by  the  use  of  pure  water.  But  granting 
that  only  sixty-five  per  cent,  is  saved,  the  actual  cost  of  boiler  repairs 
due  to  incrustations  would  then  be  $357.50. 

We  will  now  consider  the  extra  amount  of  fuel  necessary  to  heat 
the  water  through  the  increasing  formation  of  incrustations,  which 
we  will  attempt  to  illustrate  as  clearly  as  possible,  from  the  best  in- 
formation we  have  been  able  to  gather,  from  both  theory  and  practice. 
Dr.  Joseph  G.  Rogers,  in  a  paper  on  steam  boiler  waters  and  incrus- 
tation before  the  American  Association  for  the  Advancement  of  Sci- 
ence, says :  ^'  The  evil  effects  of  scale  are  due  to  the  fact  that  it  is 
relatively  a  non-conductor  of  heat.  Its  conducting  power  compared 
to  that  of  iron  is  as  1  to  f  J.  This  known,  it  is  readily  appreciated 
that  more  fuel  is  required  to  heat  water  through  scale  and  iron  than 
through  iron  alone.  It  has  been  demonstrated  that  a  scale  ^V  ^^  ^^ 
inch  thick  requires  the  extra  expenditure  of  fifteen  per  cent,  more 
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fuel.  As  the  scale  thickens  the  ratio  increases.  Thus,  when  it  is 
one-fourth  of  an  inch  thick,  sixty  per  cent,  more  is  required ;  at  one- 
half  inch,  one  hundred  and  fifty  per  cent.,  and  so  on.  To  raise 
steam  to  a  working  pressure  of  ninety  pounds  the  water  must  be 
heated  to  320^  Fahrenheit.  This  may  be  done  through  a  one-fourth 
inch  iron  shell  by  heating  the  external  surface  to  about  325^.  If  a 
one-half  inch  scale  intervenes,  the  boiler  must  be  heated  to  700^, 
almost  a  low  red  heat.  The  higher  the  temperature  at  which  iron  is 
kept  the  more  rapidly  it  oxidizes,  and  at  any  temperature  above  600^ 
it  soon  becomes  granular  and  brittle  from  carbonization  or  conyersion 
into  the  state  of  cast  iron.  Weakness  of  boilers  thus  produced  pre- 
disposes to  sudden  explosions  and  makes  expensive  repairs  neces- 
sary." 

On  most  of  Western  roads  incrustations  will  form  to  a  thickness  of 
from  one-eighth  to  three-sixteenths  of  an  inch  in  the  course  of  one 
year,  and  increases  at  a  still  greater  ratio  as  long  as  the  engine  is 
kept  in  service.  Thus,  after  four  months*  time,  there  will  have  accu- 
mulated in  our  engines  nearly  one-sixteenth  of  an  inch  of  scale. 
This  statement  will  be  verified  by  a^pecimen  presented  for  your  in- 
spection, consisting  of  a  piece  of  two-inch  flue  taken  from  an  engine 
on  the  Hannibal  and  St.  Joseph  Railroad  after  three  months'  service, 
to  which  is  adhering  a  scale  nearly  one  sixteenth  of  an  inch  thick. 
If  Dr.  Rogers*  theory  be  correct,  after  one  month's  service  our  en- 
gines will  consume  three  and  one- fourth  per  cent,  more  fuel  than  at 
first;  after  two  months'  seven  and  one-half  per  cent.,  and  so  on, 
making  an  average  for  the  year  of  over  twenty  per  cent,  more  fuel 
than  they  would  have  consumed  if  using  pure  water.  This,  accord- 
ing to  the  performance  of  the  best  coal-burning  engines,  making 
forty-five  miles  to  one  ton,  will  amount  to  an  extra  expenditure  in 
fuel  of  not  less  than  138^  tons  at  $2.50,  making  $316.25  due  to  in- 
crustations. This,  being  added  to  the  expense  of  repairs  due  to  in- 
crustations, will  make  $703.75.  In  addition  to  this  the  expense  of 
washing  boilers  may  be  counted ;  as  by  the  use  of  pure  clear  water 
boilers  will  seldom  require  washing,  and  the  expense  of  at  least  $1 
per  week  or  $62  per  year  would  be  saved  to  every  engine,  swelling 
the  total  to  $756.75,  or  $519.55  more  than  the  cost  of  purifying  the 
water  by  this  process.  From  this  it  will  be  observed  that  to  boil  suffi- 
cient  water  to  supply  a  locomotive  for  one  year,  running  31,200  miles, 
will  require  the  extra  expenditure  of  $236.25  for  fuel.  Now,  if  boil- 
ing alone  will  purify  the  water,  there  would  be  a  saving  of  $519,50 
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to  each  engine,  or  $51,950  for  one  hundred  engines.  Besides  all  this 
the  use  of  pure  water  will  absolutely  prevent  all  manner  of  explo- 
sions, ruptures  and  leaks,  arising  from  the  effects  of  incrustations. 
It  will  also  save  a  large  proportion  of  the  repairs  to  the  machinej, 
not  counted  in  the  above  estimate,  by  always  supplying  the  cylinders 
with  pure  dry  steam  of  the  best  quality,  free  from  loose  sediment  or 
grit,  which  always  follows  the  course  of  the  steam,  frequently  cutting 
the  valves,  pistons  and  cylinders,  and  otherwise  damaging  the  machi- 
nery of  the  engine.  The  use  of  water  free  from  mud  and  organic 
substances,  will  absolutely  prevent  the  evil  of  foaming,  which  so  fre- 
quently almost  unfits  an  engine  for  usual  services,  until  it  can  reach 
its  destination  and  be  washed  out.  This  and  many  other  prolific  evils 
arising  from  the  use  of  impure  water  would,  beyond  a  doubt,  be  en- 
tirely overcome.  The  introduction  into  a  boiler  of  any  so-called  rem- 
edies, be  they  powders,  batteries,  fluids,  or  any  other  nostrums,  can 
hold  no  comparison  whatever  to  this  one  perfect  and  only  reliable 
remedy.  Any  experiments  towards  the  providing  of  pure  water  for 
locomotive  use  is  a  step  in  the  right  direction,  and  when  railway  com- 
panies are  aware  of  the  fact  that  in  the  Middle  and  Western  States 
the  expense  due  to  impure  water  and  incrustation  would  amount  to 
the  enormous  sum  of  about  $75,000  a  year  for  every  hundred  loco- 
motives, we  think  they  can  afford  to  give  the  subject  a  little  consider- 
ation with  a  view  to  making  some  practical  experiments  by  which  re- 
liable and  satisfactory  results  may  be  reached.  The  matter  of  thor- 
oughly purifying  the  water  at  a,  moderate  expense  is  so  extremely 
difiicult,  that  your  Committee  are  not  prepared  to  suggest  any  parti- 
cular plan  other  than  that  already  recommended,  believing  that  noth- 
ing in  this  direction  can  be  definitely  known  without  more  or  less  ex- 
perimenting. 

Mr.  Towne,  of  the  Hannibal  and  St.  Joseph  Railroad,  has  been 
investigating  for  the  past  two  years  with  an  apparatus  consisting  of 
an  ordinary  dome,  25  x  25  inches,  riveted  to  the  top  of  the  boiler  in 
a  convenient  locality  to  the  pumps  of  the  engine,  so  that  the  water 
supply  can  pass  freely  through  the  check  pipes  to  the  top  of  the 
dome,  where  it  is  discharged  and  caused  to  fall  upon  and  ripple  over 
a  series  of  heated  plates,  circular  in  shape,  provided  with  a  series  of 
ribs  or  stops  on  their  upper  surfaces  to  retard  the  momentum  of  the 
water,  and  arrest  the  sediment  as  it  passes  from  one  plate  to  another 
in  its  course  to  the  boiler.  After  passing  over  these  plates  the  water 
forces  its  way  through  a  filter,  thence  to  the  boiler  through  a  number 
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of  one-inch  pipes  (as  per  tracing)  through  which  also  steam  from  the 
boiler  is  admitted  to  the  dome,  distributing  itself  around  and  within 
the  heater,  maintaining  a  constant  equilibrium  of  heat  between  the 
apparatus  and  the  boiler.  Half  of  these  plates  are  slightly  convex 
and  half  concave,  causing  the  water  to  flow  from  center  to  side  and 
side  to  center  alternatelj,  passing  through  holes  or  slots  in  each  plate 
on  its  way  to  the  filter,  and  finally  to  the  boiler  through  said  pipes, 
which  extend  upwards  about  five  inches,  forming  on  top  of  the  boiler 
(within  the  heater)  a  basin  for  water  and  a  receptacle  for  any  sedi- 
ment that  might  lodge  there,  whence  it  could  be  blown  ofi"  by  means 
of  pipes  arranged  for  the  purpose. 

The  filter  was  composed  of  coarse  gravel,  and  soon  found  to  be  of 
no  practical  use  beyond  the  lodgement  of  more  or  less  incrustation. 
The  shelves  were  found  to  gather  from  one-sixteenth  to  three-six- 
teenths of  an  inch  of  incrustation  in  from  six  to  twelve  weeks'  time, 
showing  clearly  that  the  principle  was  correct,  but  iJie  apparatus  en- 
tirely too  small  to  arrest  all  the  lime,  as  the  boiler  and  flues  were 
also  found  to  be  thickly  coated,  especially  so  directly  under  the  heater 
where  the  water  had  fallen  upon  the  flues  scale  had  formed  from  one- 
fourth  to  three-eighths  of  an  inch  in  thickness.  After  running  this 
engine  about  sixteen  months  without  any  satisfactory  results  beyond 
that  already  stated,  it  was  taken  in  for  temporary  repairs,  and  the 
heater  re- arranged  with  a  view  to  getting  the  greatest  possible  amount 
of  heating  or  plate  surface  within  its  capacity.  The  filter  was  accord- 
ingly taken  out,  and  the  boiler  cut  out  to  the  size  of  the  internal 
diameter  of  the  dome,  and  an  additional  number  of  plates  put  in 
about  one  and  a  half  inches  apart,  filling  the  dome  full,  making  six* 
teen  plates  in  all — a  plate  surface  of  about  fifty  superficial  feet.  In 
addition  to  this  a  circular  strip  of  sheet  iron,  four  feet  long,  was 
placed  inside  the  boiler,  directly  under  the  heater,  its  ends  being 
flanged  upward  about  two  inches,  filling  the  circle  of  the  boiler,  and 
its  sides  extending  downwards  to  within  a  few  inches  of  the  bottom 
of  the  boiler.  This  was  to  prevent  the  water  from  the  heater  coming 
in  contact  with  the  flues,  and  also  to  provide  a  still  greater  heated 
plate  surface,  over  which  the  water  must  travel  before  reaching  the 
boiler,  making,  all  told,  about  eighty-two  superficial  feet  of  heating 
surface.  The  engine  is  now  running  with  this  apparatus,  and  although 
it  arrests  so  much  lime  and  mud  that  it  is  found  necessary  to  take  out 
the  plates  and  clean  them  ofi*  occasionally,  yet  it  does  not  seem  to  stop 
all  the  incrustations,  and  consequently  it  is  not  just  the  thing.    Judg- 


Digitized  by  VjOOQ IC 


180  Civil  and  Mechanical  Bngineeritig, 

ing  from  these  experiments,  as  well  as  others,  we  do  not  believe  that 
any  apparatus  of  this  kind  can  be  got  on  to  an  engine  of  sufficient 
capacity  to  pulrify  the  large  amount  of  water  required  for  a  locomotive 
boiler.  We  think  the  same  device,  or  a  similar  one,  arranged  at  wa- 
tering stations  along  the  line,  on  a  larger  scale,  might  be  made  to  do 
the  work  effectually  at  less  expense  perhaps  for  fuel  than  the  first 
plan.  If  not  by  that  alone,  the  introduction  of  chemical  assistants, 
at  a  trifling  cost,  might  have  the  desired  effect.  The  first  plan,  how- 
ever, would  seem  to  be  the  most  feasible.  The  importance  of  this 
subject  cannot  be  overrated,  since  it  is  known  that  among  the  many 
evils  of  incrustations  none  are  more  potent  than  the  fact  of  boiler 
explosions  from  this  cause,  and  nothing  can  be  surer  than  pure  water 
as  a  remedy  for  this  class  of  explosions.  There  are  cases  of  explo* 
sions  of  boilers  at  pressures  that,  without  proof  to  the  contrary,  may 
be  taken  to  be  very  much  below  their  power  to  resist  pressure,  show- 
ing very  clearly  that  boilers  do  explode  from  causes  yet  unknown.  It 
is,  then,  reasonable  to  suppose,  since  the  fact  is  not  known,  that  im- 
pure water  and  incrustations  mny  be  the  source  of  this  unknown  ele- 
ment of  destruction.  Should  it  be,  however,  only  one  cause  of  such 
terrible  disasters,  one  point  will  have  been  gained ;  for  a  blngle  rem- 
edy absolutely  known  is  worth  more  than  all  the  speculative  theories 
extant,  as  it  may  lead  to  the  development  of  a  final  cure,  and  in  time 
boiler  explosions,  other  than  those  caused  by  low  water  and  over-pres- 
sure, will  no  longer  be  a  mystery. 

In  conclusion,  your  Committee  feel  that  they  are  gropJDg  in  the 
dark,  and  cannot  conceal  from  themselves  what  must  be  apparent  to 
others  that  the  question  is  yet  an  open  one,  and  whether  the  theory 
advanced  will  effect  ^a  complete  solution  of  the  difficulty  yet  remains 
to  be  proven  by  actual  trial.  To  this  end  we  would  respectfully  invite 
the  attention  of  all  interested,  and  recommend  a  series  (if  possible) 
of  exhaustive  experiments,  without  which  they  are  convinced  nothing 
definite  in  this  direction  can  ever  be  known. 
Respectfully, 

H.  A.  Towns,  H.  ^  St.  J.  R.  IL, 

J.  JOHANN,  P.  JJ.  B.J  of  Mo.y 

J.  M.  BooNB,  p.  F.  W.  k  0.  E.  R., 

Committee. 
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In  connection  with  this  report  the  following  letter  from  J.  H.  Set- 
chel,  Little  Miami  Railroad,  was  submitted  and  read : 

Mr.  Sbtchbl  on  Boiler  Incrustations. 
H.  A.  TowNE,  Esq.,  Chairman  Committee  on  Boiler  iDcrostations : 

Dear  Sir, — Originally  the  water  on  this  road  was  all  very  hard ; 
hat  since  the  introduction  of  coal  as  a  fuel  the  necessity  of  soft  wa- 
ter has  been  so  apparent  that  strenuous  efforts  have  been  made  to  ob- 
tain it. 

At  Cincinnati  the  water  of  the  Ohio  River  is  used,  and  but  little 
incrustation  is  found  in  boilers  using  this  exclusively ;  and  even  after 
engines  have  run  on  other  divisions  and  have  become  heavily  scaled, 
a  year  or  two's  use  of  this  water  will  in  a  great  measure  remove  it. 

At  Columbus  the  water  of  the  Scioto  River  is  used,  and  with  about 
like  results.  Within  the  two  points  named,  where  the  water  is  mostly 
taken  from  wells,  it  is  highly  impregnated  with  lime,  forming  on  flues 
and  boilers  a  hard,  flinty  scale.  On  one  division,  of  fifty-seven  miles, 
we  have  more  trouble  than  on  any  other  part  of  the  road.  Here  the 
water  is  taken  from  wells  and  is  very  hard ;  and,  in  running  this  divi- 
sion, we  can  take  engines  upon  which  we  are  required  to  do  more  or 
leas  flue  work  every  few  weeks,  and  by  transferring  them  to  the  main 
line  we  are  enabled  to  run  them  without  difficulty.  I  can  account  for 
this  only  on  the  score  of  the  difference  in  the  quality  of  water  used. 

We  do  not  take  out  flues  for  the  purpose  of  cleaning  tl^m,  but  run 
them  as  long  as  they  can  be  kept  tight.  Copper  flues,  in  engines 
bnming  wood,  will  run  from  150,000  to  200,000  miles.  Iron  flues, 
in  engines  with  coal  as  a  fuel,  will  average  from  50,000  to  80,000 
miles.  We  find  that  the  life  of  the  bottom  part. of  boilers  seemingly 
varies  with  the  quality  of  iron  used.  We  sometimes  find  a  new  boiler 
eaten  out  in  spots  in  the  bottom  part  after  running  three  years.  This 
I  attribute,  to  some  extent,  to  the  rough  places  often  left  in  iron  by 
nsing  too  much  sand  on  the  rollers  while  the  iron  is  in  process  of 
manufacturing.  In  forming  sheets  into  shape  this  sand  that  has  been 
pressed  in  the  iron  often  drops  out  and  leaves  a  thin,  rough  place  in 
the  sheet,  to  which  the  scale  adheres  and  enters  on  the  work  of  destruc- 
tion, and  subsequently  form  the  eaten  places  for  which  the  bottom 
sheets  are  taken  out.  I  know  the  destruction  of  the  bottom  part  of 
boilers  is  often  attributed  to  scale  and  vegetable  matter  held  in  solu- 
tion in  this  part  of  the  boiler ;  but,  when  you  learn  our  method  of 
cleaning  boilers,  I  think  you  will  agree  with  me  that  this  can  hardly 
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be  the  case  here.  I  have  tried  most  all  the  ^'  sure  remedies ''  for 
preventing  and  removing  scale  that  has  been  in  vogue  for  the  last 
five  or  six  years  without  any  positive  good  result.  I  have  used  John 
Bull's  scaling  powder  in  boilers  that  were  thickly  coated,  and  have 
found  that  it  will  remove  scale  to  a  noticeable  extent.  The  engines 
would  steam  better  and  large  quantities  of  scale  and  mud  would  be 
taken  from  the  wash-out  plugs  for  awhile ;  but,  in  my  experience;  I 
find  that  at  certain  seasons  of  the  year  our  boilers  will  scale  more  or 
less  without  any  artificial  means  being  used.  Our  freight  engines  are 
run  one  hundred  and  twenty  miles  four  days  in  the  week.  This  gives 
two  lay  over  days,  and  on  one  of  these  days  the  water  is  let  out  of 
the  boiler  when  comparatively  cold,  and  the  bottom  part  of  fire  box 
is  thoroughly  cleaned  of  all  mud  and  scale.  A  two-inch  hand  hole 
plug  is  placed  at  each  corner  of  fire-box  that  readily  admits  of  the 
introduction  of  rods  and  hose  nozzles  for  this  purpose.  In  the  front 
end,  at  bottom  of  flue  sheet,  is  another  hand  hole  plug  large  enough 
to  admit  of  a  rod  with  auger  or  hook-shaped  end.  Once  every  two 
weeks  this  plug  is  removed  and  the  cylinder  part  of  boiler  is  thor- 
oughly washed  together  with  the  leg  of  fire-box  as  before.  This  pro- 
cess keeps  the  boiler  free  from  mud,  but  does  not,  of  course,  prevent 
the  formation  of  scale.  To  effect  the  latter  I  have  tried  almost  every- 
thing. Of  the  mixtures  to  put  inside  for  the  purpose  of  removing 
scale  I  have  found  none  better  tha^  the  one  before  mentioned — 
"John  BuH's."  I  am  now  experimenting  with  Hay's  "Galvanic 
Battery  "  on  three  boilers ;  but  it  has  not  yet  been  in  use  a  sufficient 
length  of  time  for  me  to  form  any  opinion  as  to  its  merits.  I  know 
of  nothing  that  will  effectually  prevent  the  formation  of  lime  in  boil- 
ers. I  should  think  that,  where  water  is  used  containing  sand  or 
vegetable  matter  in  solution,  a  filter  might  be  useful  in  arresting  such 
impurities.  Some  years  ago  we  were  a  great  deal  troubled  by  the 
filling  up  of  the  space  between  the  crown-bar  by  deposits  of  mud  and 
scale,  but  since  the  practice  of  giving  an  inch  clearance  under  the  bar 
has  been  adopted,  and  the  quality  of  water  been  improved,  we  have 
little  or  no  trouble  from  tbis  cause. 

Respectfully  yours,  J.  H.  Setghbl, 

Master  Mechanic  Little  Miami  Railroad. 
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NOTES  ON  THE  VIENNA  UNIVERSAL  EXPOSITION. 

(From  oar  Qerroan  Correspondent.) 

Lbipsic,  November^  1872. 

The  preliminary  arrangementB  for  the  World's  Fair  to  be  held  in 
Vienna  during  the  summer  of  the  year  1878,  have  progressed  so  far 
as  to  enable  me,  especially  in  what  concerns  the  arrangement  of  the 
buildings,  to  form  a  correct  idea  of  its  character. 

In  the  following  description,  I  have  confined  myself  generally  to 
facts  as  promulgated  from  official  quarters,  adding,  however,  thereto 
such  few  comments  as  seemed  to  be  warranted  from  personal  observa- 
tion. 

In  the  great  fairs  which  have  heretofore  been  held,  the  object  has 
been  kept  constantly  in  view  to  display  the  accumulated  master-pieces 
of  human  genius  and  industry  in  a  building  which  should,  in  its 
grandeur  and  elegance,  be  worthy  of  its  contents ;  so  that  the  palaces 
which  have  been  erected  for  such  purposes  have  made  an  impression 
upon  the  minds  of  the  visitors  of  the  expositions  no  less  lasting  than 
the  objects  of  art  and  industry  therein  displayed. 

Many  of  these  palaces  have  been  removed  at  the  close  of  the  expo- 
sition which  they  served.  Others,  again,  have  outlived  their  tempo- 
rary purpose,  and  have  remained  standing;  so,  for  example,  has  it 
happened  with  the  Sydenham  Crystal  Palace  and  the  Palais  do  Tln- 
dnstrie — the  first  of  which  served  its  original  purpose  in  1851,  the 
latter  in  1855. 

In  arranging  for  the  coming  World's  Fair,  in  1873,  it  seems  to  be 
one  of  the  chief  objects  of  its  Director-General,  Baron  von  Schwarz- 
Senborn,  to  accomplish  the  erection  of  a  palace  which  shall,  in  its 
plan,  extent  and  surrounding  decorations,  be  in  no  particular  inferior 
to  those  which  have  preceded  it. 

The  efibrts  which  are  being  made  with  this  object  in  view  are  nota- 
bly aided  by  circumstances  of  a  local  nature.  The  city  of  Vienna 
possesses  in  her  Prater  a  natural  park  which,  no  less  by  its  extent 
than  by  its  picturesque  beauty,  is  admirably  adapted  for  the  purposes 
of  such  an  exhibition. 

With  this  excellently  adapted  location,  it  is  rendered  possible  to 
appropriate  to  the  purposes  of  the  Vienna  Fair  an  area  which  shall 
surpass  all  others  previously  held,  not  excepting  that  of  1867,  in  Paris, 
on  the  Champ  de  Mars. 
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The  accompanjing  table,  containing  the  areaa  of  former  exhibi- 
tions; ^ill  serve  to  show  this  feature  by  comparison  irith  that  appro* 
priated  for  the  coming  event : 

The  space  included  for  the  purpose  of  the  Exhibition  was,  at 
London  (Hyde  Park),      1861,  =       81,691  sq.  metres. 
Paris  (Champs  Elysees),  1866,  =     103,166 
London  (Brompton),        1862,  =     186,165         " 
Paris  (Champ  de  Mars),  1867,  =     441,760         " 
Vienna  (Prater),  1873,  =  2,330,631         '' 

From  this  tabulation  it  will  appear  that  the  area  at  disposal  for  the 
Vienna  Exposition  will  exceed  that  of  the  Paris  Exposition  of  1867 
more  than  five  times. 

The  three  main  buildings  (Plate  I) — the  Palace  of  Industry  (1  and 
2),  the  Machinery  Hall  (3),  and  the  Fine  Art  Gallery  (4) — are,  in 
total  dimensions,  as  well  as  separately,  quite  as  extensive  as  the 
Paris  Industrial  Palace.  The  covered  space,  however,  devoted  to  the 
Industrial  portion  of  the  Exposition  can  be  very  largely  increased  by 
covering  the  empty  spaces  between  the  numerous  cross  galleries  of 
the  main  building. 

Without  making  use  of  these  possible  extensions,  the  covered  space 
included  within  the  three  buildings  is  108,947  square  meters. 

Whether  the  place  devoted  to  the  exhibition  in  general,  is  greater 
or  less  than  those  which  have  preceded  it,  is  to  a  certain  extent  of 
little  account,  since  it  is  impossible  to  place  the  objects  on  exhibition 
beneath  the  free  sky ;  but  upon  the  extent  of  the  covered  space  pro- 
vided the  success  of  such  an  exposition  is  dependent,  for  it  has  regu- 
larly been  a  source  Fig.l. 
of  regret  that  in  this 
particular  all  previous 
attempts  have  been 
to  some  extent  inade- 
quate to  the  demand 
made  upon  them  for 
accommodation. 

The  work  of  erect- 
ing the  buildings  has 
been  entrusted  to  Mr. 
Oarl  Hassendeur,  who 
is  likewise  the  designer  of  the  same. 

The  great  Rotunda  (Fig.  1)  forms  the  central  point  of  the  great 
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building.  It  was  constructed  after  plans  of  Mr.  Scott  Russell,  the 
well-known  English  engineer — the  designer  of  the  Great  Eastern 
and  of  the  Sydenham  Glass  Palace. 

The  span  of  this  immense  dome  measures  108  meters,  and  it  is 
therefore  more  than  double  the  size  of  the  greatest  in  the  world,  viz., 
that  of  St.  Peter's,  at  Rome  (Fig.  1). 

In  order  to  afford  a  comparison,  the  accompanying  illustration  af- 
fords a  view  of  the  relative  dimensions  of  the  Rotunda  at  Vienna, 
that  of  the  Industrial  Exhibition  building  of  1862,  that  of  St.  Peter's 
Church,  at  Rome,  and  of  the  St.  Paul's  Cathedral,  at  London;  from 
which  comparison  a  just  conception  of  its  magnitude  may  be  ob- 
tained. 

Concerning  the  Rotunda  itself,  your  correspondent  would  as  yet 
venture  no  opinion,  for  during  his  presence  on  the  Exhibition  grounds 
the  rafters  for  the  same  were  not  yet  laid.  To  judge,  however,  from 
the  plan  proposed,  it  may  be  safely  inferred  that  the  funnel  shape 
which  it  is  designed  to  give  it  will  not  make  by  any  means  the  strik- 
ing impression  which  would  be  formed  of  one  having  the  classical 
rounded  outline. 

Accurately  stated,  the  exterior  diameter  of  the  Rotunda  is  107*83 
meters,  and  its  height  84'1  meters.  A  rounded  roof,  supported  upon 
31  iron  columns,  24*35  meters  high,  rises,  with  an  angle  of  31®,  to  a 
height  of  48*2  metres,  and  is  terminated  by  a  central  ring  of  30*9 
metres  diameter.  The  exterior  of  the  roof  is  covered  smoothly  with 
sheet  metal,  and,  viewed  from  below,  has  the  appearance  of  a  smooth 
truncated  cone. 

Upon  this  conical  roof  is  placed  a  so-called  Observatory,  composed, 
like  the  rest  of  the  structure,  entirely  of  iron,  the  outer  diameter  of 
which  is  32*4  metres,  and  the  height  10  metres.  The  roof  of  this 
Observatory  is  made  parallel  in  angle  with  that  of  the  main  roof  be- 
low, and  rises  7*4  metres. 

Upon  this,  finally,  there  is  placed  another  building,  8  metres  in 
diameter  and  18*5  meters  high,  which  terminates  in  a  crown,  whose 
highest  point  is  84*1  meters  above  the  flooring  below. 

At  a  height  of  23  meters  in  the  interior  of  the  Rotunda  there  is 
placed  a  gallery,  directly  against  the  pillars,  having  a  breadth  of  142 
meters.  This  may  be  reached  by  two  stairways,  on  opposite  sides  of 
the  Rotunda,  or  by  two  elevators^  introduced  for  the  purpose. 

The  stairway  leads  upwards  to  the  main  roof,  from  which,  by  a  con- 
tinuation of  the  stairway,  the  gallery  in  the  crown  above  may  be 


Digitized  by  VjOOQ IC 


186  Chemutry^  Physics^  Technology ^  etc. 

reached.  This  second  gallery  is  doubled  in  such  a  waj  that  one  may 
inspect  from  it  not  only  the  interior  of  the  Rotunda,  but  also  from 
another  portion  of  it  have  a  clear  view  of  the  entire  Exhibition 
grounds. 

The  interior  of  the  Rotunda  is  lighted  by  windows,  brought  between 
the  pillars  of  the  Observatory. 

The  entire  space  covered  by  the  Rotunda  measures  838'8  metres  in 
circumference,  and  the  surface  covered  by  the  roof  measures  9405 
square  meters,  the  interior  circumference  is  319*6  meters,  and  the 
space  available  for  the  purposes  of  the  Exhibition  and  accommodation 
of  the  visitors  is  8129  square  meters. 

To  give  an  idea  of  the  forces  operating  upon  the  various  portions 
of  this  structure,  a  few  data  are  attached. 

The  vertical  pressure  upon  one  of  the  iron  columns  of  the  Rotunda 
=  109  tons.  Pressure  on  the  lower  portions  of  the  radial  rafters  = 
211  tons ;  horizontal  strain  on  same  =  181  tons.  Tangential  strain 
on  the  lower  roof  ring  =  863  tons.  Pressure  on  the  upper  ring,  upon 
which  the  Observatory  rests,  =  217  tons. 

The  total  weight  of  the  structure  of  the  Rotunda  may  be  stated  in 
round  numbers  at  80,000  hundredweight  (Zoll  centner),  or  about  4000 
tons. 

The  pillars  rest  upon  b^ton  foundations,  which  were  prepared  for 
this  purpose  as  early  as  October  30th,  1871. 

The  delivery  of  the  iron  work  began  upon  the  1st  of  January, 
1872 ;  and,  according  to  the  terms  of  contract,  should  have  been  com- 
pleted by  Sept.  16th,  1872.  At  the  time  of  this  writing,  however, 
there  still  remains  a  portion  to  be  delivered,  though  the  greater  part 
of  the  work  is  finished. 

Leading  from  the  Rotunda  is  the  main  gallery  (see  Plate  I),  having 
a  width  of  25  metres  and  a  total  length  of  905  meters.  This  main 
gallery  is  crossed,  at  regular  intervals,  with  16  lesser  galleries,  placed 
at  right  angles  with  the  main  gallery.  These  cross  galleries  have  a 
width  of  15  metres  and  a  total  length  of  205  meters.  By  this  con- 
struction there  is  formed  in  the  two  sides  of  the  main  gallery  24 
courts,  or  empty  spaces,  enclosed  on  three  sides,  all  having  the  same 
length  as  the  cross  galleries,  and  a  breadth  of  35  meters. 

These  courts  permit  of  an  excellent  lighting  of  the  entire  series  of 
galleries,  by  high  side-lights,  and  obviate  the  necessity  of  construct- 
ing glass  roofs,  to  which  so  many  inconveniences  attach,  particularly 
in  regard  to  their  protection  against  the  rain.     They  materially  aid 
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in  the  ventilation  of  the  buildings,  and  they  permit  of  a  very  consid- 
erable increase  in  the  extent  of  the  buildings,  should  the  necessity  for 
«vch  an  increase  in  dimensions  be  found  necessary. 

The  whole  plan  of  the  Exposition  buildings  is  extremely  oonvenient 
and  simple,  and  the  advantages  which  it  affords  in  ita  freedom  from 
complicated  passages,  &c.,  and  the  ready  accessibility  of  all  parts  of 
che  Palace  from  without,  are  unequalled  by  any  previous  arrangement 
for  similar  purposes. 

The  impression  which  is  excited  by  the  Exhibition  Palace  is  by  no 
means  an  imposing  one,  whether  viewed  from  without  or  within.  It 
is  possible  that  an  opinion  expressed  at  this  stage  of  the  work  is  an 
unfair  one,  since  the  effect  of  an  elaborate  and  decorated  finish  may 
vastly  improve  the  appearance  of  what  now  seem  like  the  empty  halls 
of  a  vast  magazine.  Perhaps,  too,  the  exterior  of  the  great  building 
may  gain  vastly  when  properly  finished.  The  want  of  light  in  the 
interior  will,  however,  be  seriously  felt,  and  must  be  regarded  as  one 
of  the  weak  points  of  the  Exhibition  arrangements.  Your  corres- 
pondent several  times  visited  its  interior,  and  even  with  bright  sun- 
light the  interior  of  the  vast  rooms  presented  a  dusky,  dismal  appear- 
ance (Plate  II). 

From  an  architectural  standpoint,  Hafenauer  has  divided  the  Pal- 
ace into  three  parts — one  large  quadrangular  main  building,  the  centre 
of  which  is  formed  by  the  Rotunda,  and  two  end  buildings,  enclosing 
the  rectangular  courts  before  alluded  to. 

Besides  the  32  entrances  to  the  buildings  on  the  sides  of  the  cross- 
galleries,  there  are  four  grand  portals,  of  which  one  is  designed  for 
the  reception  of  the  visitors  coming  to  the  grounds  by  way  of  the 
Prater-allee  (8),  and  one  for  those  arriving  through  the  Feuerwerks- 
allee  (17). 

Behind  the  Palace  of  Industrie  rises  a  long  building,  almost  equal 
in  length,  the  Machinery  Hall  (3).  In  this  it  is  designed  to  expose 
to  the  visitors,  in  full  operation,  the  machines  which  are  exposed  for 
exhibition. 

This  building  has  a  length  of  800  meters,  and  a  breadth  of  49*6 
meters. 

A  cross  section  of  the  hall  is  shown  in  Fig.  2.  Two  railway  tracks 
are  laid  at  the  sides  of  the  central  portion  of  the  hall,  and  pass 
through  its  whole  length. 

Four  rows  of  pillars  carry  the  rails  for  a  number  of  transporting 
cranes,  and  serve  at  the  same  time  as  the  points  of  attachment  for 
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the  two  main  driving  shafts,  which  run  through  the  whole  length  of 
the  hall.  As  may  be  drawn  from  an  inspection  of  the  illostrations^ 
the  machinery  hall  does  not  present  in  its  architectural  design  anj* 
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particalar  points  of  interest ;  it  likewise  appears  to  lack  in  that  essen- 
tial so  badlj  needed  in  the  great  building,  namely,  a  sufficiency  of 
light. 

The  main  nave  of  the  Machinery  Hall  is  large  enough  to  permit  of 
the  display  of  an  operation  of  machinery  of  moderate  height ;  the 
«ide  naves,  on  the  contrary,  afford  but  small  and  confined  spaces  for 
the  same,  and  it  is  difficult  to  understand  why  such  a  disadvantageous 
arrangement  of  space  for  a  world's  fair  could  have  been  projected. 

The  mechanical  and  engineering  portion  of  the  Exposition  is  under 
the  superintendence  of  the  Court  Councillor,  von  Angerth,  as  Chief 
Engineer.  To  aid  in  the  proper  carrying  out  of  the  objects  of  this 
portion  of  the  work,  there  have  been  associated  with  him  Professor 
von  Grimburg,  in  the  department  of  machinery,  and  Inspector  Hein- 
rich  Schmidt,  in  the  department  of  engineering. 

Opposite  the  south  end  of  the  Palace  of  Industry  is  located  the 
building  devoted  to  the  Fine  Art  department  of  the  Exposition — a 
Tour-naved  building,  along  the  middle  portion  of  which  is  a  double 
row'of  large  jsaloons,  lighted  from  above,  for  the  display  of  larger 
pictures.  On  both  sides  of  these  central  saloons  are  arranged  smaller 
halls,  with  side-lights,  designed   for  the  display  of  pictures  of  less 

The  space  between  the  Fine  Art  Qallery  and  the  Palace  of  Indus- 
try will  be  taken  up  by  the  display  of  statues  and  other  objects  of 
art ;  while  the  grounds  will  be  converted  into  a  park,  to  add  to  the 
pleasing  effect  of  this  branch  of  the  Exposition. 

Adjoining  the  Fine  Art  Gallery,  and  connected  with  it  by  a  cov- 
ered corridor,  are  attached  two  pavillions,  for  the  exhibition  of  the 
collections  of  amateurs — an  idea  of  the  General  Director,  Baron  von 
•SchwartzSenborn;  which,  if  properly  realized,  will  add  to  the  treas- 
ures of  this  department  the  riches  of  numerous  private  collections, 
«nd  greatly  enhance  its  value  to  lovers  of  art,  and  in  an  educational 
point  of  view. 

Upon  one  side  of  the  Fine  Art  Gallery  is  placed  a  large  conserva- 
tory, and  upon  the  other  an  aquarium. 

Between  the  main  avenue  of  the  Prater  and  the  Palace  of  Indus- 
try the  grounds  have  been  converted  into  an  elaborately  decorated 
park  (10),  at  the  sides  of  which  the  visitor  will  observe  a  number  of 
pavillions,  of  which*  one  is  appropriated  for  the  use  of  the  Imperial 
Oommission  having  the  Exhibition  in  charge  (12),  another  for  the 
postal  and  telegraphic  service  (13),  a  third  for  the  judges  (15),  and  a 
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fourth,  furniBhed  in  the  most  magnificent  style,  is  set  apart  for  the 
nse  of  the  Imperial  Family  (14). 

Numerous  covered  ways,  branching  right  and  left  from  the  main 
entrance,  are  provided  to  meet  the  possibility  of  wet  or  unfavorable 
weather,  so  that  the  public  may  enter  and  leave  the  Exposition  grounds 
with  every  convenience.  The  space  between  the  Palace  of  Industry 
and  the  Machinery  Hall,  as  well  as  to  the  Fine  Art  Gallery,  is  simi^ 
larly  protected  by  covered  ways. 

.  The  portion  of  the  park  lying  between  the  Palace  of  Industry  and 
the  Machinery  Hall  (21),  is  designed  for  the  exhibition  of  various, 
works  of  architecture. 

Below  the  Art  Gallery  an  arm  of  the  Danube,  spanned  by  three 
bridges,  separates  the  Exhibition  grounds  proper  from  an  extensive 
park  (30),  which,  in  connection  with  the  broad  Danube  embankment 
beyond  (27),  is  designed  to  serve  for  the  exhibition  of  agricultural 
implements,  horses  and  cattle. 

The  embankment  named  above  will  also  be  used  for  exhibiting  the 
operation  of  hydraulic  machinery  and  apparatus. 

The  methods  of  intercommunication  are  both  numerous  and  com^ 
plete. 

Two  railways — the  Northern  Railroad  (23),  and  the  State  Railroad 
(24) — will  carry  passengers,  at  all  hours  of  the  day,  to  the  depot  (25X 
behind  the  Machinery  Hall,  and  in  addition  steamers  will  ply  upon  the 
Danube  (26),  to  the  Exhibition  grounds. 

It  had  also  been  designed  to  facilitate  the  transportation  of  the 
daily  crowds  of  visitors  to  and  fro  from  several  portions  of  the  exten- 
sive grounds  by  introducing  tramways,  to  be  operated  with  a  wire  rope 
and  clip  pulley,  but,  unfortunately,  this  plan  appears  to  have  been 
abandoned. 

The  several  horse  railways  will  likewise  extend  their  tracks  to 
within  a  short  distance  from  the  Exhibition  buildings. 

The  accommodations  arranged  for  carriages  and  other  conveyaneca 
(29),  are  very  extensive,  and  include  space  enough  for  about  2000. 

It  may,  therefore,  in  view  of  what  has  been  presented,  be  confi- 
dently expected  that  the  contemplated  Exposition  in  Vienna  will  in 
no  wise  prove  to  be  inferior  to  those  which  have  preceded  it. 

For  the  various  mechanical  industries,  the  following  special  infor<^ 
mation  congerning  the  display  of  machinery  may  prove  of  interest : 
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Special  IUgulatum%  caneeming  the  Exhibition  of  Machinery. 

Ist.  The  Machinery  Hall  is  intended  for  the  exhibition  of  objecta 
included  under  Group  13  (Machinery  and  Devices  for  Transporta- 
tion). 

From  this  department  is  excluded  such  machines  as  will  by  their 
operation  annoy  the  visitors,  or  such  as  would  injure  the  other  objects 
on  exhibition,  or  any  which  in  the  judgment  of  the  direction  interfere 
with  the  greatest  good  of  the  greatest  number.  The  exhibition  of 
such  excluded  machines  can  only  take  place  without  the  Hall,  in  the 
open  air,  or  within  a  covered  space  erected  at  the  expense  of  the 
exhibitor. 

2.  Exhibitors  of  machines  and  apparatus  are  required  to  state — 
(a).  The  space  required  by  them,  in  meters,  both  in  length  and 

breadth. 

(b).  The  amount  of  wall  space  required,  as  before,  in  meters,  indi- 
cating both  breadth  and  height. 

(c).  The  power  required  to  run  their  devices,  stated  in  actualliorse- 
power,  or  in  kilogramme-meters. 

(df).  The  required  quantity  of  steam,  stated  in  kilogrammes  or 
cubic  meters  per  hour,  and  the  steam  pressure  in  atmospheres. 

(e).  The  required  water  supply,  stated  in  cubic  meters  per  hour. 

(/).  The  required  gas  supply,  stated  in  cubic  meters  per  hour. 

3.  The  Foreign  Commissioners  to  the  Exhibition  are  requested  to 
report  to  the  General  Director  the  extent  and  nature  of  the  machinery 
to  be  set  in  operation,  by  the  1st  of  August,  1872,  at  the  latest. 

4.  Machinery  and  other  devices  for  exhibition  will  be  admitted  into 
the  Machinery  Hall  from  the  1st  of  February,  1873,  until  the  15th 
of  April,  1873,  and  must  be  completely  arranged  for  exhibition  or 
operation  by  the  25th  of  April,  at  the  latest. 

Machinery  or  apparatus  which  are  sent  in  parts,  and  are  composed 
of  large  and  heavy  pieces,  are  required  to  be  erected  by  the  15th  of 
April,  at  the  latest. 

Walled  foundations  must  be  erected  at  the  cost  of  the  exhibitor, 
and  are  required  to  be  finished  and  ready  for  the  reception  of  their 
appointed  machines  by  the  15th  of  March. 

5.  In  the  interior  of  the  Machinery  Hall,  and  round  about  it,  rail- 
ways have  been  provided,  so  that  the  objects  to  be  exhibited  can  be 
transported  to  the  immediate  neighborhood  of  the  place  set  apart  for 
them. 
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6.  Upon  these  tracks  a  number  of  cranes  will  travel,  which  are 
designed  to  aid  in  the  unloading  and  erection  of  the  machinery. 

In  addition  to  these,  travelling  cranes  on  elevated  roadways  will  be 
provided  for  the  same  purpose. 

7.  The  flooring  of  the  machinery  hall  will  be  of  unusual  strength 
and  solidity — so  that  even  very  heavy  machines  may  in  most  cases  be 
erected  directly  upon  it  without  special  foundations. 

8.  The  power  needed  to  set  and  keep  in  operation  the  various  ma- 
chines on  exhibition  will  be  furnished  free  of  cost  by  the  administra- 
tion of  the  exposition.  The  arrangements  for  obtaining  supplies  of 
steam,  water  or  gas,  from  time  to  time,  must  be  made  with  the  gene- 
ral director. 

9.  The  power  will  be  distributed  by  two  horizontal  driving  shafts. 
These  shafts  are  0.09  meters  in  diameter,  and  make  120  turns  per 
minute.  They  are  placed  4.5  meters  above  the  flooring,  and  are  sup- 
ported appropriately  from  the  pillars  of  the  building.  (The  position 
of  these  shafts  may  be  seen  by  inspecting  fig.  2). 

10.  The  exhibitors  are  required  to  provide,  at  their  own  cost,  the 
driving-pulleys  for  the  main  shaft,  as  well  as  all  other  parts,  such  aa 
pulleys  and  belts,  which  may  be  required  to  operate  their  machines. 

The  driving-pulleys  must  be  made  in  two  parts,  to  permit  of  being 
attached  to  the  shaft.  The  attachment  of  these  pulleys  must  be  so 
effected  as  not  to  injure  the  shafts. 

11.  All  machines  which  are  intended  to  be  set  in  operation  must  be 
placed  in  the  central  division  of  the  machinery  hall.  In  addition  to 
this,  the  machinery  of  the  several  countries  represented  in  the  hall 
must  be  placed  side  by  side  in  such  a  manner  as  to  form  one  uninter- 
rupted series.  The  driving  shafts  will  only  be  extended  so  far  as  may 
be  required  by  the  grouping.  The  maximum  amount  of  shaft-length 
to  be  assigned  to  the  various  nationalities  will  be  made  known  to  the 
respective  commissioners  on  the  31st  of  August,  1872. 

12.  The  preservation,  cleansing  and  lubrication  of  the  main  lines 
of  shafting  will  be  undertaken  and  attended  to  by  the  authorities  • 
but  exhibitors  are  expected  to  look  after  the  preservation,  cleaning 
and  lubrication  of  the  machinery,  pulleys,  belting  or  other  gear  em- 
ployed by  them. 

13.  Should  machines  be  presented  for  exhibition,  designed  to  be 
shown  in  operation,  which  cannot  be  driven  from  the  main  line  of 
shafting  above,  subterranean  or  other  mode  of  transmission  will  be 
supplied  for  these  cases,  if  deemed  sufficiently  important  to  warrant 
such  unusual  attention. 
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14.  Where  machines  presented  for  exhibition  require  to  be  opera- 
ted outside  the  machinery  hall,  special  arrangements  will  be  made  in 
each  case  by  agreement  with  the  exhibitor. 

15.  The  daily  working  time  during  which  the  machinery  may  con- 
tinue in  operation  will  be  announced  by  the  authorities  before  the 
opening  of  the  exposition.  The  exhibitor  is  required  to  provide  the 
attendants  he  may  need,  to  run  and  keep  in  order  the  machines  he 
may  present  for  exhibition ;  for  no  person  except  those  specially  pro. 
vided  by  the  exhibitor  will  be  authorized  to  touch  or  set  in  motion 
any  machine. 

16.  All  machinery  in  motion  must  be  isolated  by  a  railing,  or  some 
similar  arrangement,  in  order  that  visitors  may  be  suitably  protected 
from  possible  injury. 

17.  Machinery  and  apparatus  designed  to  serve  specially  the  wants 
of  the  exposition,  may  be  delivered  to  the  authorities  for  the  purpose^ 
and  will  be  classified  under  group  13. 

Amongst  these  machines  there  may  be  classed  the  following : — 

{a).   Steam  boilers  for  generating  power  for  the  machinery. 

(i).   Steam  engines  for  driving  the  shafting  in  the  machinery  hall. 

[c).  Gas  machines  or  water  power  machines  for  operating  special 
machines,  or  pumps  of  machines. 

(d).   Pumps,  large  and  small,  for  affording  water  supply.  ' 

(e).  Hoisting  cranes  for  aiding  in  the  manipulations  of  the  machine. 
ry  hall. 

(/).  Travelling  cranes,  with  a  gauge  of  10.5  meters  from  centre  to 
centre  of  the  rails,  for  transporting  and  erecting  heavy  objects  and 
machines  in  the  machinery  hall. 

(^).  Hydraulic  machinery. 

(A).  Locomotives  to  be  employed  for  the  purposes  of  the  exhibition 
without  the  hall. 

18.  The  exhibitors  of  machinery  or  apparatus  to  be  devoted  to  the 
special  uses  of  the  exhibition  will  be  allowed  special  privileges ;  but 
in  every  case  these  privileges  must  be  arranged  by  agreement  with 
the  director  general. 

19.  The  machines  and  apparatus  handed  over  to  the  authorities  to 
serve  the  purposes  of  the  exposition  will  be  specially  tested  by  them. 

Steam  boilers  will  be  tested  as  to  their  consumption  of  coal  and 
their  steam  generating  capacity.  Steam  and  gas  machines  will  be 
tested  as  to  their  power  by  indicator  or  dynamometre  tests.     The  re« 
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suits  obtained  by  these  tests  will  be  made  public  upon  report  of  the 
exhibition. 

For  the  convenience  and  to  meet  the  possible  want  of  the  exhibit- 
ors, a  workshop,  furnished  with  the  several  standard  machines  for 
turning,  cutting  and  shaping  metal,  will  be  attached  to  the  machinery 
hall.  In  this  workshop  such  small  work  and  repairs  as  may  be  need- 
ed by  exhibitors  can  be  done,  in  accordance  with  regulations  imposed 
by  the  authorities. 

The  administration  of  the  workshop  will  be  under  the  control  of  the 
authorities,  and  price  of  the  work  there  done  will  be  regulated  ac- 
cording to  a  tariff  arranged  by  the  authorities. 

Besides  these  regulations  for  the  special  administration  of  the  ma- 
chinery department  of  the  exposition,  the  general  regulations  will  be 
likewise  enforced. 

The  General  Directory 
Baron  von  Schwartz-Sbnborn. 

Very  truly  yours, 

WiLHBLM    H.    UhLAND. 


GEOLOGICAL  SURVEY  OF  PENNSYLVANIA. 

To  His  Excellency  J  Gen,  J.  F,  Hartranft,  Oovemor  of  the  State  of  Penna. 

Philadblphia,  Febraary  1,  1873. 

Sir  : — You  have  done  me  the  honor  to  say  that,  if  I  have  any  in- 
formation likely  to  be  useful  in  proposing  a  geological  survey  of  Penn- 
sylvania, you  will  be  pleased  to  receive  and  consider  it. 

I  reply,  that  all  well  educated  persons  now  recognize  the  import- 
ance of  increasing  human  knowledge,  believing  not  only  that  there 
is  no  limit  to  be  put  to  this  increase,  but  that  every  kind  and  quality 
of  knowledge  is,  or  will  be,  in  some  way  or  other,  useful.  Unedu- 
cated people  find  it  hard  to  assign  value  to  what  looks  to  them  ab- 
stract and  unpractical,  but  business  men  who  have  had  most  experi- 
ence and  the  best  success  in  life,  comprehend  pretty  well  that  the 
collection  of  natural  facts  and  the  discovery  of  natural  laws  are .  the 
foundations  of  civilization  and  the  causes  of  American  prosperity. 

To  collect  facts  and  to  arrange  them  for  discovering  laws  of  nature 
is  an  expensive  and  painful  occupation.  It  is  the  business  of  men 
trained  for  that  purpose ;  apart  from  the  common  transactions  of 
mercantile  and  manufacturing  society ;  unremunerative,  and  demand- 
ing the  patient  industry  of  the  whole  man,  throughout  his  whole  life. 
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And  many  such  trained  minds  must  ivork  together  to  accomplish  re- 
sults useful  to  the  Commonwealth.  This  is  true  for  every  kind  of 
•  scientific  work.     It  is  especially  true  of  geology. 

It  is  not  generally  known  how  entirely  the  buying  and  selling  of 
mineral  lands  depends  upon  the  private  surveys  and  reports  of  pro- 
fessional geologists  of  established  reputation  for  knowledge  and  truth- 
fulness. Mining  enterprises  of  respectable  size  are  never  undertaken 
now  without  first  obtaining  from  some  competent  geologist  a  careful 
statement  of  his  observations  and  advice  ;  precisely  as  no  railway  is 
now  built  except  upon  the  well  considered  report  of  an  experienced 
Civil  Engineer. 

But  these  advantages  are  monopolized  by  the  few  who  are  able  to 
pay  for  such  surveys.  A  State  geological  survey  is  therefore  essen- 
tially democratic  in  its  nature,  having  for  its  object  to  prevent  mono- 
poly, and  to  publish  such  knowledge  to  all  the  citizens  of  the  Com- 
monwealth without  regard  to  fortune.  Knowledge  which  is  bought 
at  such  high  prices  by  wealthy  landholders  and  incorporated  compa- 
nies must  be  desirable  for  all  the  farmers  of  the  State;  for  the  house- 
holders and  trades-people  of  all  its  towns  and  villages  ;  for  every 
manufacturer  and  artisan,  however  modest  may  be  the  part  he  plays 
in  the  business  community.  A  survey  costing  annually  $50,000,  or 
$100,000  per  annum,  furnishes  to  the  population  of  Pennsylvania,  at 
the  rate  of  five  or  ten  cents  per  voter,  information  for  which  energetic 
speculators,  large  land-owners,  and  wealthy  manufacturers  are  con- 
stantly paying  from  $500  to  $2,000  apiece.  And  having  paid  such 
high  prices  for  it  they  naturally  keep  it  to  themselves.  Whereas  the 
interests  of  the  Commonwealth  demand  that  it  should  be  published 
to  all  citizens. 

But  a  still  stronger  argument  for  a  State  Geological  Survey  comes 
from  considering  that  geological  knowledge  requires  the  widest  range 
of  facts  to  make  it  reliable.  There  were  many  observers  of  the  wea- 
ther and  good  local  weather  prophets  before  the  establishment  of  the 
Weather  Service  Bureau  at  Washington,  two  years  ago.  But  no  real 
knowledge  of  the  weather  was  ever  got  by  these  private  observers, 
sufficient  to  predict  the  great  waves  of  cold  and  heat  and  wind.  It 
required  a  Government  survey  to  accomplish  this. 

Just  so,  the  local  geology  of  this  or  the  other  man's  property  would 
be  pretty  much  all  costly  guess  work,  but  for  the  State  Geological 
Surveys  of  1836—1841,  and  1852—3.  That  great  work  sketched 
out  the  general  geology,  studied  detailt^  of  the  most  important  dis- 
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tricts,  put  the  parts  and  fragments  together,  established  rules  and 
probabilities,  recorded  average  measurements,  and  trained  the  pro- 
fessional geologists  who,  ever  since  then,  have  been  surveying  pro- 
perties for  mining,  smelting  and  railway  interests.  The  first  mineral 
State  of  the  Union  would  be  in  a  pretty  situation  to-day  but  for  that 
State  Geological  Survey  ;  much  such  a  situation  as  a  great  warehouse 
without  ledgers  and  clerks. 

Twenty  years  have  passed  since  the  Geological  Survey  of  the  State 
ordered  by  the  L3g'8lature  was  ended.  It  is  surely  high  time  to  re- 
commence. 

The  first  survey  was  in  most  parts  of  the  State  very  imperfect. 
Parts  were  carefully  surveyed  and  well  described;  but  whole  sections, 
now  among  the  most  important,  were  merely  sketched  out.  These 
require  accurate  surveying  and  description.  In  a  word,  the  first  sur- 
vey was,  in  the  very  nature  of  the  case,  and  at  that  early  day,  merely 
preliminary  to  a  better  and  future  one.  This  better  survey  ought 
now  to  be  undertaken. 

I  will  insist  no  longer  on  the  need  of  a  Survey,  but  proceed  to  con- 
sider its  character. 

The  points  of  most  moment  are  us  follows  : — 

I.  Good  maps  are  the  basis  of  all  useful  research  in  every  depart- 
ment of  science  and  the  art8,>and  especially  in  the  political  science  of 
statistics,  and  in  the  practical  sciences  of  geology  and  metallurgy. 
The  geologist's  work  must  be  inaccurate  and  costly  to  his  employers 
and  to  the  community  wherever  no  good  map  has  been  made  of  the 
ground.  The  first  step  of  our  geological  survey  ought  to  be  the  con. 
struction  of  a  perfect  map  of  the  State ;  or  at  least  of  those  parts  of 
it  which  are  to  be  first  studied  geologically. 

We  have  sufficiently  good  maps  of  a  number  of  counties.  But  the 
counties  of  the  northern,  middle,  western  and  south-western  counties 
have  no  maps  which  are  of  the  proper  value  to  a  survey.  These  should 
be  mapped  with  road  odometer  surveys,  as  fast  as  practicable,  taking 
them  up  in  the  order  of  their  geological  importance.  Meanwhile  the 
United  States  Coast  Survey  will  obtain  for  us  the  absolute  determin- 
ation of  one  fixed  point  in  the  centre  of  each  county;  and  triangulate 
for  us,  or  at  all  events,  greatly  assist  us  in  triangulating  parts  of  the 
State  on  a  sufficiently  large,  rapid  and  cheap  scale  to  enable  us  to  rec- 
tify and  connect  the  county  maps  into  a  whole. 

I  have  the  assurance  of  Prof.  Pierce,  Chief  of  the  Coast  Survey,  *of 
the  great  interest  he  takes  in  our  State  Survey  ;  and  he  is  now  con- 
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necting  the  shore  lines  of  the  Coast  Survey  across  the  continent ; 
which  connection  will  take  place  partly  through  Pennsylvania. 

I  deem  it  inexpedient  to  call  for  a  new  State  Map  at  first.  That 
will  grow  out  of  our  County  Surveys,  and  must  wait  for  the  astro- 
nomical and  telegraph-time  work  ;  whereas  the  county  odometer  sur- 
veys can  go  on  at  once  and  rapidly.  Two  men  (f.  e.,  a  surveyor  and 
his  rod  man)  can  survey  a  county  in  a  year  at  an  expense  of  about 
$3,000,  or  92,500.  We  have  very  good  practical  county  surveyors 
about  the  State ;  and  if  we  had  the  money  we  might  have  a  County 
Map  of  every  county  in  the  State  by  this  day  two  years  hence.  But 
a  surveyor  should  know  something  about  geology ;  and  the  training 
which  our  county  surveyors  and  their  boys  will  get  by  this  connection 
of  road  running  with  geological  surveying  ought  to  be  one  of  the 
strong  arguments  in  its  favor.  A  geological  survey  when  continued 
from  year  to  year  becomes  a  great  and  powerful  school  for  several 
kinds  of  people,  increasing  their  public  usefulness  in  their  professions 
and  employments. 

I  should  advise  the  mapping  of  five  or  ten  counties  per  annum. 
When  Robert  Smith,  the  map  publisher,  had  expended  $80,000  in 
mapping  most  of  the  counties  of  New  York,  he  applied  to  the  legisla- 
ture of  that  State  for  aid  to  map  the  remaining  wild  counties  where 
he  could  get  no  subscribers,  in  order  to  collate  and  publish  a  State 
Map.  This  was  done  by  an  act  requiring  every  school  district  to 
purchase  a  copy  or  copies  of  the  State  Map  and,  I  believe,  of  the 
county  maps  also.  The  cost  of  the  work  was  more  than  covered,  and 
at  the  same  time  the  full  publication  and  useful  distribution  of  the 
State  Map  was  secured. 

The  single  counties  ought  to  be  published  on  a  small  scale  as  fast 
as  made ;  and  geologically  colored  as  fast  as  studied.  One  uniform 
scale  and  size  of  page  should  be  adopted,  so  that  a  handy  atlas  would 
be  the  final  result.  Cheapness  and  accuracy  rather  than  artistic  fin- 
ish ought  to  be  aimed  at ;  the  latter  can  be  attained  after  the  general 
wants  of  the  public  are  satisfied.  With  our  present  art  of  printing 
and  photographing,  every  man  and  child  ought  to  have  a  colored  geo- 
logical and  geographical  (topographical)  map  of  his  own  county  (with 
a  small  scale  map  of  the  whole  State)  put  into  his  hands  for  a  few 
dimes ;  and  that  of  the  highest  scientific  correctness  and  complete- 
ness. 

The  model  for  a  publication  of  this  sort  is  a  handy  and  handsome 
octavo  Atlas  of  the  Geology  of  England,  in  38  colored  plates,  indu- 
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ding  a  plate  of  England,  and  one  of  Scotland,  the  rest  being  plates  of 
one  county,  or  two  adjoining  counties,  with  every  town  and  hamlet, 
small  stream,  road,  railroad  and  park  exhibited  with  perfect  distinct- 
^  ness ;  the  geological  formations  being  colored  over  all.  It  seems  im- 
possible to  improve  on  this  book.  It  is  sold  very  cheaply  and  is  in 
the  hands  of  a  great  many  tourists  and  commercial  travelers.  It  is 
prefaced  with  16  pages  only  of  geological  explanations,  including 
"Agricultural  Geology  and  Water  Supply."  The  maps  of  the  Geo- 
logical Survey  of  England  formed  the  basis  of  this  beautiful  little  at- 
las of  Reynolds.  And  without  the  government  surveys  this  useful 
popular  manual  would  have  remained  an  impossibility. 

I  consider  the  large  and  unwieldy  county  and  local  maps  published 
by  some  of  the  State  Geological  Surveys  of  the  United  States  mis- 
takes. Everything  needful  can  be  shown  on  a  smaller  scale,  with 
equal  accuracy,  and  far  greater  convenience  to  the  reader,  tourist, 
and  student  in  the  field ;  with  large  saving  of  expense  to  the  State. 

The  main  point  to  be  insisted  on  is  the  desirableness  of  laying  the 
results  before  the  public  in  a  useful  and  accurate  but  cheap  form ;  and 
as  fast  as  the  work  advances,  without  waiting  for  the  difficult  and  te- 
dious compilation  of  an  entire  State  Map. 

Absolute  perfection  in  science  is  unattainable.  However  accurately 
work  may  be  done,  still  greater  accuracy  will  be  possible ;  however 
complete  a  long  and  patient  study  of  a  region  or  locality  may  make 
our  knowledge,  longer  and  more  accurate  study  will  always  still  fur- 
ther improve  our  knowledge.  The  very  name  of  Final  Geological 
Report  should  be  abandoned.  It  is  an  absurdity.  It  has  seduced' 
ambitious  men  into  a  policy  of  postponing  the  publication  of  their  re- 
searches long  after  a  mass  of  most  useful  information  for  the  public 
has  been  collected ;  for  fear  that  errors  have  been  committed,  import* 
ant  details  been  overlooked,  and  their  personal  reputation  may  there- 
by be  endangered.  The  right  policy  of  a  State  Geologist,  or  of  a 
State  Geological  Corps  of  Geologists,  is  to  hand  over  to  the  public  all 
reliable  information  as  fast  as  obtained ;  as  fast  as  consistent  with 
conscientious  carefulness. 

I  would  urge,  therefore,  the  prosecution  of  our  State  Survey  by  dis- 
tricts ;  and  the  publication  of  its  maps  by  counties ;   in  a  cheap  but 
handy  uniform  shape ;    to  make  an  atlas  which  should  grow  in  sise 
from  year  to  year.     Of  course  the  most  important  and  the  least  un 
derstood  districts  should  be  surveyed  and  published  first. 

11.  While  a  Geological  and  Metallurgical  Survey  of  the  whole  State 
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h«s  been  demanded  by  the  general  voice  of  the  business  community, 
and  for  the  land  ownership  of  all  parts  of  the  Commonwealth,  it  is  es- 
pecially needed  in  the  oil  regions  of  the  northwest  counties,  in  the 
new  bituminous  coal  basins  of  the  western  part  of  the  State,  ^xA  at 
the  iron  smelting  and  rail  purchasing  centres. 

There  are  whole  districts  of  the  State's  surface  which  remain  as  yet 
to  a  large  extent  unstudied  by  competent  geologists  pursuing  the  best 
method  of  research.  There  are  problems  of  structure  and  deposit  in- 
volving millions  of  dollars  of  value  still  unsolved,  which  nothing  but 
well  developed  instrumental  field-work  can  solve. 

The  old  survey  did  a  great  work.  It  clearly  portrayed  the  main 
features  of  the  State.  It  told  us  exactly  where  to  look  for  what  we 
want  to  find.  It  has  given  us  a  very  magnificent  sketch,  which  we 
may  now  fill  up.  The  new  survey  will  not  cost  half  as  much,  in  time 
and  money,  as  it  would  have  cost  had  no  previous  survey  been  made. 
But  when  the  survey  was  made  in  1836 — 1841,  there  were  no  county- 
maps  ;  no  State  map  but  Melish's,  which  was  full  of  errors  in  the  best 
settled  counties,  and  good  for  nothing  in  the  back  counties;  and  almost 
no  good  exposures  of  our  mineral  veins  except  in  the  anthracite  coal 
basins  and  around  Pittsburg.  Now,  the  soil  is  everywhere  full  of  trial 
shafts  and  trial  explorations;  the  forests  have  been  extensively  cleared; 
roads  penetrate  what  were  then  inaccessible  districts ;  railroad  lines 
and  branch  lines  have  covered  whole  counties  with  instrumental  field- 
work  ;  twenty  thousand  oil  and  salt  wells  have  been  bored  \  hundreds 
of  mining  properties  have  been  put  into  working  order ;  the  population 
of  the  State  has  grown  intelligent,  observant,  and  enterprising ;  and 
the  scientific  and  practical  skill  of  geologists,  metallurgists  and  sur- 
veyers  has  reached  a  high  pitch.  We  are  now  able  and  ready  to  grap- 
ple with  the  many  difficult  questions  of  number,  order  and  quality  of 
our  coal  beds ;  where  they  run,  how  they  lie,  how  they  can  best  be 
mined,  and  how  best  connected  with  market.  We  are  prepared  to  get 
full  and  accurate  information  about  the  oil,  to  show  on  maps  the  ex- 
tent of  the  oil  regions,  and  the  depths  to  which  borings  must  be  sunk. 
We  are,  above  all,  ready  and  able  now  to  take  up  the  iron  problem  of 
the  State,  and  find  out  the  law  of  the  deposits  of  the  brown  hematite 
ores. 

III.  I  have  stated  the  wants  of  the  present  generation.  The  next 
has  also  claims  upon  us.  A  most  important  function  of  a  geological 
survey  is  to  preserve  knowledge  far  future  uee.  Science  is  cumula- 
tive.    It  makes  slow  and  painful  advances.     It  is  obliged  to  collect 
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an  abandatice  of  facts  before  it  comes  to  true  conclusions.  Pennsyl- 
vania has  lost  enormoaslj  daring  the  last  twenty  years  by  having  no 
bnreau  of  statistics,  no  corps  of  observation  and  publication,  to  observe 
and  pr^erve,  collate  and  relate  the  facts  of  its  geology  and  mineralogy 
as  they  have  made  successively  their  appearance.  No  Commonwealth 
can  aiford  to  be  without  such  an  apparatus  for  preserving  from  loss 
and  forgetfulness  the  discoveries  and  investigations  of  private  per- 
sons, even  for  one  single  year  of  its  existence.  Thousands  of  most 
valuable  facts  have  been  lost  to  us  during  an  interval  which  cannot 
be  recovered.  How  many  openings  on  coal  veins  are  now  covered  up, 
no  one  being  able  to  give  any  reliable  information  about  them  !  Twen- 
ty thousand  oil  borings  have  been  made,  and  not  one  hundred  of  them 
are  on  record,  if  discoverable.  Hundreds  of  gangways  have  been 
driven  and  abandoned,  and  cannot  now  be  studied ;  many  of  which 
would  disclose  the  nature  of  faults  and  disturbances  which  affect  neigh- 
boring properties,  and  overlying  and  underlying  beds  not  yet  worked^ 
where  certain  knowledge  is  preserved  to  govern  the  future  mining  en- 
gineer in  his  plans  for  getting  at  the  mineral.  He  must  work  as  com- 
pletely in  the  dark  as  if  his  knowledge  had  never  been  got,  and  often 
paid  for  at  a  ruinous  expense.  The  sooner  a  geological  survey  is  es- 
tablished the  better  for  the  future  interests  of  the  State  as  well  as  for 
its  present  necessities. 

lY.  Geology  and  Mineralogy  must  carry  on  work  in  several  differ- 
ent departments  at  the  same  time.  A  mapping  office,  a  chemical  lab- 
oratory, and  a  museum  of  minerals  and  fossils  are  necessary  to  good 
field-work.  The  field-work  must  be  done  by  three  kinds  of  experts 
working  in  harmony  and  mutually  assisting  each  other :  surveyors^ 
geologists  and  palaeontologists,  or  fossil*shell  and  plant  students. 

A  complete  working  corps,  therefore,  should  consist  of : — 

1.  A  chief  or  director  who  is  familiar  with  both  topography  and 
geology. 

2.  A  chemist,  who  must  be  also  a  good  practical  mineralogist  and 
metallurgist. 

8.  A  palaeontologist  who  knows  vegetable  as  well  as  animal  fossils. 

4.  Assistants  in  the  field  to  head  surveying  parties. 

5.  Assistants  in  the  laboratory  and  museum. 

But  a  survey  of  a  great  State  like  Pennsylvania  cannot  be  carried 
on  well  without  a  still  greater  division  of  labor.  For  the  sciences  are 
now  so  extensive  and  difficult  that  their  greatest  experts  are  obliged 
to  limit  themselves  to  one  department  of  one  science.  I  should  propose 
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therefore,  if  mj  advice  were  asked,  some  such  organization  as  the^foU 
lowing : — 

1.  A  Director  of  the  Survey,  who  shall  take  charge  of  the  maps  and 
the  field-workers,  the  illastrations  and  publications  of  the  Sarvey. 

2.  A  Chemist  with  his  laboratory. 

8.  A  Palseontologist  in  charge  of  the  museum. 

4.  A  Fossil  Botanist  to  study  the  coal  beds  in  all  parts  of  the  State^ 
^n  the  field. 

5.  An  Assistant  Geologist  in  charge  of  the  Oil  Regions. 

6.  An  Assistant  Geologist  in  charge  of  the  topography  and  struC'* 
ture  of  the  Bituminous  Coal  Region. 

7.  An  Assistant  Geologist  in  charge  of  the  Iron  Ore  Regions  of 
Middle  Pennsylvania. 

8.  An  Assistant  Geologist  in  charge  of  the  revision  of  the  Anthra- 
cite Coal  Regions. 

9.  An  Assistant  Geologist  in  charge  of  the  Primary  (gold  and 
chrome  bearing)  rocks  of  the  Southeastern  district  of  the  State,  and 
one  acquainted  with  the  extension  of  this  important  belt  of  rocka 
through  the  Southern  Atlantic  States. 

10.  Men  employed  under  the  above,  to  handle  instruments  when 
necessaryi  make  collections,  draft  maps,  copy  original  documents, 
&c.,  &c. 

It  is  no  economy  to  employ  inferior  talent.  Mistakes  committe  d 
by  inexperienced  and  incompetent  persons  produce  not  only  present 
waste,  but  permanent  mischief.  Men  of  the  best  standing  in  the  sci- 
ence would  be  eager  and  proud  to  take  part  in  so  great  a  work. 

Young  men  trained  in  American  and  European  Mining  schools,  are 
waiting  to  be  employed  as  assistants.  We  are  assured  of  a  large 
amount  of  valuable  voluntary  assistance  from  the  members  of  the 
Academy  of  Natural  Sciences  and  from  persons  in  various  parts  of  the 
State.  The  Collegiate  institutions  at  Easton,  Bethlehem,  Lancaster, 
Pittsburg  and  other  towns  would  be  sealous  to  co-operate. 

y.  But  men  with  families  to  care  for  must  receive  an  adequate  sup- 
port. Commonly,  the  lives  of  such  individuals  have  been  spent  in  the 
unremunerative  acquisition  of  knowledge,  skill,  experience  and  mate- 
rials, which  is  only  now  bearing  its  natural  fruit,  enabling  them  to  pro- 
vide against  the  inabilities  of  age.  The  State  should  pay  well  for  the 
best  talent,  where  so  much  mischief  might  be  done  by  incompetent  per- 
sons. A  State  Geological  Survey  should  not  be  made  a  mere  stepping- 
stone  to  something  better,  or  an  advertisement  for  lucrative  private 
professional  work.     There  ought  to  be  nothing  better. 
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All  traveling  and  carrying  expenses  ought  to  be  borne  by  the  Sur- 
vey, and  not  to  come  out  of  the  salary  of  the  geologists  and  assist* 
ants.  Such  expenses  can  be  reduced  to  a  minimum  by  a  candid  ap- 
plication to  railway  companies,  who  will  grant  free  tickets  to  the 
working  corps  of  the  Survey ;  and  free  transport  for  their  collections. 
Great  hospitality  has  always  been  shown  to  geologists  on  a  public 
survey  by  all  classes  of  people.  There  will  still  remain  expenses 
which  cannot  be  avoided ;  but  a  considerable  portion  of  these  fall  on 
the  first  year  of  a  survey ;  for  instance,  the  purchase  of  field  instru- 
ments and  wagons,  which  are  absolutely  necessary  for  a  proper  and 
rapid  exploration  of  any  district  of  the  State,  whether  cultivated  or 
wild. 

If  you  desire  to  know  what  idea  of  the  cost  of  a  State  Survey  my 
experience  of  such  work  for  nearly  thirty-five  years  enables  me  to 
form,  I  reply,  that  the  cost  will  be  commensurate  with,  first,  the 
thoroughness  and,  secondly,  the  rapidity  of  the  work  to  be  done. 
The  following  may  perhaps  stand  as  a  fair  approximation  to  the 
truth  :— 

ESTIMATB  OF  ANNUAL  CoST  OF  StaTB  SuRVBY. 


Director,             .            .            .            • 

.      $5,000 

Chemist,       ..... 

3,000 

Two  Palaeontologists, 

3,000 

Assistant  in  Oil  Region, 

2,000 

"       "   Bituminous  Coal  Region,     . 

2,000 

"       "   Iron  Ore  Region, 

2,000 

"      at  Pottsville, 

2,000 

"      "   Wilkesbarre,      . 

2,000 

"      in  Southeastern  Pennsylvania, 

3,000 

Laboratory  (for  first  year  only), 

2,000 

Chemist's  Assistant,        '      . 

1,000 

Field  party  for  Oil  Region, 

8,000 

"            "  Bituminous  Coal  Region, 

8,000 

Rent  of  house  for  Museum, 

1,000 

Assistant  in  Museum, 

1,000 

Incidental  expenses, 

500 

Trareling  and  Transport  expenses,   . 

1,000 

Instruments  and  Vehicles  (first  year), 

1,600 

$24,000 


$14,000 
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Publishing  Department: 
Draughtsman,      .....         8,000 
Lithographing  and  Wood-cutting,  Printing,  Binding 
and  Distributing  the  Work  of  the  Year,  with 
Maps  and  Illustrations  (say  1000  pages  8vo., 
10  maps  and  100  wood  cuts),  5000  copies,    .        6,000 

9,000 


Total,         ....  $47,000 

By  including  the  item  of  publishing  in  the  estimate  we  should  avoid 
delays  at  the  close  of  the  year,  and  make  each  year's  work  complete 
and  finished  up  to  date ;  giving  the  legislature  opportunity  to  pass 
judgment  on  the  work,  while  the  public  are  not  kept  out  of  the  use  of 
the  results  as  fast  as  they  are  obtained. 

I  do  not  include  the  triangular  and  astronomical  determination 
work  in  the  estimate,  because  I  believe  I  have  Prof.  Pierce's  assur* 
ance  that  the  Coast  Survey  will  relieve  the  State  from  this  burden  to 
«  considerable  extent. 

I  can  think  of  nothing  more  at  present  to  suggest,  and  beg  you  to 
excuse  the  great  length  to  which  this  subject  has  protracted  my  letter. 
Your  obedient  servant, 

J.  P.  Lesley. 

P.  S. — ^If  the  mineral  wealth  of  Pennsylvania  is  to  be  properly  ex- 
hibited at  the  Centennial  Anniversary,  a  better  method  of  accomplish- 
ing this  result  could  not  be  devised,  nor  one  so  cheap,  as  by  the  or- 
ganisation of  a  State  Geological  Survey. 


Consoming  Coal  Smoke. — Mr.  T.  B.  McCarty  has  recently 
been  awarded  letters  patent  for  a  method  of  producing  an  increased 
^raft,  and  of  securing  a  smokeless  fire  by  the  use  of  steam.  To  carry 
out  his  system,  the  inventor  proceeds  as  follows : — A  small  pipe  con- 
veys dry  steam  from  top  of  boiler  to  the  upper  part  of  the  furnace, 
where  it  enters  in  two  small  jets,  striking  downward  on  the  burning 
fuel.  A  description  of  the  working  of  the  plan  here  given  states  that 
no  sooner  is  the  steam  injected  into  the  furnace,  than  a  sluggish, 
«mokey  fire  springs  up  into  a  clear  bright  yellowish  and  intensely  hot 
flame,  filling  the  whole  furnace  with  a  loud  roar. 
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ON  THE  COMPOSITION  OF  ANCIENT  CEMENTS  AND  ROSENDALE 

CEMENTS.* 

Bt  Arthur  Bbckwith,  G.  E. 

The  cements  commonly  used  in  New  York  and  elsewhere  for  ordi- 
nary constructions,  as  well  as  for  large  engineering  works,  have  fre- 
quently elicited  the  interest  of  inquirers  into  their  nature  and  pro- 
perties. 

Among  the  best  descriptions  of  the  qualities  of  these  cements  we 
ma^  cite  General  Gillmore*s  work  on  the  subject,  in  which  we  find  a 
list  of  valuable  experiments  which  set  forth  the  properties  of  various 
cements,  and  also  a  table  showing  the  chemical  composition  of  a  nam> 
ber  of  cement-stones  from  which  our  cements  are  made. 

These  experiments  and  tables  do  not,  however,  contain  the  chemi- 
cal analysis  of  the  cements  themselves,  upon  which  so  much  depends.. 

The  chemical  analysis  of  several  of  the  Rosendale  cements  haa 
lately  engaged  my  attention,  but  before  setting  forth  the  results  ob- 
tained I  will  recall  briefly  the  history  of  our  modern  knowledge  of 
cement. 

The  monuments  of  Egypt  present  one  of  the  oldest  examples  of  the 
use  of  lime  for  constructions.  The  mortar  which  joins  the  stone  of 
the  Pyramid  of  Cheops  is  precisely  similar  to  modern  mortars  made 
of  sand  and  lime.  In  limiting  the  use  of  mortar  to  filling  narrow 
joints  which  separate  immense  blocks,  and  thereby  reducing  almost 
to  insignificance  the  part  which  it  had  to  play,  the  Egyptians  seemed 
to  forestall  the  influence  of  a  dry  and  burning  climate.  Time  haa 
justified  their  prudence  in  this  respect,  for  the  works  erected  on  the 
banks  of  the  Nile  by  the  Romans,  made  of  small  materials  and  pre- 
senting many  joints,  have  left  but  faint  traces,  whilst  some  Egyptian 
temples  still  present  themselves  intact  to  our  admiration. 

Unqualified  praise  has  often  been  given  te  the  excellence  of  Roman 
mortar,  and  the  belief  is  sometimes  expressed  that  all  we  can  hope  to 
do  is  to  regain  the  secret  of  making  mortar  once  possessed  by  the 
Romans.  It  is  a  common  remark  that  ^^  Roman  mortar  has  lasted 
for  eighteen  centuries,  whilst  a  number  of  modern  buildings  are  in  9l 
deplorable  state  of  preservation.'' 

To  make  a  fair  oomparisen,  we  should,  however,  only  cite  similar 
constructions,  and  then  we  are  comforted  by  these  words  of  Pliny: 
^'  The  cause  which  makes  so  many  houses  fall  in  Rome,  resides  in  the 
bad  quality  of  the  cement." 

*  From  the  Proceedings  of  the  American  Society  of  Civil  Bngineers. 
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The  knowledge  of  the  properties  of  lime  descended  from  Egypt  to 
Greece,  where  the  exigencies  of  the  climate  and  the  ingenuity  of  the 
people  brought  forth  many  of  its  uses,  unknown  to  Egypt. 

Subsequently  Greek  colonies  imported  and  popularized  their  pro- 
cesses in  Italy ;  and  Roman  architects,  like  Yitruvius,  cite  the  names 
of  Greek  authors  on  the  art  of  construction.  Their  names  alone  have 
come  down  to  us,  but  Yitruvius  had  full  access  to  them,  and  in  our 
inquiry  after  the  knowledge  of  mortar  possessed  by  the  Romans,  it 
is  to  him  that  we  must  refer  for  information.  Indeed,  he  has  left  us 
a  detailed  table  of  precepts  used  by  the  builders  of  iGrreece  and  Rome, 
which  do  not  justify  our  unreserved  admiration ;  everything  relating 
to  lime,  sand  and  pozzolana  is  clearly  treated  therein. 

We  may  safely  affirm,  with  Yitruvius,  that  the  Romans  made  use  of 
the  lime,  sand  and  materials  of  the  countries  where  they  built ;  that 
they  considered  the  best  lime  to  be  produced  from  hard  and  pure 
marble,  t.  e.y  the  fattest  lime  known  ;  that  in  Italy  they  mixed  it  with 
pozzolana  when  used  for  hydraulic  purposes,  and  that  out  of /Italy 
they  replaced  the  pozzolana  from  Yesuvius,  by  powdered  brick  or 
tile. 

Roman  mortars,  when  examined  to-day,  are  found  to  bear  a  distinct 
resemblance  to  each  other ;  they  may  be  recognized  by  the  presence 
of  coarse  sand  mixed  with  gravel ;  lumps  of  lime  are  so  often  to  be 
met  with,  that  incomplete  slaking  will  alone  account  for  them.  Mor- 
tars laid  in  damp  spots  for  cisterns  and  pavements  were  composed  of 
bricks  in  small  fragments  mixed  with  fat  lime ;  this  concrete  required 
to  be  compacted  by  pounding  and  left  to  dry — the  surface  was  then 
scraped,  polished  and  painted — evidently  to  prevent  the  dissolution 
of  lime  by  water. 

It  will  be  seen  by  this  that  what  we  term  hydraulic  lime,  and  also 
the  modern  product  of  cement,  were  unknown  to  the  Romans. 

It  is  important  to  refute  the  belief  that  methods  may  have  been 
known  to  them  of  which  we  have  lost  the  secret.  When  the  decay  of 
arts  followed  upon  the  downfall  of  the  Roman  Empire,  houses  never* 
theless  continued  to  be  built,  and  the  familiar  processes  under  the  eye 
of  the  workman  must  have  been  transmitted  from  father  to  son.  So 
true  is  this,  that  to-day  Italian  masons,  who  certainly  have  not  read 
Yitruvius,  make  coatings  for  cisterns  and  concrete  floors  in  the  very 
same  manner  as  may  still  be  seen  in  the  ancient  ruins  of  Rome. 

Neither  is  it  true  that  Roman  mortar  is  uniformly  good.  Its  strength 
of  cohesion  varies  in  different  examples  from  85  and  85  lbs.  per  square 
inch  to  100  and  160  lbs.,  or  as  much  as  500  per  cent. 
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In  the  middle  ages  a  volcanic  conglomerate  from  the  banks  of  the 
Rhine,  named  traass,  was  substituted  for  the  pozzolana  of  Italy,  and 
mortar  was  made  of  fat  lime,  mixed  with  traass,  to  render  it  hydraulic. 

Many  castles  erected  during  that  period  stand  well  to-day;  the 
well-known  castle  of  the  Bastile,  erected  in  1869-83,  which  after  witli- 
standing  a  siege  required  the  use  of  powder  for  its  destruction  iik 
1789,  was  found  to  be  extremely  solid  even  in  the  interior  walls. 

It  would  seem,  then,  that  the  secret  of  the  Romans  was  knowi^ 
also  in  those  times,  and  could  have  been  lost  only  at  the  Renaissance^ 
when  least  of  all  such  a  supposition  is  probable. 

At  what  period  were  first  used  certain  limestones,  having  the  pro- 
perty of  producing  a  lime  which  will  harden  under  water,  is  not  pre- 
cisely known  ;  the  first  use  of  cement  stone  is  ec^ually  obscure. 

In  1796  Messrs.  Parker  and  Wyatts  began  to  manufacture  from 
egg-shaped  limestones  found  near  London,  a  product  known  later  as^ 
Roman  Cement^  and  which  was  soon  received  with  great  favor  through- 
out Europe ;  but  neither  the  producers  nor  the  consumers  offered  any 
explanation  of  its  merits. 

Not  until  1818  and  the  following  years  was  the  true  explanatioife 
given  of  the  hydraulic  properties  of  limes  and  cements,  when  Vicat 
published  his  discoveries. 

Before  that,  in  1756,  when  Smeaton  was  preparing  the  arduous, 
and  bold  construction  of  the  Eddystone  Lighthouse,  this  celebrated 
engineer  examined  with  scrupulous  attention  the  natural  hydraulic^ 
lime  of  Aberthaw.  Treated  by  acids  it  left  a  residue  "  which  appeared 
to  be  a  bluish  clay,  weighing  about  one-eighth  of  the  total  weight  of 
the  stone.'* 

In  1786,  Saussure  attributed  the  hydraulic  properties  of  some 
limes  of  Savoy  to  the  combined  influence  of  manganese,  quartz,  and 
even  clay ;  but  he  left  his  opinions  in  the  mere  state  of  conjectures. 

Finally,  Descostils,  in  1813,  having  discovered  a  considerable  pro- 
portion of  finely  divided  silica  in  the  lime  of  Senonches,  attributed 
the  well-known  hydraulicity  of  that  lime  to  the  silica  it  contained. 

But  the  conjectures  of  Smeaton,  of  Saussure  and  of  Descostib 
were  vague ;  they  rested  upon  no  proofs,  and  found  no  applications^ 
in  practice. 

The  discoveries  of  Vicat  attained  their  immediate  object,  for  in  a 
short  time  artificial  hydraulic  lime  of  excellent  quality  was  manufac- 
tured on  a  large  scale  under  his  direction,  and  a  few  years  later  he^ 
indicated  as  many  as  400  quarries  in  France  where  hydraulic  lime- 
stones were  to  be  found. 
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Moreover,  the  mortar  made  from  his  hydraulic  lime  equalled  in  hard-- 
ness  at  the  end  of  eighteen  months  the  hardest  ancient  Roman 
mortars. 

It  is  unnecessary  to  recall  the  evidence  by  which  Yicat  demonstrated 
— ^by  analysis  and  by  synthesis — his  great  discoveries.  No  one  ques- 
tions to-day  the  fundamental  truth,  that  the  properties  of  hydraulic 
limes  depend  upon  the  proportion  of  clay  disseminated  throughout  its 
tissue,  and  that  clay  by  being  calcined  acquires  the  property,  like  poz* 
zolana  or  traass,  of  rendering  fat  limes  hydraulic,  when  thoroughly 
diffused  throughout  their  mass. 

The  labors  of  Vicat  and  Berthier  have  led  to  the  following  classi- 
fication of  limes  and  cements,  and  consequently  of  limestones  and 
cement-Btoncs : 

Table  of  Classification  of  Limes  and  Cements, 


Proportion  of  clay 

Proportion  of  clay 

Class  of  lime  or  cement. 

in  the  limestone. 

in  the  product. 

LesB  tbaa  10  per  cent. 

Or  less  than  17  per  cent 

.tPat  and  non-bydraulic  limes. 

From  10  to  15     •♦ 

From  17  to  24         " 

'Slightly  hydraulic  limes. 

*     15  to  17      " 

24  to  27          " 

i Hydraulic  limes. 

•'     17  to  20    ." 

27  to  30          *' 

lEniinently  hydraulic  limes. 

*•      20  to  23      " 

30  to  34          " 

Limit  of  hydraulic  limes. 

'^      23  to  30      '' 

34  to  43          " 

Beginning  of  cements. 

"     36  per  cent. 

50  per  cent. 

Good  hydraulic  cements. 

*•     40  per  cent. 

54  per  cent. 

{Hydraulic    cements    of    diminishing^ 
value. 

*'     60  to  90  per  ct. 

u 

73  to  94  per  cent. 

Pozzolanas. 

i 

A  point  which  bears  directly  upon  our  subject  is  the  fact  of  the 
existence  of  a  limit  for  the  proportion  of  clay,  at  either  end  of  the 
scale  of  cements.  The  transition  from  the  properties  of  hydraulic 
lime  to  those  of  cement  is  not  gradual,  but  sudden.  Thus  a  lime- 
stone containing  20  per  cent,  of  clay  will  produce  an  eminently  hy- 
draulic lime,  but  if  we  increase  this  proportion  to  23  per  cent.,  it  is 
neither  a  hydraulic  lime  nor  a  tolerable  cement  that  we  have,  but  a 
worthless  product,  which  if  submerged  will  remain  for  days  and  even 
weeks  without  givii^  any  sign  of  slaking,  and  then  crumble  away 
insensibly  without  effervescence ;  or  if  pulverized  and  tempered  like 
plaster,  will  give  an  appearance  of  setting,  but  crack  and  turn  into 
mud  when  submerged. 

These  products,  which  may  be  called  the  intermediate  limes,  are 
found  on  an  average  between  20  and  23  of  clay  for  100  of  limestone ; 
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but  these  numbers  are  not  absolute,  for  some  limestones  containing 
21  and  23  per  cent,  of  clay  make  both  good  hydraulic  lime  and  cement, 
and  also  the  former  when  underburnt  give  very  irregular  resultsi 
forming  sometimes  a  cement  and  at  others  a  worthless  compound. 

In  the  same  way  there  is  a  superior  limit  to  the  proportion  of  clay 
in  cement,  which  when  surpassed  gives  a  poor  cement.  The  exact 
position  of  this  superior  limit  is  not  entirely  agreed  upon.  It  is 
placed  at  36  per  cent,  and  sometimes  40  per  cent,  by  Vicat,  and  at 
40  or  46  per  xsent.  by  Berthier. 

The  composition  of  the  layers  forming  the  quarries  from  which  the 
Rosendale  cements  are  taken  is  extremely  variable,  the  proportion  of 
<;lay  ranging  from  15  per  cent,  to  47  per  cent.  Some  of  these  layers 
<;ontain  the  right  proportion  of  clay  for  good  hydraulic  limes,  and  for 
cements,  while  others  contain  the  proportions  which  correspond  to  the 
intermediate  limes  and  the  superior  limit  of  cements.  The  separate 
layers  are  not  entirely  uniform  in  their  composition,  and,  like  all  beds 
of  limestone,  those  situated  near  the  surface  lose  a  portion  of  their 
<;arbonic  acid  by  the  alternate  action  of  heat  and  moisture. 

Therefore,  if  the  stones  obtained  from  the  different  layers  be  mixed 
according  to  color  and  physical  appearance,  as  is  sometimes  practised, 
and  without  a  due  regard  to  the  exact  chemical  composition  of  each, 
it  is  obvious  that  uniform  and  good  results  are  not  likely  to  be  ob< 
tained. 

I  am  unable  to  give  at  present  the  result  of  the  analysis  of  more 
than  four  of  the  different  brands  of  Rosendale  cement  which  I  ha^e 
examined,  and,  the  labor  being  incomplete,  I  refrain  for  the  present 
from  naming  the  brands  which  have  been  analyzed. 

The  following  are  the  results : 

Analysts  of  Cement  No.  1. 

Water, 1*2  per  cent. 

Carbonic  acid,  .  traces. 

Silica, 30'7  1  for  as  48-6  per  ct. 

Alumina  and  sesquioxide  of  iron,  12*0  j  P®^  ^  '' I      of  clay  to  66*4 

Lime, 42-6  1  |      per  ct.  of  lime 

Magnesia,   ....         .  12-8  J  P^*^     '^'  1^     and  magnesia. 

Total,    ....      99-8 

Analysis  of  Qement  No.  2. 

Water,         .        •        .    **   .         .0-2  per  cent. 
Oarbonic  acid,  »         .  traces. 
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Silica, 83*    1  .     Tor  as  46  per  cent. 

Alumina  and  eesquioxide  of  iron,  18*    rP®'"®''!      of  clay  to   64 

Lime, 38-1  j      per  ct.  of  lime 

Magnesia, 20-    j  P^*^  ^  '•  [     and  magnesia. 

Total,  .         .  99-2 


Analysis  of  Cement  No.  8. 

Water, 0-6  per  cent. 

Carbonic  acid,  .         .      traces. 

Silica, 27-    \ 

Alumina  and  sesqnioxide  of  iron,  10*0  /^        *' 

Lime, 50-8  1  • 

Magnesia, 12-    /P"^^**' 

Total 99-8 

Analysis  of  Cement  No.  4. 


'  or  as  37  per  cent, 
of  clay  to  68 
per  ct.  of  lime 
and  mugn^sia. 


Water, 

Carbonic  acid, 

Silica, 

Alumina  and  sesqnioxide  of  iron, 

Lime  and  magnesia, 


0*2  per  cent. 

traces. 

81-6  ) 
^.gjperct., 

60*       per  ct., 


or  as  40  per  cent, 
of  clay  to  60 
per  ct.  of  lime 
and  magnesia. 


Total, 


99*6 


These  results  show  that  the  Rosendale  cements  above  examined 
contain  a  proportion  of  clay  which  approaches,  in  some  cases,  to  the 
proportion  indicated  by  Yicat  as  forming  the  best  cement,  and  in  oth- 
ers to  a  proportion  nearer  the  beginning  of  the  scale  of  cements. 

A  point  worthy  of  notice  is,  that  if  we  compare  these  cements  to 
the  English  and  French  cements,  the  one  marked  No.  8  contains 
nearly  the  same  proportion  of  clay  as  the  French  Portland ;  No.  4 
contains  the  same  as  the  cement  of  Yassy ;  Nos.  1  and  2  contain 
more  clay,  although  nearer  the  proportions  named  by  Vicat  for  the 
best  cements,  and  all  contain  more  magnesia  than  is  common  to  Eu- 
ropean cements. 

The  cements  examined  also  contain  traces  of  alkalies  and  chlorides. 
One  contained  ru'^^^  of  sulphate  of  lime,  which  is  not  to  be  considered 
injurious,  as  it  does  not  exceed  three  per  cent. 

The  large  proportion  of  magnesia  in  these  cements  is  reinarjkable. 
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Chemists  are  hoi  wholly  agreed  upon  the  effects  of  magnesia  in  tlie 
|)re8ence  of  lime. 

Magnesia  in  the  presence  of  silica  and  alumina  is  known  to  form 
crystallizations  which  resist  the  action  of  sea  water  better  than  lime 
— andVicat  remarks  that  the  presence  of  magnesia  exalts  the  quality 
of  cement  for  marine  uses. « 

On  the  other  hand,  it  is  equally  certain  that  the  silicate  of  magne- 
sia crystallizes  slower  than  the  silicate  of  lime,  and  Rigot  asserts  that 
the  consequence  of  the  presence  of  magnesia  is  disieiggregation,  or  a( 
least  inferior  hardness. 

In  the  presence  of  these  conflicting  opinions,  the  true  influence  of 
magnesia  remains  a  subject  for  investigation. 

Having  but  recently  analyzed  various  American  limes  and  cements, 
I  am  not  able  to  present  comprehensive  or  complete  results,  and  my 
object  in  introducing  the  subject  at  this  stage  is  to  call  the  attention 
and  invite  the  labors  of  others,  in  completing  the  studies  required  for 
the  uniform  production  of  the  best  quality  of  hydraulic  limes  and 
cements.  But  my  inquiries  have  gone  far  enough  to  convince  me  that 
standard  cements  will  not  result  from  experimental  mixtures,  not 
guided  by  selections  based  upon  accurate  analysis. 

I  conclude  with  the  following  analysis  of  Rockland  lump  lime : 

Water  and  carbonic  acid,      .         .    traces. 

Silica,      .         .         .         .         .        5  6  \  per  cent.,  or  7'8  per  cent. 

Alumina  and  sesquioxide  of  iron,    2*2  t     clay. 

Lime, 87*6  1  per  cent.,  or  91*9  per  cent. 

Magnesia,  .        4*3  j      lime  and  magnesia. 

Total,       ....  99-7 


Gilding  Iron. — The  employment  of  sodium  amalgam  is  recom- 
mended by  Kirchmann  as  a  simple  and  effective  means  of  covering 
iron  with  a  gilded  surface.  The  process,  in  brief,  consists  in  first 
spreading  the  amalgam  upon  the  surface  of  the  metal,  which  at  once 
coats  itself  with  a  layer  of  quicksilver,  even  though  it  may  be  some- 
what rusted.  Upon  the  surface  thus  prepared  a  concentrated  solution 
of  chloride  of  gold  is  poured  and  the  mercury  volatilized  by  heatii^ 
before  the  lamp  or  in  a  furnace.  The  result  is  that  a  gold  surface 
remains  behind  which  is  susceptible  of  a  bright  polish.  With  .silver 
and  platinum,  it  is  said,  similar  results  may  be  obtained. 


Digitized  by  VjOOQ IC 


FD»^96ding9  ofiKe  Franklin  ImtUwU.  3tT 

ProeeedingM  of  the  Stated  Meeting j  October  16,  1872. 

Th6  meeting  oame  to  order  at  the  asuaF  hour,  with  the  President, 
!f r.  Coleman  Sellers,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  minutes  of  the  last  meeting  of  the  Board  of  Managers,  held 
October  9th,  were  read  by  the  Actuary,  and  approved. 

The  Actuary  also  submitted  the  following  list  of  donations  to  the 
Library  for  the  month  of  September,  to  wit : 

A  series  of  Specifications  of  English  Patents  for  the  years  1869f 
1870  and  1871,  from  the  Hon.  Commissioners  of  Patents :  Annales 
des  Ponts  et  Chauss&es,  from  the  Director  of  Roads  and  Bridges, 
Paris.  The  American  Vine  Dresser's  Guide,  from  Alphonse  Loubat. 
The  Geological  Survey  of  Ohio,  with  maps,  from  J.  S.  Newbury,  State 
Geologist.  A  Discussion  of  the  Meteorology  of  that  part  of  the  At- 
lantic lying  north  of  the  80th  parallel  (north)  for  the  eleven  days 
ending  February  8th,  1870.  From  the  Meteorological  Committee  of 
the  Royal  Society,  Wabbs  of  Venis,  prepared  for  the  use  of  American 
Ephemeris  and  the  Nautical  Almanac.  From  the  Chief  of  the  Bureau 
<rf  Navigation,  Washington,  D.  C.  Proceedings  of  Academy  of  Natu- 
ral Sciences,  Philadelphia,  from  the  Society. 

The  President  of  the  Institute  then  announced  that  the  evening  of 
the  October  meeting  had  been  especially  set  apart  for  the  purpose  of 
discussing  the  reports  of  the  Committee  on  the  Borse  Power  of  Boilers, 
but  added  the  following  remarks : 

It  is  mj  paiofol  datj  X6  annoance  to  you  this  evening  the  death  of  a  promi- 
nent member  of  tjiis  Inatitate.  Oa  gatardaj,  the  12th  inst.,  Professor  JoAn  F. 
Fbazsr  departed  this  life,  io  a  sudden,  and  for  aaght  I  know,  entirely  unex- 
pected manner.  Of  the  sad  incidents  connected  with  that  event,  you  are  all 
doubtless  familiar,  but  it  is  eminently  fitting  that  mention  be  made  at  this  time 
of  the  part  played  in  the  history  of  the  Institute  by  one  who  has  done  so  much 
to  advance  its  interests  during  a  period  of  thirty-seven  years.  In  1835,  Prof. 
Fraser  was  elected  a  member  of  this  Society.  From  the  Tery  first,  he  was  ac- 
tive pQ  committees  and  in  all  the  scientific  investigations  undertaken  by  the  In- 
stitute ;  prominently  so  in  all  that  related  to  steam  boilers  and  steam  boiler 
explosions.  In  1841,  he  was  elected  Oorresponding  Secretary,  and  was  chosen 
Treasurer  in  1848 — an  office  which  he  held  until  1864,  a  period  of  sixteen  years. 
Blected  Tico-Frtsident  in  1865,  he  was  forced  to  resign  in  1866,  on  account  of 
HI  health.  He  was  an  actiTS  member  of  the  Committee  on  Instructions  in  1S45>. 
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and  Chairmaa  of  that  important  committee  nntil  1866.  In  1850,  he  took  formal 
oharge  of  the  Journal  of  the  Institute,  and  continued  to  act  as  its  editor  until 
1666.  I  feel  confident  that  there  are  amongst  those  who  hear  me  this  evening, 
friends  of  Prof.  Frazer,  who  are  much  better  fitted  to  speak  of  his  merits  than 
myself— friends  "who  have  known  him  longer  and  more  intimately  than  I  have ; 
bat  I  think  there  are  none  who  have  a  higher  opinion  of  his  worth,  or  who  re- 
gret hi^  ,deat|i  more  deeply.  From  my  earliest  connection  with  the  Franklin 
Institnte,  up  to  the  time  when  failing  health  caused  him  to  withdraw  from  active 
life,  all  my  recollections  of  its  scientific  and  practical  workship  are  in  some  way 
associated  pleasantly  with  that  large-hearted  man.  Very  learned  and  endowed 
with  an  astonishingly  retentive  memory,  he  was  ever  ready  to  give  from  his 
abundant  stores  of  knowledge  freely  to  others.  He  was  ever  earnest  in  his  ad- 
vocacy of  right,  and  ever  bold  and  outspoken  in  his  denunciation  of  wrong.  I 
saw  him  on  Friday  last,  seated  in  the  chapel  of  our  great  University,  taking 
part  in  the  ceremonies  of  dedications.  I  thought  of  him  then  as  I  looked  at 
him,  as  the  oldest  member  of  the  distinguished  faculty  of  that  old  school  of 
learning.  It  is  so  sad,  so  very  sad,  to  think  that  at  the  very  beginning  of  a 
new  era  in  University  edacation  in  America,  so  brilliant  and  useful  a  member 
has  been  taken  away. 

Upon  the  conclusion  of  the  President's  remarks,  Dr.  R.  E.  Rogers, 
in  a  few  expressive  words  of  deep  regret,  moved  that  Mr.  Frederick 
Fraley,  who  had  been  so  long  asBociated  with  the  deceased  in  the  work 
of  the  Institute,  be  appointed  to  frame  suitable  resolutions  upon  the 
sad  event,  expressive  of  the  sentiment  of  the  Society.  The  motion 
was  carried. 

The  President  then  announced  the  business  of  the  evening  to  be  in 
order,  namely — the  discussion  of  the  report  of  the  Committee  on  the 
Horse  Power  of  Steam  Boilers.  The  reports  were  read  bj  the  Secre- 
tary, and  the  Chairman  of  the  Committee  inaugurated  the  discussion 
by  some  lengthy  remarks,  defining  the  origin  of  the  Committee,  its 
labors,  and  advocating  the  adoption  of  some  standard  of  rotary  boilers 
by  th<9  Institute.  He  was  followed  by  Mr.  Robert  Briggs,  and  the 
discussion  finally  was  participated  in  by  Prof.  R.  E.  Rogers,  Wm.  B. 
Le  Van,  Lovegrove,  S.  L.  Wiegand  and  other  members,  and  will  be 
found  in  full  in  the  Journal  of  the  Franklin  Institute,  vol.  Ixiv,  page 
877. 

The  Secretary  next  read  a  brief  report  upon  Current  News,  and 
the  meeting  was,  upon  motion,  adjourned. 

W.  H.  Wahl,  Secretary. 


Proceedings  of  the  Stated  Meeting^  Nov.  20^A,  1872. 
The  meeting  was  called  to  order  by  the  President,  I^r^  Qolemao 
Sellersw  .    ,.  . 
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The  miniites  of  the  last  meeting  were  read  and  approved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers; 
and  reported  that  at  their  Stated  Meeting,  held  November  13th,  the 
following  donations  had  been  received  into  the  Library : 

The.  thirty-ninth  Annual  Report  of  the  Royal  Cornwall  Polytechnio 
Society,  1871,  from  the  Society.  From  a  member.  Recent  Practice 
in  the  Looomotive  Engine :  being  a  supplement  to  Railway  Machine- 
Uf  by  Daniel  Kennea  and  Zerah  Colburn.  From  the  Hon.  Secretary 
of  the  Navy,  papers  relating  to  the  Transit  of  Venus  in  1874.  From 
the  American  Philosophical  Society,  their  proceedings  from  January 
to  June,  1872.  From  the  Zoological  Society  of  London,  their  pro- 
ceedings for  1872,  with  a  Catalogue  of  their  Library.  From  the 
Academy  of  Sciences  of  Paris,  *^  Comptes  Rendus  Hebdomadaires  des 
Seances  de  TAcademie  des  Sciences,"  from  April  to  July,  1872.  From 
the  Institute  of  Civil  Engineers  of  London,  England,  *^  Minutes  of 
Proceedings,"  Vols.  83  and  84.  From  the  Chemical  Society  of  Lon- 
don, their  Journal  for  May,  June  and  July,  1872.  From  the  Society 
of  Arts,  of  London,  9  vols,  of  their  Journal,  from  Aug.  2d,  1872,  to 
Sept.  27th.  From  the  Statistical  Society  of  London,  Vol.  35,  Part 
3d,  of  their  Journal.  From  the  Society  for  the  Encouragement  of 
National  Industry,  of  Paris,  their  *^  Bulletin"  for  August  and  Sep- 
tember, 1872.  From  the  Academy  of  Sciences,  Comptes  Rendus 
Hebdomadaires  des  Seances,  from  July  to  September,  1872.  From 
the  Literary  and  Historical  Society  of  Quebec,  their  Transactions  of 
the  Session  of  1871-72.  From  the  Academy  of  Natural  Sciences,  of 
Philadelphia,  Part  2nd  of  their  Proceedings,  from  May  to  September, 
1872. 

Mr.  Frederick  Fraley  then,  upon  request,  presented  the  following 
Resolutions  upon  the  death  of  Prof.  J.  F.  Frazer,  which  were  unani- 
mously adopted : 

Resolved^  That  the  Franklin  Institate,  in  recording  upon  its  minutes  the 
ladden  and  lamented  death  of  John  F.  Frazer,  LL.  D.,  is  called  npon  by  a 
high  obligation  of  duty  to  acknowledge 'the  manifold  services  he  rendered  as  a 
member,  officer  and  professor,  and  to  express  its  sense  of  his  character  and 
worth  as  a  citizen  and  friend. 

Resolved,  That  it  is  with  great  pride  we  feel  that  we  can  claim  him  as  a  sci- 
entific man,  made  so  to  a  great  extent  by  the  Institute,  to  which  he  attached 
himself  ia  early  life,  and  by  his  hearty  co-operation  in  the  labors  of  its  founders 
and  friends,  greatly  aided  in  raising  it  to  the  high  rank  which  it  now  enjoys. 

Ruclved,  That  the  services  of  Prof.  Frazer  in  the  Chair  of  Qhemistry,  as 
Editor  of  the^QVBirAX.,  at  a  member  of  many  Important  «ommitUes  en  atiaaoe 
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«nd  the  arts,  and  as  a  liberal  aad  devoted  friend,  always  readj  wit|i  heart,  Head 
and  parsoi  to  promote  the  interests,  welfare  and  reputation  of  the  Institute, 
will  ever  be  held  in  grateful  remembrance  by  its  members. 

Riiolved,  That  it  is  with  deep  sorrow  we  mourn  the  loss  of  one  who  has  filled 
so  important  a  part  in  the  history  of  the  Institute,  but  trust  that  bis  example 
may  have  many  followers,  and  that,  emulating  his  manly,  chivalric  and  ingenu- 
ous career,  they  may  love  it  as  he  did,  and  faithfully  and  fearlessly  carry  for- 
ward all  its  aims  for  the  promotion  of  the  mechanic  arts,  and  technical  edu- 
cation. 

Resolvedt  That  we  sincerely  sympathize  with  his  family  in  their  great-bereav- 
ment,  and  that  the  President  of  the  Institute  be  requested  to  forward  to  them 
a  copy  of  these  resolutions  as  our  tribute  of  love  and  respect  for  one  so  worthily 
endeared  to  them. 

The  President  next  announced,  in  appropriate  terms,  the  death  of 
Mr.  John  Agnew,  dwelling  upon  his  life-long  connection  with  the  In- 
stitute, and  requested  Mr.  Frederick  Fraley,  who  had  been  associated 
with  the  deceased  in  the  working  of  the  Institute  longer  than  any 
other  member,  to  address  the  Institute  in  relation  to  the  character 
and  services  of  Mr.  Agnew.  Mr.  Fraley  responded  with  a  lengthy, 
extemporaneous  eulogy  of  the  deceased,  which  he  was  requested  to 
prepare  suitably  for  entrance  on  the  minutes  of  the  Society. 

The  President  next  announced  a  description  by  Mr.  J.  E.  Mitchell 
of  a  new  tool  for  turning  and  dressing  grindstones. 

Mr.  Mitchell  was  followed  by  Mr.  G.  M.  Eldridge  with  a  paper  on 
a  new  device  for  securing  circulation  in  steam  boiIer»,  &c.,  in  which 
it  is  asserted  that  with  a  model  constructed  for  the  purpose  of  experi: 
ment,  the  evaporation  had  been  increased  50  per  cent.* 

Mr.  Hector  Orr  next  presented  a  paper  on  the  premature  decay  of 
timber,  which  was  suggested  by  an  examination  of  the  wreck  of  the 
steam  frigate  Chatanooga.  The  paper  elicited  an  extended  discus- 
sion, which  was  participated  in  by  Messrs.  Close,  Fraley,  Sellers, 
Durfees,  Eldridge  and  Orr,  and  is  published  in  the  Journal  of  the  In- 
stitute, Vol.  Ixv,  page  65. 

The  President  next  announced  the  addition  of  the  following  named 
gentlemen  upon  the  committee  to  determine  the  mode  of  estimating 
the  horse  pow#»r  of  steam  boilers,  viz  :  Lloyd  S.  Wiegand,  Prof.  R.  Ei 
Rogers,  and  Thomas  L.  Souders. 

The  meeting  was  then,  upon  motion,  adjourned. 

W.  H.  Wahl,  SearMary. 
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Proceedings  of  the  Stated  Meeting^  Dee.  18,  1872. 

The  meeting  was  called  to  order  by  the  President^  Mr.  Coleman 
Sellers. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers^  and 
reported  that  at  their  Stated  Meeting,  on  December  11th,  the  follow- 
ing donations  to  the  Library  had  been  received. 

From  Prof.  J.  H.  C.  Coffin,  U.  S.  N.,  The  American  Ephemeris, 
and  Nautical  Almanac  for  the  year  1873.  Prom  the  Chemical  Soci- 
ety, of  London,  their  Journal  for  August,  September  and  October, 
1872.  From  the  Society  of  Arts,  of  London,  their  Journal  for  Oc- 
tober, 1872. 

The  Secretary  next  read,  at  request  of  the  President,  the  following 
resolutions  of  respect  to  the  memory  of  the  late  Vice-President  of  the 
Society,  Mr.  John  Agnew,  prepared  and  offered  for  approval  by  Mr. 
Frederick  Fraley,  which  were  unanimously  adopted : 

i^elio/ved,' That  the  members  of  the  Frasklin  Institate,  affectioaately  cher- 
ishiDg  the  long  and  faithful  services  of  John  Aonbw  as  a  member  and  officer  of 
the  iDBtitntioD,  desire  to  place  permanently  on  its  records  their  high  apprecia- 
tion of  his  worth  and  virtaes. 

Risolvedt  That  the  example  fornished  to  our  mechanics  and  workingmen  of 
all  classes  by  the  long  and  nsefal  life  of  Mr.  Agnew,  is  one  eminently  worthy  of 
imitation,  and  has  been  of  great  atility  to  the  Institute,  and  the  public  general- 
ly, showing  bow  much  may  be  accomplished  by  earnestness  and  zeal,  unaided 
by  early  advantages  of  education,  social  position,  or  wealth. 

Resolved^  That  it  is  a  source  of  great  pleasure  and  thankfulness  on  the  part 
of  the  members  of  the  Institute  that,  during  the  whole  course  of  a  life  protracted 
beyond  the  ordinary  limits  allotted  to  many,  John  Agnew  was  permitted  to  give 
his  time  and  talents  to  the  promotion  of  the  great  objects  of  the  Franklin  In- 
stitute by  associating  himself  with  it  as  an  original  member,  and  for  nearly  half 
a  century  devoting  himself  and  his  energies  to  its  success  and  welfare. 

Resolvedj  That  while  we  sincerely  condole  with  his  widow  and  his  friends 
generally  in  the  bereavement  caused  by  his  death,  our  regret  for  his  loss  is  soft- 
ened into  rejoicing  by  the  conviction  that  his  quiet  translation  from  earth  has 
been  to  a  final  resting  place  of  eternal  rest  and  happiness. 

Resolved,  That  the  President  be  requested  to  transmit  a  copy  of  these  reso- 
lutions to  the  widow  of  Mr.  Agnew. 

The  President  next  announced  the  paper  for  the  evening  to  be  by 
Mr.  Samuel  Webber,  on  the  construction  and  use  of  the  ^'  Francis' 
Dynamometer.*'  The  paper  attracted  considerable  discussion,  which 
was  participated  in  by  Messrs.  Nystrom,  Webber  and  the  President, 
and  will  be  found  published  in  full  in  the  Journal  of  the  Institute  for 
February,  1878. 
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The  SecreUl-y  next  read  his  monthly  report  upon  novelties  in  Sci- 
ence and  the  Mechanic  Arts. 

The  President  then  announced  that  the  evening  was  fixed  by  the 
By-Laws  of  the  Society  as  the  time  for  nominating  ofiicerB  of  the  So- 
ciety for  the  coming  year.     It  was  then,  upon  motion,  resolved  that 
nominations  for  officers  be  opened.     The  following  were  thereupon 
nominated  for  the  offices  opposite  their  names. 
Prendent. — Coleman  Sellers. 
Vice-President — Henry  G.  Morris. 
Treasurer, — Frederick  Fraley. 
Secretary.— WiWitLm  H.  Wahl. 
To  serve  as  Managers  of  the  Institute  : 
Far  two  years.— F.  B.  Miles,  J.  E.  Mitchell. 
For  three  years. — William  Sellers,  J.  V.  Merrick,  B.  C.  Tilghman, 
Hector  Orr,  John  H.  Cooper,  Henry  Cartwright,  Henry  W.  Bartol, 
Theodore  Bergner. 

To  serve  as  Auditor  for  three  years. — James  H.  Cresson. 
The  President  then  announced  the  appointment  of  the  following 
gentlemen  to  serve  as  judges  of  election  upon  the  day  of  election. 

George  Gardom,  Wm.  A.  Rolin,  M.  W.  Haines,  Theodore  D.  Rand, 
William  Biddle,  Samuel  Sartain,  John  W.  Nystrom. 
The  meeting  was  then,  upon  motion,  adjourned. 

Wm.  H.  Wahl,  Secretary. 


Aniline  Powder. — Amorphous  silica  has  been  foundito  possess 
a  great  absorbing  power  for  colors,  and  especially  for  the  anilines. 

Upon  agitating  precipitated  and  well-washed  silica  with  a  solution 
of  fuchsine,  aniline  blue,  or  violet,  the  silica  is  strongly  colored,  and 
in  this  way  powders  may  be  obtained  which  may  be  applied  to  a  vari- 
ety of  purposes  in  the  arts.  It  is  possible  to  attach  the  aniline  colors 
with  great  permanency  to  cotton  goods,. by  first  impregnating  them 
with  silica  and  subsequently  applying  the  dye. 

The  method  consists  in  first  steeping  the  goods  in  a  solution  of  wa- 
ter glass,  then  precipitating  the  silica  upon  the  fibre  in  a  very  finely 
divided  state,  by  passing  the  goods  through  an  acid  bath,  and  then  to 
bring  them  into  the  dye  bath. 

Experiments  have  been  even  made  by  M.  Riemann  to  fix  anilines 
upon  glass,  by  mordaunting  with  hydrofluoric  acid,  though  with  what 
jreanjlt  ii  not  made  public* 
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The  Wharton  R.R.SafetySwitch. 

UAIN  TMOE  UNBROKEN  AND  CONTINUOUS. 

In  use  by  the  Pennsylvania  R.  R. ;  Phila.,  Wilmington  & 
Bait.  R.  R  ;  Northern  Central  R.  R. ;  Camden  &  Amboy 
R.  R. ;  Bait.  &  Potomac  R.  R. ;  Chesapeake  &  Ohio  R.  R. ; 
New  Orleans,  Jackson  &  Great  Northern  R,  R. ;  New  Orleans, 
Mobile  &  Texas  R.  R. ;  Lake  Superior  &  Missouri  R.  R. ; 
Louisville  &  Nashville  R.  R. ;  Spuyten,  Duyirl  &  Port  Mor- 
ris R.  R.  ;  New  Haven  &  Northampton  R.  R. ;  and  others. 

For  Circulars,  Drawings  and  other  information 
Apply  to 

THE  WHARTON  R.  R.  SWITCH  CO., 

BTo.  28  SOUTH  THIRD  STREET^ 

PHILAPELPHIA. 

Ornamental  and  Plain  Iron  Fences,  Bailings,  Window  Oaards, 
Vases,  Fountains,  Iron  Bedsteads,  etc.,  etc. 

WICKERSHAM'S  AmYrIcAN  OIL  FEEDER. 

For  oiling  Journals  of  Shafting.  Maohlnery,  Bngines,  Cars,  Loose  Pnlleya.  etc. 
The  A.  O.  P.  has  thus  far,  during  seyeo  years,  proved  itself  to  be  the  most  re- 
liable and  economical  Oil  Feeder  in  use. 

J.  B.  WICKEBSHAM  &  SONS,  Manufacturers, 

laOS  MIDOE  AVENUE,  Office  408  N.  TENTH  STREET, 

PHIL.ADEJ-.PHIA. 

8Bin>  FOB  GiBOULAU. 

N.  B.— In  the  manufacture  of  Iron  Balling  J.  B.  W.  has  an  experience  of  25  years.    16  years  in 
Hew  York  City. 


W.    KUBBLBB.  F.    8BBLH0RBT. 

Kueblep  &  Seelhopst, 


MANDFACTURBR8    OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

No.  27  South  Eighth  Street,  cor.  Jayne, 

BatrsBce  sa  Jsyae  Street. 

PHILADELPHIA. 

Ws  call  the  altention  of  Engineers  to  our  Patented  Improvement  on  Telesoopee 

Jan.  '73— lyr. 
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THE 


PUBLISHED   AT 

UO  and  112  MADISON  STREET,  CHICAGO, 

By  a.  N.  KELLOGG, 

&  a  WEEKLY  ILLUSTRATED  JOURNAL  of  Twenty-four  Pages, 
as  large  as  those  of  "  Every  Saturday.** 

It  contains  a  Complete  Record  op  Railroad  News: — the  pro- 
gress of  new  roads ;  elections  and  appointments  of  officers ;  contracts 
to  let  and  to  be  let;  summaries  of  annual  reports;  illustrated  descrip- 
tions of  railroad  improvements ;  articles  both  original  and  selected  on 
railroad  operation  and  civil  and  mechanical  engineering,  and  discussions 
of  the  relations  of  railroad  companies  to  the  community. 

This  journal  is  prepared  especially  for  stockholders,  directors  and 
officers  of  railroads,  and  ail  railroad  employees.  Price,  $4.00  per  annum, 
in  advance. 

JOHN  L.  ENOWLTON, 

ENGINEER,  MILLWRIGHT  AND  MACHINIST, 

SHARON  HILL,  DEL.  CO.,  FA. 

MANUPAOTURBR   OF 

Portable  and  Stationary  Steam  EHGIHES  and  BOILERS: 

NoiseloBS  and  Safo  Hoisting  Engines  for  all  ptirposes. 

ALSO    ALL    KINDS    OF 

Saw  Mill,  Planing  MUl  and  Flour  Mill  Machlneiy. 

Sole  Manufacturer  of  Kuowlton's  Patent  Bevel  Scroll  Saw,  for  Sawing  Ship  Timbers. 

Also  Knowlton's  Patent  Bevel  Circular  Saw,  for  Sawing  Ship  Plank  to  the 

curve  and  bevel.     Knowlton's  Improved  power  setting  Circular 

Saw  Mill,  for  sawing  lumber  of  all  descHption] 

Gatej  Gang  and  Mulay  Saws>    Mill  and  Scroll  Saws  made  to  order. 

Particular  attention  paid  to  Repairing. 

OFFIOK,    38 O    REED    SXREEX,    PHII^ik. 

Jan.  '73—1  yr. 
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The  Best  Nautical  Newspaper  in  the  World. 

M^ubiished  Every  Saturduy^ 
AT    83    SOUTH   ST., 

—CIRCULATES— 

In  over  200  ship  yards,  60  machine  shops,  55  vessels  of  war,  30  rev- 
enue cutters,  in  all  the  navy  yards  and  stations,  on  hoard  nearly 
200  yachts,  150  steamboat  offices,  and  reaches  over  2000 
ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commerce,    Navigation,    Ship  -  Building, 

MARINE  ENGINEERING,  YACHTING, 
The  Navy  Revenue  and  Mercantile  Marine, 

And  treat*  of  Nautical  Matters  generally. 


Subscription,  $5.00  a  year,  in  advance      Advertising  rates  sent  on 
application. 

8«nd  for  Sample  Copy. 

B.  S.  OSBOIV^ 

EDITOR  AND  PROPRIEOR. 
P.  O.  Box,  4778. 

Oct.  '72— Ijr. 
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Mathematical,  Optical 

AND 

Dividers,  Bow  Pens, 

Drawing  Pens,  Scales, 

Surveying  Compasses, 

Surveying  and  Engineer's  Transits, 
Levels,  Chains, 

Linen  and  Steel  Tape  Measures. 

Spectacles,    Lenses,    Microscopes,    Spy    Glasses,   Opera   Glasses,    Mirrors, 

Magic  Lanterns  and  Pictures. 

Thermometers,  Electric  Machines,  Air  Pumps,  Globes,  Magnetic  Apparatus; 

Ruhmkorff  Coils,  Geissler  Tubes,  &c.,  &c.  made  and  imported  by 

MMMS  w.  QMtmm^  ^  CQ.» 

994  CMM9WWVT  STSMMT, 

Qatalog\u98  furnished  for  10  oents  each. 

Dr.  F.  A.  GENTH 

Consulting  A  Analytical  Chemist^ 

AND 

MINERALOGIST, 

XTniverBity  of  Fennsylyania,  34th  and  LocuBt  St., 
W.  PHILApELPHIA,  PA. 

Assays  and  analysis  of  ores,  minerals,  mineral  and  other  waters,  guanoes,  ma- 
nures, soils,  kCf  promptly  and  carefnlly  made. 

Examinations  of  all  natural  and  arti6cial  products. 

Advice  and  opinions  given  in  patent  and  other  legal  cases,  in  which  chemical 
questions  are  involved. 

ISA.A.O  S.  OA.SSIIiT, 

(liftta  Chief  Engineer  of  the  Philadelphia  Water  Works.) 

No.  431    BA.OS   STRKCX*, 

PHILADELPHIA,    PA. 

Water  Worlcs  eonstmcted,  Surreya  and  Estimates  made,  Drawings  and  Spedflea- 
tions,  and  all  Unds  of  Hjdranlic  ICadunery  and  Vaterials  fomishel 

Jan.  '73—1  yr. 
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Founded  hj  Professor  Sillimak  in  1818,  and  now  numbering  100  Tolomet, 
in  two  Series  of  50  yolumes  each. 

Editors  and  Proprietors: — Professors  SiLLiMAN  and  Dana. 
Associate  Editors: — Professors  Oray  and  Gibbs  of  Oambridge, 
and  Nbwton,  Johnson,  Brush  and  Yerrill  of  Tale. 

Devoted  to  Cbemistrj,  Physics,  Geology,  Mineralogy,  Natural 
History,  Astronomy,  Meteorology,  etc. 

A  Third  Sbribs  in  MONTHLY  numbers,  making  two  yd- 
umes  a  year  of  about  450  pages  each,  from  January,  1871.  Sub- 
Bcription  price,  $6.00  a  year,  or  50  cents  a  number. 

A  few  complete  sets  on  sale  of  the  first  and  second  series. 

Address 

STTiTiTMA'N'  ft  DANA,  New  HaTODt  Ot 

GEO.  V.  GRESSON, 

VIZ: 

PATENT  VISE  COUPLINGS, 

Improved  Patent  Ball  and  Socket  Adjustable  Hangers. 

PULLEYS  OF  ALL  SIZES, 

Also  dvery  dMcription  of  Fixtures  eoxmocted  with  the  above  busiBeBa 
Comer  Eighteenth  and  Hamilton  Streets, 

BHILADELBHIA,  PA. 


Jan.  '73—1  yr. 
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VESSELS,    APPARATUS,    SHEET,    WIRE,     ETC. 

FOR  ALL 
Laboratory  and  Mannf aotnrlns  Purposes* 

Platinum    Scrap    and    Ore    purchased. 

H.  M.  RAYXOR, 

Offlce,  25  Batid  St.^  New  Yark, 


FOR 

PRACTICAL  &  ANALYTICAL  CHEMISTRY, 

Chant  Street,  Tenth  Street,  below  Market, 

*Rear  of  8t  Stephen's  Church.) 

PHILADELPHIA. 

ESTABLISHED  IN  1836. 

Instruction  given  in  CHEMISTRY,  MINERALOGY  and  GEOLOGY,  by  LEC- 
TURES and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES and  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce  and 
manufacture.     Opinions  giyen  on  chemical  questions. 

BOOTH  A  GARRETT. 

James  0.  Booth. 

Thos.  H.  Garrktt. 


RICHARDS,  LONDON  &  KELLEY 

(Successors  to  RICHARDS,  KELLEY  ft  CO.) 

Engineers   and    ]VEachinists, 

Manufacturers  of 

IMPROVED  BAND  SAW  MACHINES, 

And  other  Wood-Working    Machinery  for  Ship  Work 

and  Car  Building,  Planing  Mills,  Aft. 

Twonty-sooond  Street  above  Aroh  Street. 

PHILADELPHIA. 


Cor.  S.  Front  &  Reed  Sts.,  &  Nos.  614  &  616  Market  Street^ 

PHILADELPHIA. 

Manufacture  Enamelled  Evaporating  Dishes ;  Iron  Mortars,  of  different  st^fls; 
Tinned,  Tamed|  and  Plain  Enamelled  Cauldrons,  from  12  to  120  gallons,  witb 
an  assortment  of  other  artiolej  suitable  for  Chemists'  use. 
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MANUFACTURERS  OF 


« 


mhim  |j  atet =||ljeel- 


FOR 
SIMI'LICITT, 

FOWUB, 

AND  ECONOMY  OF  WATBB, 

Unequalled  by  any  Iron  Wheel  Manufactured. 

Manufactories  at  WESTFIELD,  Hampden  Co.,  Mass.,  and 
MOUNT  MORRIS,  Livingston  Co.,  N.  Y. 


C.  LAFLIN,  President.  Westfield,  Mass. 
G.  L  LAFLIN,  Secretary  and  Treasurer,  Westfield,  Mass. 
6.  S  WHITNEY,  Secretary  and  Treasurer,  IV.ount  Morris, 
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aiMET  @«  ll®E&Ii< 


$tt^iitirl(  JlttMi^ti^ 


Washington  Avenue  &  Fifth  Street, 


IRON  AND  BRASS  CASTINGS  OF  EVERY  DESCRIPTION. 
STEAM  BUGnms. 

^  Stationary,  Pamptng,  Blowing  and  Marine  Engines ;  Horisontal,  YerUcal, 
Beam  or  Oicillating ;  High  or  Low  Pressure ;  Pized  or  Variable  Expansion ;  8ta» 
tionary  Engines,  for  Mills  or  Factories. 

Cornish,  Cornish  Bull,  Simpson  Compound -Cylinder  Rotative,  Bolton  &  Watt 
Botative,  Pumping  Engines,  for  water  supply  of  Cities  or  for  Mine  Work. 

Yertical,  Uorizontal,  or  Beam,  Blowing  Engines,  for  Blast  Furnaces  or  Bes- 
semer Work. 

The  most  approved  forms  and  construction  of  Marine  Engines,  for  Bivor  and 
Bea-going  Steamers. 

STEAM  HAMMERS. 

Jot's  Patevt  YALTXLxsa  HAMicsBy  in  several  sizes,  for  Smith-work  or  for 
Drawing  Steel  or  Iron. 

A  ^reat  variety  of  styles  and  weights  of  Stbam  Hammxbs,  for  all  the  uses  of 
the  Smithy  or  Forge,  from  the  lightest  to  the  most  ponderous  Work. 

STEAM  BOILERS  ANJD  BOILER  WORK. 

Boilers,  Tanka,  Roofs,  and  every  kind  of  Ritxtsd  Plats  Work. 


SUGAR  ATBARATUS. 

Complete  Machinery,  (including  ENOiNsa,  Mills,  Bagassx  Carritbrs, 
Vacuitm  Pans,  Pumps,  Defecators,  Bone- Black  Filters  and  Purifiers, 
Washers,  Elevators,  Cars,  &c.,)  required  for  the  manufacture  of  Cake  Sugar. 

Complete  Macbinert.  with  all  the  requirements  for  the  manufacture  of 
Beet- Root  Sugar.  Everything  demanded  in  the  erection  and  fltting-up  of  Re- 
fineries FOR  Working  Sugar  or  Molasses. 

Especial  attention  is  called  to  Rillieux'  Sugar  Apparatus  (originally  in- 
troduced and  owned  by  the  Soutbwark  Foundry,  and  proved  to  be  the  most 
profitable  and  successful  process  ever  known);  also,  to  Weston's  Patent  Cen- 
trifugal and  Jasper's  Patent  Oranulator  ;  of  which  the  SOUTH WARK 
FOUNDRY  is  sole  maker  in  the  United  States. 


GAS-WORKS  KOR  COAL  GAS. 

Retorts,  Bench  Castings,  Gas-Holders  and  Frames,  Purifiers,  Valves^ 
Governors,  Roofs,  Tanks,  &c 


HEAVY  MACHINERT. 

Bessemer  Plab  r^  Hydraulic  and  other  Cranes,  Rolling  or  6tamfin« 
Mill  Machinery,  SuEiJis,  Punches,  Merrick's  Patent  Hoist,  &c. 


Plans,  Specifications  and  Estimates  for  any  of  the  above  work  supplied  at 
the  shortest  notice. 
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CAPITAL  $500,000 


T.H.BABGOCK  J.  M.  ALLEN, 

I88UB8    POLICIES     OF    INSURANCE, 

iFTEB  A  OABEFUL  IHSPEOllOV  OF  THE  B0ILEB8, 
OO'VBIilN'Gh    /LluLi     luOSS    OR    r>  i%.  M  Jk  Gh  B2     TO 

BOILERS,  BUILDINQS,  AND   MACHINERY^ 

ABI8ING    FROM    STEAM    BOILBB    EXPI<08ION8. 
JWI  i^/brmoMM  cancertUmg  tki  pUn  ^f  Ou  Qmpanif*t  operaHam  can  U  Maimd  4U  the  Ompauy't  q^U^ 

ADVISORY   BOARD    OF   DIRECTORS, 

Wm.  B.  Bement  of  Wm.  B.  Bement  k  Son ;  B.  F.  Hart,  of  Verr*e  ft  Mitchell ;  Stephen  P.  M. 
Iteker,  of  Morris,  Tasker  k  Oo. ;  Henry  Dteaton,  of  Henry  DiMton  ft  Son  :  John  Qardnor,  of  Wnru. 
Mmmt  ft  Go. ;  A.  H.  MeFadden,  of  Marshall,  Philips  ft  Co. ;  Caleb  Marshall,  of  Marskall,  Philips  ft 
Co.;  Wm.  Adamaon,of  Baeder,  Adamson  ft  Co.;  Robert  Gray,  Brewer;  Robeit  Wood,  of  Rooari 
Wood  ft  Co. :  Steahen  Robbins,  Iron  Manufacturer;  Chas.  T.  Parry,  of  Baldwin  Locomotive  Works. 
B.  F.  HART,  SMreUry.  CHAS.  T.  PARRY,  Chairman. 

COBBIW  ft  GOODRICH,  Ckneral  AsMitSt 


I 


.  "d  te«  %'^  *  BL 

S  "^ 
•8 

Saw  and  Edge  Tool  Makers,  File  Grinders  and  others  can  obtain  any  size  or  grit, 
OB  sending  a  half  ounce  sample  by  mail^lOOO  tons  to  select  from. 

GRINDSTOIVB  SHAFTS,  with  Self-adjusting  plates,  clamp  boxes,  and 
pvUeys,  &C.J  made  to  order. 

I   Send  for  descriptive  pamphlet.    Factory,  Beach  abore  Oreen  street 

Address,  J.  E.  MITCHELL,  310  York  are.,  Philadelphia.  Jan.  '72—6  m. 
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The  Men  Engine  Works 

X^owrth  Ave.  a/nd  130th  &  ISlst  Street*, 
TTEW  YOBE  CITT. 

The  Allen  Engine,  Porter's  Governor, 

THE  ALLEN  BOILER, 


AND 


Standard  Straight  Edges, 
Surface  Plates  and  Angle  Plates. 


70XJB  First  Premiums  were  awarded  to  us  at  the  Fair  of  the  American 
Institute,  1870.    Send  for  our  illustrated  circular, 
lit— Wt. 


CINCINirATI,  OHIO, 


MAXXTFACTUaERS  Of 

WOODWOETH  PLANERS  &  MATCHERS, 

SASH  AJVD  1IIOVI.DIXG,  TEIVOKTIaUG,  JHORTISIKTO 
AMD  SAWIIVG  MACHIHTES, 

AND  EVERT  VARIF.TY  OP 
OF  THE 

MOST  APPROVED  CONSTRUCTION. 

SSND  FOR  CIIiOVI.AR« 
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AMERICAN  AND  EUROPEAN, 

OS" 

IXdIXJNN   &c   CO., 

ZTo.  37  PABK  BOW,  yew  York. 


For  a  period  of  nearly  twenty-five  years,  Munn  &  Co.  hare  occupied  the  position 
of  leading  Solicitors  of  American  and  European  Patents,  and,  during  this  extended 
experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not  less  than  fifty 
thonsand  alleged  new  inventions,  and  have  prosecuted  upwards  of  thirty  thousand 
applications  for  patents ;  and,  in  addition  to  this,  they  have  made  at  the  Patent  Office 
«ver  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
a  careful  report  on  the  same. 

Udkn  k  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  is  assisted  by  a  Branch  Office  at  Washington,  which  watches 
and  supervises  all  their  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
be  happy  to  see  them  in  person  at  our  office,  or  to  advise' them  by  letter.  In  all 
-cases,  they  may  expect  from  us  an  lumest  opinion.  For  such  consultations,  opinion 
and  advice,  ve  maAd  no  charge,  A  pen-and-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

Preliminabt  Examination  is  made  into  the  novelty  of  an  invention  by  personal 
«earch  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  for  a  Patent,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  ^  Co.^  37  Park  Row^  New  Yorky  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed ;  Interferences  Managed ;  Extensions  and  Re-Issues  Obtained. 
Assignments  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  on 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  &c., 
see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communication?  to 

MUNN  &  CO., 
No.  37  Park  Bow,  New  York  City. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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TBE  SWAIN  TURBINE  COMPANY 

PROPRIETORS  AND  MANUFACTURERS  OF 


TuRBnis  Wat£B  Wheel 


These  wheels  gave  several  per  cent,  better  results  than  anj 
other,  at  the  recent  test  of  Turbines  at  Lowell,  Mass.,  although 
its  chief  competitors  were  got  up  for  the  occasion,  whereas  this 
one  was  made  before  the  test  was  thought  of,  and  no  better  than 
we  will  warrant  all  of  our  wheels. 


J.  A.  COLEMAN,  139  Federal  St.,  Boston,  110  Broadway, 

New  York,  HOLYOKE  MACHINE  CO., 

Holyoke,  Mass.,  Agents. 


C.  B.  HILL,  President,  Boston,  Mass. 

A.  F.  NICHOLS,  Treasurer,  Lowell,  Mass. 

A.  M.  SWAIN,  Superintendent,  North  Chelmsford,  Mass. 

QTT^TT^  on  another  pai^e,  adTertisement  about 
OlliJj  Iowa  and  Nthraska  Lands. 
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WILLIAM  SELLEEIS.  JOHN  SELLERS,  Je 


WM.  SELLERS  &  CO., 

No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

BOILER  MAKERS*  TOOLS. 

SHAFTING, 

With    Ball  and   Socket-bearings  and   Double  Gone   Vise-couplings,   admitting   of 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

PULLET  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EQUIPMENTS, 

Tammg  and  Transfer  Tables  and  Pivot  Bridges. 


SOLE  MANUFACTDRBBS  AND  LICENSEES  OF 

OIFFA-KD'S        INJECTOR, 

FOB  FEEDING  BOILEB& 
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M.  BAIRD  &  COMPANY 

PHILADELPHIA,  PENN'A 

]M[a  nufactuiro 


ESPECIALLY  ADAPTED  TO 


Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Woody  Coke,  Bituminous  and  Anthracite  Coal  as  Fuel.     All   Work 

accurately  fitted  to  Gauges^  and  thoroughly  interchangeable, 

PlaUj  Materials,    Workmanship,  Finish  and 

Efficiency  fully  guaranteed, 

M.  Baird.  Chas.  T.   Parry.  Win.  P.  Hensae>-. 

Geo.  Burnham.  Edw.  H.  Williams.  Edw.  Lougsireth. 

JACOB  NAYLOR, 

Successor  to  HUNSWORTH  k  NAYLOR, 

GIRARD   AVE.   AND    FRONT  STREET 
FHILADELFHIA. 


STEAM  ENGINES,  BOILERS  AND  TANKS, 

Shafting  and  Gaaxing,  Couplings,  Pnllays  and  Hangers. 

STEAM  AND  HAND  CRANES. 

Passenger  and  Freight  Hoistisg  Machinery  for  Stores  &  FactorieSi- 

Marble  Sawing  and   Polishing  Machinery  of  all   Kinds, 

SPECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTURERS, 
Retorts,  Meters,  Stills,  &c.,for  Chemists. 

Sugar  Boilers,  Tanks  and  Machinery.     Castings  in  green  sand  or  Loam,  and 
Machinerj  in  general. 

W.  W.  TUPPER  &  GO'S  PATENT  ORATES  AND  ORATE  BARS. 

RIDER'S  PATENT  AUTOMATIC  CUT-OFF  ENGINE,  either  Vertical  or  HoriEontal. 
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THE  BOYDEN   PREMIUM, 


URIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  has  deposited  with  the  FrankllD 
iBStitote  the  sum  of  one  thousand  dollars,  to  be  awarded  as  a  premiam  to 

"  Any  resident  of  North  Axnoriea  wlio  sliall  detdrxnine  hj  ezperiment 

whether  all  rays  of  light,  and  other  physical  rays,  are  or  are 

not  transmitted  with  the  same  Telocity." 

The  following  conditions  have  been  established  for  the  award  of  the 
premium : 

1.  Any  resident  of  North  America,  or  or  the  West  India  Islands,  may  be  a 
competitor  for  the  premiam ;  the  southern  boundary  of  Mexico  being  consid- 
ered as  the  southern  limit  of  North  America. 

2.  Each  competitor  must  transmit  to  the  Secretary  of  the  Franklin  Institute 
a  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
the  results ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-three,  will,  as  soon  as  possible  after 
this  date^  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  jof  the  Franklin  Institute  shall,  before  the  first 
day  of  January,  one  thousand  eight  hundred  and  seventy  three,  select  three 
citizens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so," which  of 
their  memoirs  is  worthy  of  the  premium.  And,  on  their  report,  the  Franklia 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recommeLded 
hy  the  Judgee. 

4.  Ev^ry  memoir  shall  be  anonymous,  but  shall  contain  some  motio  or  sign 
by  which  it  can  be  recognized  and  designated,  And  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  sign,  and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
duty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 
should  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
author  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
in  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  as  it  may  direct 
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OmCES  KKa  WAREKOVSES: 
Ho.    37    NOETH  SIXTH   STBEET,    PHILADEIPHIA, 

AND 

Ho.  128  WILLIAM  STBEET,  NEW  TOBK 


Bam  OB  band  Mid  make  to  ordor,  tX  thort  nodea, 

mws  Mxst  BOOS  PEXVvnro  pafuk. 
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IMPORTERS  OF  CHEMICALS  AND  FELTINGS, 

.,^  OF  ermact  uaaaaanam.  ^ 

Cash  Market  Prioes  Paid  for  all  kinds  of  Paper  Stock. 
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A  Treatiiie  on  the  i^treng^tli 

OF 

BRIDGES  AND  ROOFS, 

Gomprising  the  determination  of  Algebraic  formulas  for  Strains  ia 
Horizontal  Inclined  or  Bafterj  Triangular,  Bowstring,  Lenticu- 
lar and  other  Trusses,  from  fixed  and  moving  loads,  with 
practical  applications  and  examples,  for  the  use  of 

BlVGIlirXSERS   AND  fiTUDBlVTS. 

By  SAMUEL  H.  SHREVE,  CM  Engineer. 

1  vol.  Hvo.^  88    Wood  Cut  Illustrations, 
Cloth,  $5.00. 

*'The  rules  for  the  determination  of  strains  given  in  this  work,  in 
the  shape  of  formulae,  are  deduced  from  a  few  well  known  mechanical 
laws,  and  are  not  based  upon  assumed  conditions ;  the  processes  are 
given  and  applications  made  of  the  results,  so  that  it  is  equally  valu- 
able as  a  text- book  for  the  student  and  as  a  manual  for  the  practical 
engineer.  Among  the  examples  are  the  Greithausen  bridge,  the 
Kuileinberg  bridge,  a  bridge  of  the  Saltash  type,  .and  many  other 
compound  trusses,  whose  strains  are  calculated  by  methods  which 
are  not  only  free  from  the  use  of  the  higher  mathematics,  but  are  as 
simple  and  accurate,  and  so  readily  applied,  as  those  which  are  used^ 
in  proportioning  a  Warren  Girder  or  other  simple  truss/* 

D.  VAN  NOSTRAND,  Publisher  and  Importer, 

23  Murray  Street  and  27  Warren  Street,  iV.  York. 

Copies  of  the  above  sent  free  by  mail  on  receipt  of  price. 
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Oontents  for  February ,  1873r 


Illustrations— Five  Plates  and  Five  Woodcuts. 

EDITORIAL. 

PAOI 

Items  ani»  Novkltiks — A  New  Testing  Machine  (I  plate),  145;  Rolling  Molten 
Steel.  146;  Improved  Radial  Drill  (I  pUte),  147;  The  Btltimore  Tunnels, 
148;  The  Diagraph  (3  cuts),  148;  East  River  Bridge,  149;  Krupp's  Estab- 
lishment at  Es.«en,  150;  Geological  Survey  in  Pennpylvania,  150;  A  Large 
Rolling-Mill,  151  ;  Railway  Speed  in  England,  151  ;  Utilization  of  Furnace 
Slag,  151  ;  Purifying  Irons,  152  ;  Ccal  in  China.  152  ;  Experiments  on  Build- 
ing Materials,  152;  A  Stationary  Ship  Saloon.  153;  The  Waste  of  Fuel, 
153;  Prize  for  Steei,  154;  The  Laie  Tin  Discoveries,  154:  Iroprovemenl  in 
Bending  Glass  Tube?,  155;  Comparative  Value  of  Explosives,  155;  A  New 
Experiment,  156;  Soluble  Glass  in  the  Arts,  156;  Concerning  Glycerin, 
157;  Fusion  of  JPlatinum,  157;  Stalactitic  Gelatinous  Silica,  157;  Mag- 
netic Storms  and  Solar  Outbursts,  158;  The  Westinghouse  Air-Brake,  158; 
Iron  in  lAissouri,  159;  Auother  Sieel  Process.  160;  Ozonized  Water,  160; 
Cold  as  a  Food  Preserver,  160  :  Slate  Roofing,  160  :  Consuming  Coal  Smoke, 
203;  Gilding  Iron,  210;  Aniline  Powder '. 216 

CIVIL  AND  MECHANICAL  ENGINEERING. 

Hydraulics  of  Rivers.     By  Gen.  Henry  L.  Abbot.  U.  S.  A 161 

The  Nickel  Seated  Safetv   Valve.     Report  of  Chief  Engineer  Edwin   Fiihian, 

U.  S.  A.  (1  plate) .". 16D 

Report  on  Boiler  lucrustation.     From  the  Committee  of  the  American  Railway 

Master  Mechanics'  Asaociation 172 

CHEMISTRY,  PHYSICS  AND  TECHNOLOGY. 

Notes  on  the  Vienna  Universal  Exposition  (2  plates  and  2  cuts).  From  our  Ger- 
man Correspondent 183 

Geological  Survey  of  Pennsylvania.     Letter  from  Prof.  J.  P.  Lesley 194 

On  the  Composition  of  Ancient  Cements  and  Rosendale  Cements.     By  Arthur 

Beckwilh,C.E 204 

FRANKLIN  INSTITUTE. 

Proceedings  of  the  Stated  Meeting,  October      16,  1872 211 

"  "  «        November  20,     *»      212 

*'  ''  •*         December  18,     '•     215 


BAIRD'S 


.  My  new  revised  and  enlarged  Cata- 
logue of  PRACTICAL  AND  SCIEN-     | 
TIFIC  BOOKS,  96  pages,  8vo.,  will  be 
sent,  free  of  postage,  to  any  one  who 
will  favor  me  with  bis  address. 


FOR  PRACTICAL  MEN. 


HENRY  CAREY  BAIRD, 

Industrial  Publisher,  406  Walnut  St., 

PlIILADELi'IIIA. 
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Published  Monthly.    Price,  $5  per  annum,  in  advance. 
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Stevens  Institute  of  Tectinolo^. 

Hoboken,  N.  J. 


The  seoond  College  year  ooaunenoes  September  18th,  1872. 


FACULTY. 

HKNRY  MORTON,  Ph.  D.,  Pbbsidbnt. 

A.  M.  MAYER,  Ph.  D.,  Professor  of  Physics. 

Late  of  the  Lehigh  University,  Bethlehem,  P«. 

R.  H.  THURSTON,  C.  E.,  Prof,  of  Engineering. 

Late  of  the  U.  S.  Naval  A'^aderoy,  Annapolis,  Md. 
Dvt  VOLSON  WOOD,  C.  E.,  Professor  of  Mathematics. 

I-ato  of  University  of  Michifran. 
C.  W.  McCORD,  A.  M.,  Professor  of  Mechanical  Drawing. 
A.  R.  LEEDS,  A.  M.,  Professor  of  Chemistry. 
C.  F.  KRCBB,  A.  M.,  Professor  of  Languages. 
Rkv.  EDWARD  WALL,  A.  M.,  Professor  of  Belles  Lettres. 

The  course  of  the  Stevens  Institute  is  of  four  years  duration,  and  covers  all  that 
appertains  '.o  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  with  e.xcellent  machinery.  Physical  Laboratories  whose  appointments  are 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportunity 
for  the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

BEQUIBEMENTS  FOB  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in  arith- 
metic, algebra,  (including  quadratic  equations)  geometry  as  given  in  Davies' 
Legendre  and  the  six  elementary  propo.<iition8  of  plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satis- 
factory examination  in  all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  investigations, 
may  make  arrangements  to  that  end  with  the  President. 

For  further  particulars  apply  to  the  President,  E.  MORTON,  Hoboken,  N.  J. 
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Dr.  T.  R.  "VTOLIT, 

Analytical  and  Consulting  Chemist, 

Is  prepared  to  undertake  the  analysis  of  Ores,  Minerals,  Natural 
and  Artificial  Products,  such  as  Guanos,  Phosphates,  Coals,  Mineral 
Waters,  Gased,  Chemical  Preparations,  etc.,  etc. 
OpixLiona  rendered  in  Chemical  Questions. 

Addr««  STATE  CHEMIST, 

DELAWARE  COLLEGE, 

March,  T3— 1  rr.  Nowark,  Delaware. 

DUII   Aff>d  DUIA      "TAAI       /^AAJIDAMV 


HAMnVACTUins  09 

DAVIS*     PATENT     DUPLEX    WRENCH, 

A  tool  well  made  of  Best  MatcrUU,  combining  all  the  good  qualities  of  a  regular  Nut  Wrench 
of  equal  size  with  that  of  at  least  six  pairs  of  Pipe  Tongs.    For  circulars  and  price  lists,  address, 

PHILADELPHIA  TOOL  Co..  OfBoe*&  Vorki  S.  V.  oor.  18th  &  Bnttonwood  Streets.  Phila. 

MORGAN'S  PATENT 

MUBLE  ROTATING  DROP  PIPE, 
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For  Rflllrotfd  use.    It  it  water-tight,  and  wiii  aooommodate  itself  to  the  varying 
iMlghti  of  locomotive  tendert.  ^^    ^^    MORGAN, 

Sole  Mamiltotiirer,  188  VT.  MEadison  St.  Olileairo* 
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F^eaaiaHy  adapted  f»r  BHetU*^  X#o« 
tures,  €Jhetnieal  BatperimetUs,  et^l 

Price,  latest  improTementi  complete, 
with  Camera  OljectiTei.      $45.00 

Slides  of  the  best  qualitj  and  at 
the  lowest  rates. 
For  Circulars  address 

L.J.HARCY, 

1340  Chestnut  St., 
Philadelphia,  Pa. 

THE  8CIOPTICON  MANUAL. 

IncludiDg  Optics,  Ezperimentii,  Photo- 
graphing, and  Coloring  Slides,  Ao. 
4^  Sent  by  mall  on  receipt  of  60  oeata. 
May  '72, 1  yr. 


W.  H.  HARRISON  &  BROTHER, 

Successors  to  Andrews,  Harrison  d>  Co.f 

MANUFACTURERS  OP 

AND 

STEAM  HEATING  APPARATUS, 

1327  &  1329  Market  St.,  Philadelphia. 

N.  B.. — Low  and  Elevated  Grates  a  specialty. 

May,  *r2— apl,  *7S. 

PROF.  HENRY  WURTZ, 

Scientific  and  Practical  Ghemist  and  Geologigt, 

26  FINE  STBEET,  Room  36,  NEW  YORK. 

(  Office  hours,  1  to  4  daily,  except  Saturdays,) 

Qeological  Explorations  and  Reports,  Chemical  Analyses,  adrice  and  Inrestiga- 
tioDS  in  all  the  Chemical  Arts,  Chemical  Inventions  and  Improvements  made. 

Prof.  W.  makes  specialties  of  GAS  CHBMISTRY,  and  the  Analysis  of  Gas  and 
Coals.    Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office.    Practices  as 

PATENT  AGENT,  COUNSEL  AND  ADVISER 

of  INVENTORS,  in  all  the  CHEMICAL  ARTS ;  for  which  his  gpreat  general  expe- 
rience in  these  Arts,  and  his  special  experience  inside  the  Patent  Office,  have  quali- 
fied him  to  an  unparalleled  degree. 

Prof.  WURTZ  is  Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL  AND  CHE- 
MICAL REPERTORY,  a  journal  whose  circulation  and  patronage  is  among  classes 
of  the  community  of  the  highest  position,  infiuence  and  enterprise;  and  which  fur- 
nishes therefore  an  unequalled  medium  for  communication  to  the  general  public,  of 
raluable  inventions  and  norel  enterprises. 

For  procuring  British  and  other  Foreign  Patents  promptly,  and  on  moderate 
terms,  Prof.  W.'s  arrangements  are  unusuallj  complete  and  perfect.  Inventors  maj 
assure  themselves  of  the  most  competent,  diligent  and  faUhJul  attention  to  their  Inte- 
reetf.  tx.6ihm. 
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BDSH  HILL  IBON  mm, 

Corner  16th  and  Buttonwood  Streets, 

PHILAmPHIA. 

JAMES   MOORE, 

(Successor  to  MAHHEWS  &  MOORE,) 

Engineer,  Machinist,  Founder,  and  Boilermaker, 

OA.@1*I^OS  of  every  desoription. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

MMm  Vnrned  for  &ails»  Beams*  Anples*  and  all  shapes  for  Xron« 
Steel  or  Ooippositlon  Metals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL 
BOQill&S— Flne»    Vnbnlar*    and  Oylinder*   and    all    kinds    of 

Jan.  '72—1  jr.]  TANK  AND  PLATE  IRON  WORK. 

J.   BISHOP, 

Eefiner  and  Worker  of  Flatinxm, 

(ESTABLISHED  IN  1843), 

WAS  AWARDED  THE  FIRST  PREMIUM,  at  the  Exhibition  of  the  Franklin 
Institute  in  1845,  for  Platinnm  Work.  ContinueB  to  manufactare  Platinnm  Capsnles, 
CmcibleSi  Ac,  and  repair  and  make  over  all  kinds  of  Platinum  Ware. 

REFINING  AND  MELTINQ  OF  SCRAP  at  his  Establishment  in  Chester  Gouty 
Pennsylrania.    P.  0.  Addre8s,~SugArtown,  Chester  Co.,  Penna.      [Jan.  '71 — 1  jt 


ALL  BUSINESS  RELATING  TO  PROCURING 

American  and  European  Patents 

CONDUCTED    BY 

sa?E:E=>i3:E2sr  tjstiok:, 

184    SOUTH   FOURTH   STREET,    PHILADELPHIA. 
ftesidenee,  Wo.  1217  Worth  Twelfth  Street.    fJmn  72.17 
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Jx8»  W.  StaAb.  Bnrj.  A.  Stabk.  Bbitj.  P.  AsoHift. 

Camden    Iron    IRTorks 

(ESTABLISHED  1824X 

CAMDEN,  NEW  JERSEY. 


JISSI  W.  Sf  ME  k  MME, 

ENGINEERS,  CONTRACTORS, 

And  MANUPAerUBEEg  of  flA§  APPARATDS 

AND  ALL  THB 

Buildingt,  Tanks,  Holders,  4o.,  required  fbr  the  Maniiftiatiire, 
Purifloatioii  and  Storage  of  Gat,  and 

STREET  MAINS  Requisite  for  its  Distrilmtion. 

PLANf,  DBAWnraS  AKD  SpBCITIOATIONS  PBOMrTLT  FUBKISHBD. 


IRON     FOniVDBRS. 

OAST-IRON  MAINS  for  Water  aod  Gas,  Iteom  One  and  a  Half  to  FORTT-BIOHT 

INOHES  in  Diameter. 

«     Stop  Yalres  (all  sises),  Fire  HjdranVs,  Heating  Pipes,  Branches,  Bands,  Tees. 
CASTINGS  of  any  form  or  sise  required. 

Fhiladelpliia  Office,   -         •         -         -   408  ^Iv^tjrlTeet. 

QT^l?  A  IT      I?\TP7\TT?CJ     ^i**>  Pl*»'>  »ide  TalTe,  or  cut-off. 
O  i  Ju  AM     JjlN  VJi  IN  Jli jj,  Vertical,  Horiiontal  and  PorUble. 
GoTernors,  Pumps,  Pipe  and  YalTes.  ^ 

GEO.  G.  HOWARD,  17  S.  18th  St,  Phlla. 
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MACHINISTS^  TOOLS 


INDUSTRIAL  WORKS, 

OALLOWHILL  AND  TWENTY-FIRST  STS., 
PHILADlBLPHIA. 


liCHINE  SHOP,  FOUNDBT,  SMITH  SHOP  AND  BOILER  SHOP  EQUIPlESm 

Lathes,  Planing,  Shaping,  Slotting,  Boring  and  Taming  and 
Wheel-cutting  Machines.    Vertical,  Radical,  Horizontal 
and  Suspended  Drills.    Ck)tter-hole  and  Keyseat 
Cutting  Machines.    Milling,  Edging,  Drill- 
ing and  other  Qun  Machinery. 

BOLT  AND   NUT  THREADING   MACHJNE8. 

Driving-wheel  Xrfithes,  Quartering  Maoblaea,  WlMel  Ftmaamm 

AND  OTHER 

STEAM  HAMMERS, 

Cnpolas,  Cranes,  Ladles,  Forges,  Blowers,  Piping,  etc.    Punching  and 

Shearing  Machines.     Bending  Bolls,  Plate-planing, 

Angle-iron  Cutting  and  other 

SHAFTING, 

With  improyed  hangers  and  pillow-blocks,  having  both  vertical  and 
horizontal  adjustment  and  self-adjustment  ball-bearings. 

PULLEY  AND  GEARING  PATTERM8, 

From  which  Castings  or  Finished  work  will  be  ftimished. 

WM.  B.  BEMENT  &  SON. 


Digitized  by  VjOOQ IC 


•s 


Digitized  by  VjOOQ IC 


VAN  NOSTRANO'S 

ECXjHOTIO 
112  pages,  Large  8vo,  Monthly. 

THRIIS,-|6.00  PER  ANNUM  IN  ADVANCE.      SINGLE  COPIES,  PIPTY  CEHIS. 

First  Number  was  issued  January  Ist,  1869. 

VAN  NOSTRAND*S  MAGAZINE  consists  of  Articles  Selected  and  Matter  Gon- 

densed  from  all  the  Engineering  Serial  Pnblications  of  Europe  and  America. 

nvB  voLinns  how  ooxfxxtb.    sixth  voiumb  ooioaaroBs  jam  ,  iSTi. 
NOTIOE  TO  NEW  SUBSOEIBEBS. 

Persons  commencing  their  subscriptions  with  the  Ponrth  jear  (January,  18t3), 
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PREVENTS  AND  REMOVES  SCAl£  IN  STEAM  BOIIERS. 

HoM  not  Injure  the  Iran.    In  use  infer  Mve  Teatm^ 

REFJSBENCES  IN  PHILAVELPmA: 
Me.  JOHN  H.  COOPER,  People's  Works,  Jacob  Naylor,  Proprietor. 
Mb.  henry  bower,  Manafactoring  Gbemiet,  Cray's  Ferry  Road. 
Mb.  JACOB  NATLOR,  Peoples^  Works,  John  H.  Cooper,  Sup't,  4  8.  Delaware  At. 
Messrs.  BOEDER,  ADAM60N  k  CO  ,  Olue  Works,  Store  ft  Office,  730  Market  st. 
<«      FITZGERALD  4  FLAGQ,  Iron  Founders,  Store  4  Office  218  N.  Third  st. 

PORTABLE  DRILLING  MACHINE. 

THOBNE,  DEHATEN  ft  00, 

Twenty^flrst  Street,  itbave  Market, 
PHILADELPHIA. 

Send  /•r  Pkdogrmph  und  dremimr* 

Copy  of  Jamttm  from  Boathwwk  Fonndo* 

HENRY  G.  MQRRI8»  kto  Merrick  Jk  80ns. 

pBiLAftiLrHU,  January  9Ui,  U7S. 
MisKB.  TaoBV  M  DbHatdt.  OmtUmini^Forthe  erection  of  heary 
machinery  yoar  portabU  dtiU  elTecte  an  miftJiH  84 vim  In  labor  and 
in  time,  not  only  on  euch  heavy  or  awkward  pieces  aa  cannot  be 
eonvealently  placed  nnder  or  before  a  fixed  driltfng  nutchine,  but 
also  on  MUCH  or  wokk  which  cocls  bb,  amo  eniEALLr  1%  saxuin  nr 

flZO  OB  BxnUL  MACHIHIB. 

Reapectfally^  yours,  ROBT.  BBIGOfi,  Snpt. 
Feb.  *73i~l  yr. 

OAK  LEATHER  BELTING 

AND  FIRE  HOSE. 


TANNERS  AND  MANUFACTURERS, 
No,  418  yOBTH  TUIBI>  8TREBT,  PMlaOelpMa, 

I^OS  ZAATBBR.       BAHS  XiBATHBR.       PICKBR  ZtBATI 
PUMP  LBATHBR.        VALVB  LBATBBR. 

ApriLTa— lyr.  


I     STBAK  TBAPSI 

JORDAN'S  PATENT, 


AiMng 


Working  nnder  an 

triTALTBRABUI  ZiAW  OF  HATURB. 

the  expansion  and  oontraedon  of  roeUl  under  dtfTeient  temperaturee. 

We  will  prove  oar  traps  to  be  the  simplest,  best,  most  durable  and  eheapest  in  nan. 
other  advaatiBf es  they  retain  no  water  and  cannot  freexe. 

Pile*  No.  1,  for  10,000  feet  pipe,  •    $90. 

No.  2,        40  000  feet  pipe,        -       •    940. 
Cireolarsand  references  furnished  on  application  to . 

A.  &.  BBOOZS  A  BBOTBZB,  General  Agento, 

426  Walnut  Street,  PhUadetphia. 

Ifliprwrad  Damper  Ref  nielert,  Qage  Ceeks  aad  alber  Beiler  Pmiegs.   ~ 

April,  73— S  mos. 
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IMPROVED   PATENT   COPPER    LIGHTNING    CONDUCTORS  AND    DISK. 

▲n  work- w*rnMil«dy  and  taiUfaclioB  alway  gfiar«Btt<d. 

This  Eqailibrium  Disk  or  Urge  groond  pUt«  of  72  dlteharging  points  Is  designed  to  taci^ie 

MAMY  WWPREto  TUm  THE  OOWSWUIIWO  yoWt  OT  ..     y 

▲  LMmvise  Rod.  It  t4\0ntXy  diaarmsthe 
clouds  charged  with  i^positiTe  electric  ^^orce 
byitfo^r^lM  ilpwiiidii  no  ^fi«|ble  negvtite 
foaro  fr  fttr{h  f  urrtnt.  tharehy  silently  sad 
perpefanly '»^urlng  An  equilibrium  Ije- 
tween  the  negstive  esrt^  and  the  positive 
sir.  teoding  iavsrisbly  to  either  prtreoi  or 
lighten  slf  electric  dlMChsrges  thst  max 
reach  a  buildiDiL  If  thore  U^  aoy  ooocus- 
nion  of  the  air.  if  tllea>  ^  any  thunder  at 
all  heard  by  thennerrfngprinclpleff  ofexact 
science,  It  wttl'fae  many  times  less  than  it 
would  df  the  edifkS)  were  protected  hj 
the  be«t  iron  rod..  The  diffUsiTe  eouili-  ^ 
britlni  power  at  tne  l>iak  te  centered  ex- 
actly wnese  it  is  needed,  al  the  bottom  of 
the  Rod,  linbedded  deep  eooagb  in  tlie 
ground  to  be  kQrromKied  by  pf>rpetual 
moisture.  As  a  candle  instantly  dilTuifes 
light  in  a  dark  room,  so  the  Disk  instantly 
dlfttses  liKtotalng  in  the  damp  earth.  The 
tdd  forttH  fhe  armature  l>etwefn  the  poHi- 
tive  ourreotH  of  the'  air  aiid  the  nefMiiTe" 
earth. 

ProfeHiior  J.  B.  Siirleigh,  the  InTentor.  will 
superintend  the  erection  of  Lightning  Con> 
ductont.  Weather  Vanes  of  erery  kind,  and 

Bmb  ematic  Bigns  of  every  description.  His  Ikoiliiles  are  the  amplest  in  the  world.  The  rmr 
material  is  booght  direetiy  from  the  mines,  and  made  with  all  the  iroarorements  of  modern 
machinery.    His  Cireuit  Lightumg  Rod  and  Disk  ars  conpidered  an  tnfalltt>le  proteotloB, 

The  mana(j«ctiiBsn  offer  a  reward  of  Fire  Hundred  Dollars  Co  any  one  who  can  (^  eren  a 
•Ingle  failure.  In  tieW  of  the  infallible  proteuiioo  given  by  a  properiy  aoofltmcted  coaper  light- 
ning rod,  the  agents  and  owners  of  public  and  prlrat^  iHiildings  nHnuuM  a  fearful  responsibility 
who,  by  withholding  a  few  dollars,  jeoptirdir.e  the  lire*  of  innocent  persons  committed  to  their 
oharge.  Let  no  ane  needlessly  brare  ♦lis  ro(»t  terrible  element  of  nature,  which  the  truthn  of 
science,  thrfragh  the  goodness  of  an  all  wise  Creator,  have  placed  entirely  under  hunMa  control. 

y  ,  Iddtaas,  gtring  the  longest  posaible  notice,  J.  B.  BURLEIGH,  at 

REYBURN^  BUNTBR  f  OO^  Mo.  49S  St  John  Street,  PldUdelphU.  Pa. 
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ITEMS  AND  NOVELTIES. 

The  Worcester  County  Free  Institute  of  Industrial  Sci- 
ence.—  With  Remarks  on  the  Technical  Education  of  Meehaniee. — 
By  Coleman  Sbllebs,  President  of  the  Franklin  Institnte. — It  is 
mj  desire  to  call  jour  attention  this  evening  to  an  ingenioas  and  con- 
venient form  of  drawing- table  or  desk,  the  work  of  the  students  of 
the  Worcester  Coantj  Free  Institute  of  Industrial  Science.  It  is  so 
arranged  as  to  be  readily  adjusted  in  inclination  of  surface,  while  a 
shelf  or  ledge  for  the  reception  of  drawing  instruments,  inkstand,  or 
the  like  is  so  hinged  to  the  table,  and  controlled  by  a  bar  or  rod  of 
iron  below,  as  to  maintain  its  horizontal  plane  in  whatever  inclination 
the  drawing-table  is  placed.  Beneath  the  shelf  are  drawers  for  the 
reception  of  drawing  instruments.  The  attachment  to  the  tripod  is 
80  made  as  to  permit  an  adjustment  of  height  to  suit  the  convenience 
of  the  workman,  and  a  clamping-screw  in  a  collar  permits  the  table  to 
rotatC'On  its  centre  support  or  be  rigidly  fixed  in  any  required  posi- 
tion. Thus  you  see  it  can  be  used  as  a  high  or  low  desk  and  a  high 
or  low  table.  It  can  also  be  so  placed  as  to  serve  the  purpose  of  a 
painter's  easel.  In  the  library  it  is  a  most  useful  piece  of  furniture. 
Vol.  LXY.— Thibd  Siriib.— No.  4.— April,  1873.  16 
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As  an  easel  it  may  be  used  to  display  a  picture  or  engravings.  As  a 
table  it  is  a  convenient  support  for  the  microscope,  and  its  ready  ele- 
vation makes  it  useful  to  carry  a  spectroscope.  These  are  the  uses 
to  which  I  expect  to  apply  this  table.  Thus  you  see  it  is  one  of  those 
very  convenient  pieces  of  furniture  that  when  once  tried  becomes  an 
indispensable  luxury.  It  fills  a  want  long  felt,  and  its  cheapness 
brings  it  within  easy 
reach  of  all.  Apart 
from  its  mechanical 
excellence,however, 
I  feel  a  deeper  inter- 
est in  its  makers.  I 
have  said  it  is  the 
work  of  students  in 
an  industrial  school. 
A  few  words  about 
this  school,  its  aim 
and  method  of  work- 
ing, may  not  be 
amiss  in  an  Institute 
whose  whole  effort 
has  been  to  promote 
the  mechanic  arts. 
This  school  was 
founded  by  one  John 
Boynton,  in  the 
year  1865.  To  hia 
gift  of  one  hundred 
thousand  dollars, 
other  liberal  citi- 
zens added  various 
sums,  until  a  school 
was  established  on 
a  firm  basis.  In  the 
year  1866,  the  Hon. 
Ichabod  Washburn 

conceived  the  idea  of  adding  ^^  a  machine  shop  of  suflScient  capa- 
city to  employ  twenty  or  more  apprentices,  with  a  suitable  number  of 
practical  teachers  and  workmen  in  the  shop  to  instruct  such  appren- 
tices, and  provided  with  all  necessary  steam-power,  engines,  tools. 


Digitized  by  VjOOQ IC 


Items  and  Novelties.  219 

apparatus  and  machinery,  of  the  most  improved  models  and  styles  in 
use,  to  carry  on  the  business  of  such  machine  shop  in  all  its  parts  as 
a  practical  working  establishment,"  his  wish  being  that  the  appren- 
tices entered  should  have  as  good  a  chance  to  become  proficient  work- 
men as  if  brought  up  in  any  of  the  best  workshops,  with  the  addition 
of  some  mental  training.  In  the  deed  of  gift  Mr.  Washburn  made 
the  wise  provision  that  in  event  of  any  insurmountable  difficulties 
arising  in  carrying  out  the  plans,  the  money  might  be  merged  into 
the  general  fund  of  the  Institute.  So  far  as  I  have  been  able  to  learn, 
the  design  of  the  school  is,  in  its  scope  and  purpose,  much  like  the 
technical  schools  of  Europe,  giving  prominence  to  the  practical  ele- 
ment. It  is  not  my  intention  this  evening  to  review  the  entire  course 
of  practice  and  studies,  but  rather  to  draw  your  attention  to  what  I 
have  learned  in  regard  to  the  management  of  these  apprentices.  The 
managers  of  the  school,  knowing  the  interest  I  have  taken  in  the  sub- 
ject of  the  education  of  mechanics,  have  given  me  much  information 
regarding  the  theory  of  its  operation. 

It  seems  that  a  five  months  trial  is  deemed  sufficient  to  demon- 
strate the  fitness  of  any  student  to  pursue  the  mechanical  career;  if 
he  shows  too  little  mechanical  talent,  his  true  bent  may  be  discovered, 
and  he  is  then  transferred  to  such  department  as  ma^  best  fit  him 
for  active  life ;  so  that  the  non-mechanics  become  weeded  out,  and 
those  who  continue  are  the  more  careful.  The  boys  are  advanced  as 
rapidly  as  possible,  and  are  freed  from  drudgery  as  soon  as  practioar 
ble.  They  are  taught  habits  of  industry,  and  made  to  feel  the  dig- 
nity of  labor.  Free-hand  drawing  is  an  imperative  necessity.  Mr. 
Ghas.  H.  Morgan,  in  a  letter  under  date  March  10th,  1878,  says : 

^^  Regarding  our  school,  I  may  say  that  it  is  successful  in  its  at- 
tempt to  combine  theory  and  practice,  especially  in  the  department 
of  mechanics.  The  students  in  this  department  are  required  to  have 
five  months  (solid)  practice,  except  ten  hours  each  week  devoted  to 
free-hand  drawing  before  commencing  studies.  We  have  at  present 
fifty-six  boys  in  the  shop  and  only  six  journeymen.  Yon  will  cer- 
tainly question  how  we  manage  so  many  boys,  and  we  found  it  no 
easy  problem.  In  answer,  I  have  to  say  that  we  have  found  it  for 
their  advantage  and  to  the  success  of  our  shop,  to  employ  them  at 
wood  work  for  the  first  year,  in  making  small  articles  that  require  but 
little  material ;  the  time  is  well  spent,  and  we  gauge  their  capacity 
at  the  least  expensive  work,  and  we  find  that  boys  make  quite  as 
much  advancement  in  working  iron  during  the  term  for  having  had 
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this  practice  in  the  wood  shop.  The  drawing  table  is  the  work  of  stu- 
dents ;  they  also  make  models  for  drawing.  The  senior  class  work 
on  the  speed  and  engine  lathes."  The  machine  tools  turned  out  by 
the  students  are  said  to  be  well  made.  The  boys  entering  the  shop 
find  workmen  employed  producing  work  for  sale  ;  they  are  employed 
at  such  parts  as  they  can  do  to  the  best  advantage,  and  their  work  is 
sold,  but  they  receive  no  wages.  Mr.  Washburn  did  not  believe  soch 
a  shop  could  be  made  self-supporting,  and  he  provided  for  this  contin- 
gency by  the  interest  of  a  fund  of  $50,0.00. 

''With  all  these  advantages  the  work  done  by  the  apprentices 
is  hardly  an  adequate  compensation  for  the  expense  involved  in  in- 
struction." I  understand  that  the  object  of  the  superintendent  is  to 
maintain  the  highest  standard  of  workmanship  practicable,  and  as  the 
aim  is  to  teach,  not  to  make  money,  it  becomes  possible,  by  judicious 
management,  to  employ  usefully  nine  apprentices  to  one  journeyman. 

The  business  of  the  shop  amouuts  to  about  ten  thousand  dollars  an- 
nually. The  profits  with  the  income  of  the  endowment  fund  have  so 
far  just  equalled  the  expense  of  operating  it.  It  is  claimed  that  the 
element  of  personal  responsibility  enters  with  every  student's  work, 
and  all  mere  turning  of  material  from  one  form  into  another  for  the 
sake  of  observing  the  process,  is  avoided.  Two  classes  have  been 
carried  through  the  three  years'  course,  and  are  successful  as  jour- 
neymen and  as  draftsmen  in  first-class  machine  shops.  Students  in- 
tending to  take  the  course  of  mechanical  engineering  must  begin 
their  apprentice  course  five  months  sooner  than  any  other  class  of  stu- 
dents, and  these  five  months  are  sufficient  to  enable  the  superintend 
dent  to  determine  the  fitness  of  the  student  for  the  profession,  and 
then,  in  case  they  have  no  aptitude  for  mechanics,  they  can  enter  the 
full  term  as  civil  engineers,  or  in  architecture,  drawing  and  design ; 
in  chemistry,  or  in  English,  French  and  German,  certain  studies  being 
common  to  all  these  departments,  as  it  is  the  aim  of  the  institution  to 
give  as  complete  a  general  education  as  possible,  and  to  point  out  the 
true  relations  of  theory  and  practice.  The  course  of  study  covers 
three  years — senior,  middle  and  junior. 

There  seems  to  me  much  that  is  good  in  this  experiment  in  Ameri- 
can education.  No  three  years  in  school  or  in  workshop  can  turn  out 
proficient  mechanical  engineers.  It  can  only  start  them  in  the  right 
road  to  reach  the  goal.  But  any  system  that  will  give  us  educated 
mechanics  accomplishes  something  in  the  right  direction.  It  is  from 
our  stock  of  educated  mechanics  that  we  must  hope  to  draw  our  na- 
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tion's  future  prosperity.  Skilled  workmen  are  in  demand,  but  if  we 
depended  upon  our  skilled  laborers  alone,  we  would  soon  fall  behind- 
hand. Well  directed  ingenuity,  however,  takes  the  place  of  skill,  en- 
abling unskilled  workmen  to  produce  new  and  better  work  than  skill, 
unaided  by  machinery.  The  scythe  and  cradle  drove  the  sickle  out  of 
the  harvest  field ;  but  where  are  the  mowers  of  this  vast  continent  ? 
happily,  a  boy  on  a  mowing  machine  can  do  more  and  better  work 
than  many  skilled  reapers  and  mowers. 

The  skilled  mechanic  of  by-gone  days  could  do  marvels  with  his 
chisel  and  file,  but  the  planing  machine  and  scraper  have  already  al- 
most numbered  his  trade  with  the  lost  arts.  The  skilled  workman  of 
to-day  may  in  a  few  years  find  no  use  for  his  handicraft ;  but  if  he 
to  his  skill  has  added  a  well-stored  mind,  he  becomes  invaluable ;  for 
it  is  from  the  progressve  mechanics  that  we  draw  our  stock  of  foremen 
and  leaders.  Good  judgment,  ingenuity,  knowledge  of  what  has  been 
done  by  others,  with  moderate  skill,  is  what  is  needed ;  and  when  to 
these  we  add  general  mental  culture,  the  happy  possessor  is  more 
sure  of  success  in  life  than  any  others  who  have  not  been  born  with 
silver  spoons  in  their  mouths.  For  in  these  days  of  iron  and  of  rail- 
roads, the  educated  mechanic  is  in  demand. 

Philadelphia  stands  to-day  the  greatest  manufacturing  city  of  this 
continent.  In  its  8339  establishments,  well  nigh  $200,000,000  worth 
of  machinery  is  adding  its  products  to  the  commerce  of  the  country, 
and  yet  among  all  this  hum  of  busy  industry,  with  a  full  knowledge 
that  it  is  far  better  that  our  sons  shall  have  good  trades  to  fall  back 
on,  after  their  school-days  are  past,  the  problem  of  what  is  best  for 
their  future  is  pressing  on  each  one  of  us  daily.  It  is  impossible  for 
all  the  boys  who  desire  to  enter  the  workshops  in  this  city  to  find  em- 
ployment. There  is  a  limit  to  the  amount  of  apprentice  labor  fixed 
by  possibility  of  profit  to  the  employers.  Hence  schools  such  as  this 
at  Worcester,  if  successful,  must  be  of  great  use.  And  any  system 
of  education  that  to  mental  culture  adds  manual  skill  and  impresses 
the  student  with  the  fact  that  there  is  dignity  in  manual  labor,  and 
that  implants  in  him  habits  of  industry  and  frugality,  is  to  be  encour- 
aged. Feeling  the  importance  of  the  subject,  I  have  been  induced  to 
make  this  convenient  little  table  an  excuse  for  barely  touching  on  a 
subject  of  so  much  interest  to  every  parent  or  guardian.  Having 
thought  much  on  this  subject,  I  hope  at  no  very  distant  day  to  be  per- 
mitted to  present  to  the  Institute  a  more  carefully  prepared  paper  on 
the  technical  education  of  the  American  mechanic. 
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A  Huge  Band  Saw. — The  Journal  noticed,  some  time  ago,  that 
a  band  saw  of  unprecedently  large  proportions  was  in  course  of  build- 
ing,  for  Mr.  J.  J.  Van  Pelt,  of  New  York,  at  the  establishment  of 
Messrs.  Richards,  London  &  Kelly,  of  Philada. 

The  machine  was  delivered  some  time  ago,  and*  has  been  for  some 
months  in  successful  operation,  at  the  mills  of  the  gentleman  above 
named. 

The  dimensions  of  the  machine  are  as  follows :  Saw,  55  feet  long, 
4^  to  6  inches  wide  and  of  16  gage ;  manufactured  by  Perin  k  Co., 
Paris. 

The  pulleys  are  75  inches  in  diameter,  including  hubs  of  wrought 
iron,  and  are  mounted  centrally  on  the  main  column,  so  as  to  equalize 
the  strain  of  the  saw,  and  prevent  ita  springing,  and  to  economize  its 
weight. 

They  are  covered  with  a  lagging  of  pine,  over  which  is  glued  an 
envelope  of  heavy  harness  leather. 

The  bearings  for  the  wheel  shafts  are  four  inches  in  diameter,  and 
twelve  inches  long,  and  are  made  of  an  alloy  of  6  parts  of  copper 
and  one  of  tin.  The  tension  is  from  one  to  four  tons,  and  neces- 
sarily calls  for  the  greatest  rigidity  in  the  framing  to  prevent  the 
guides  from  being  thrown  out  of  position  by  the  varying  tension  of 
the  blades. 

The  kerf  of  the  saw  is  said  to  be  less  than  that  of  a  circular  saw. 
Speed  is  4,500  feet  per  minute.  Pine  timber  can  be  cut  at  the  rate 
of  sixty  feet,  and  oak  and  yellow  pine  at  the  rate  of  thirty  feet  per 
minute,  the  logs  being  from  one  inch  to  five  feet  in  thickness. 

It  is  said  that  the  saw  will  follow  the  curvature  of  long  timber, 
such  as  is  used  in  ship  building,  and  is  cut  with  the  grain.  This  prop- 
erty not  only  effects  considerable  economy  in  the  timber  over  the  cir- 
cular saw,  but  also  adds  to  the  value  of  the  work. 

The  experiment  is  declared  on  all  sides  to  have  proven  a  complete 
success  ;  and  will  doubtless  lead  to  others  no  less  novel.* 

The  Steam  Jacket. — Before  the  Scientific  and  Mechanical  So- 
ciety of  Manchester,  England,  the  subject  of  the  steam  jacket,  its 
advantages  and  disadvantages  and  economy  were  discussed,  and  some 
interesting  differences  of  opinion  manifested.  Wm.  A.  Hildebrandt 
maintained  the  assertion  that  the  use  of  the  steam  jacket  was  opposed 
to  economy.     He  stated  his  position  as  follows :     Its  advantages  are, 

*  Sci.  Amer.,  March,  1873. 
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1st,  that  it  slightly  increases  capacity  of  the  cylinder,  by  keeping  the 
steam  within  dry  ;  2d,  it  affords  greater  immunity  from  breakdowns, 
since  it  prevents  the  accumulation  of  condensed  water  in  the  cylinder. 
Its  disadvantages  were  thus  stated  :  1.  Waste  of  fuel.  2d.  Increased 
labor  in  its  attendance.  8d.  Increased  outlay  of  capital,  amounting 
to  about  20  per  cent.  From  this  presentation,  Mr.  H.  pronounces 
the  judgment  that  the  steam  jacket  must  be  declared  to  be  not  eco- 
nomical. In  the  discussion  which  the  paper  elicited,  several  promi- 
nent engineers  expressed  themselves  strongly  in  favor  of  the  jacket ; 
others  as  strongly  against  it.  One  member,  for  example,  states  that 
from  careful  observations  for  several  months,  upon  an  engine  with  a 
steady  load,  he  found  that  by  discontinuing  the  use  of  the  steam 
jacket  a  saving  of  10  per  cent.  Of  fuel  was  effected. 

Increase  of  Iron  Works  in  1872.— The  following  tabulation 
from  a  contemporary  will  serve  to  give  a  tolerably  clear  estimate  of 
the  progress  of  the  iron  industry  of  the  country. 


BTATI. 

rUBKACM. 

aOLLIMO  MILLS. 

TOTAL. 

Built. 

Projected. 

Built. 

Projected. 

XewWorki 

PennsyWania, 

48 

11 

15 

6 

79 

Ohio, 

18 

6 

4 

80 

W.  Virginia, 

1 

2 

Indiana, 

4 

1 

1 

8 

Illinois, 

3 

7 

Missouri, 

6 

2 

9 

Tennessee, 

5 

2 

8 

Wisconsin, 

8 

8 

Michigan, 

6 

5 

12 

Massachusetts, 

1 

2 

New  York,  ' 

4 

1 

2 

7 

Vermont, 

1 

1 

Connecticut, 

1 

2 

New  Jersey, 

1 

1 

Georgia, 

2 

7 

9 

Alabama, 

2 

1 

3 

North  Carolina, 

1 

4 

5 

Total,  107  89  36  12  194 

Iron  Production. — In  connection  with  the  foregoing  statement 
of  the  progress  of  the  iron  industry  of  the  country,  the  following  ab- 
stract from  the  report  of  the  secretary  of  the  Pig  Iron  Manufactur- 
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ers'  Association  may  be  of  interest.  From  this  document  we  glean 
the  information  that  the  make  of  iron  during  the  year  1872  amount- 
ed to  2)888,250  tons;  divided  as  follows  :—Anthracite)  1,197,010 
tons ;  raw  bituminous  and  coke,  712,500  tons,  and  charcoal,  478,500 
tons. 

From  an  inspection  of  the  table  above  given,  it  appears  that  the 
increase  in  the  number  of  rolling  mills  has  kept  pace  with  the  number 
of  blast  furnaces. 

There  was  consumed  in  the  country  during  the  year,  4,054,618 
tons  of  iron,  including  400,000  tons  of  American  scrap.  One- tenth 
of  the  total  consumption  was  American  scrap,  three-tenths  imported 
iron,  and  six-tenths  American  pig.  The  consumption  was  divided  as 
follows : — In  casting,  1,103,000  tons;  in  railroad  supplies,  2,478,500 
tons,  and  in  miscellaneous  wrought  iron  products,  730,000  tons. 

The  ore  production  for  the  past  year  was  very  largely  in  excess  of 
that  of  previous  years,  being  6,400,000  tons. 

The  report  further  states  that  five  Bessemer  works  were  in  opera- 
tion (four  new  ones  being  projected  at  date  of  report),  consuming 
125,361  tons  of  pig  metal,  and  fixes  the  production  of  Bessemer  rails 
for  the  year  at  90,000  tons. 

Hoosao  Tunnel. — The  progress  of  this  work,  up  to  the  1st  of 
March,  1873,  is  stated  to  be  as  follows  : 

Extension  of  headings  during  the  month  of  February,  277  feet. 

Total  worked  accomplished :  froQfi  the  east  end,  westward,  18,480 
feet ;  from  the  west  end,  eastward,  8,966  feet ;  total,  22,746  feet. 
Leaving  still  to  be  opened,  2,555  feet,  or  somewhat  less  than  half  a 
mile. 

An  Improved  Safety  Lamp. — An  invention  ascribed  to  Mr. 
William  Yates,  claiming  to  be  a  great  improvement  upon  the  Davy 
Safety  Lamp,  is  thus  described  :*  The  wire  gauze  is  removed  from 
that  part  of  the  lamp  surrounding  the  flame,  and  its  place  is  supplied 
with  a  buirs-eye  glass  in  front  and  a  polished  silver  surface  behind ; 
thus  securing  a  brilliant,  cheerful  light,  and  removing  the  temptation, 
which  with  the  old  lamp  is  very  strong  at  times,  to  remove  the  gauze 
to  obtain  sufficient  light.  The  light  thus  obtained  is  stated  to  be 
twenty  times  greater  than  with  the  old  Davy ;  and  again,  the  flame 
is  placed  so  low  that  it  cannot  be  made  to  approach  the  gauze  by  the 
breath  or  by  tilting  the  apparatus.     The  lower  portion  of  the  lamp> 

♦Engineer,  Feb.,  1873. 
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containing  the  oil  reservoir  and  the  wick,  which  is  screwed  to  the  part 
which  consists  of  the  gauze  funnel,  the  bull's-eye  and  the  reflector^ 
has  a  spring-bolt  attached  to  it  which  catches  each  time  the  screw  ia 
turned,  and  finally  locks  together  the  two  parts  of  the  lamp.  The 
bolt  is  easily  removed  by  another  screw,  but  this  cannot  be  done 
without,  at  the  same  time,  withdrawing  the  wick  and  extinguishing 
the  flame,  thus  making  it  impossible  to  obtain  a  light  by  opening  the 
lamp. 

It  seems,  therefore,  that  this  new  improyeraent  remedies  the  defects 
of  the  old  lamp,  to  which  many  of  the  accidents  occurring  in  the 
mines  are  attributed. 

Silk  Manofactare. — The  statistics  of  this  industry  in  the  United 
States  indicate  a  most  surprising  and  gratifying  increase.  Ten  years 
ago  it  was  in  its  infancy,  and  purely  an  experiment ;  now  it  has 
attained  to  vast  proportions,  and  bids  fair  to  speedily  become  one  of 
the  most  prominent  manufactures  of  the  country. 

The  recently  published  annual  report  of  the  Silk  Manufacturer's 
Association  contains  the  statement  that  $80,000,000  are  invested  in 
this  industry  in  the  country,  and  sixteen  thousand  operatives  are  em- 
ployed, whose  wages  reach  $8,000,000,  and  the  value  of  whose  pro- 
duction is  estimated  at  between  80  and  $40,000,000. 

A  ITew  Solvent  for  Iodine,  bt  Dr.  I.  Walz. — I  find  that  gla- 
cial acetic  acid  is  an  excellent  solvent  of  iodine,  certainly  not  inferior 
to  alcohol.  On  heating  acetic  acid  with  excess  of  iodine  to  boilings 
and  then  allowing  to  cool  slowly,  beautiful,  large,  slender  crystals  of 
iodine  will  form  (sometimes  half  an  inch  long.)  The  crystals  formed 
from  supersaturated  alcohol  solution  of  iodine  are  short,  of  arrow- 
head shape,  and  by  no  means  so  abundant,  for  glacial  acetic  acid 
takes  up  far  more  iodine  hot  than  cold.  I  hope  you  will  make  this 
easily  executed  experiment,  and  you  will  then  see  the  finest  iodine 
crystals  yet  produced. 

If  saturated  alcoholic  and  glacial  acetic  solutions  of  iodine  are  mixed 
in  equal  proportions,  and  allowed  to  stand,  acetic  ether  is  formed. 
The  presence  of  a  little  MnOj  and  a  drop  of  SO^H,  seems  to  promote 
the  formation,  but  is  quite  unnecessary. 

Elongation  by  Magnetization. — Prof.  Mayer  has  announced 
some  instructive  conclusions  from  a  series  of  experiments  upon  mag* 
netism.  These  experiments  were  made  with  a  view  to  determine  any 
change  of  dimensions  suffered  by  bars  of  steel  or  iron  by  magnetiza^ 
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tion.  The  apparatus  employed  for  this  purpose  was  extremely  deli- 
cate, and  capable  of  measuring  a  variation  in  length  of  one  two  hun- 
dred thousandths  of  an  inch.  By  means  of  this  apparatus  he  deter- 
mined that  bars  of  iron  suffered  an  elongation  when  a  current  of 
electricity  was  passed  through  them ;  when  the  current  was  inter- 
rupted the  bars  shortened  somewhat,  but  never  quite  regained  their 
original  length.  With  annealed  steel  bars  the  results  were  the  same ; 
but  with  tempered  steel  they  were  quite  different.  Upon  passing  a 
current  around  these  they  tsontracted,  and  on  interrupting  the  cur- 
rent they  contracted  still  further. 

A  ITew  Colorimeter. — A  new  instrument  of  this  kind  has  been 
suggested.  It  consists  of  two  pieces  of  glass,  touching  at  one  end, 
and  held  apart  at  the  other  by  a  strip  of  platinum. 

Upon  one  of  the  plates  a  series  of  fine  lines  is  engraved ;  and  the 
intensity  of  any  two  colors  is  determined  by  comparison  of  the  depth 
of  liquid  which  it  is  necessary  to  add  until  the  lines  before  referred  to 
become  invisible. 

The  Oxyhydrogen  Light. — The  conclusigns  reached  by  M.  Le 
Blanc,  who  has  given  the  new  method  of  illumination  a  thorough  ex- ' 
amination,  are  that  in  point  of  economy  it  affords  but  little  gain  over 
the  ordinary  method  of  gas  lighting. 

The  method  of  illumination  cannot  well  be  carried  into  effect  with- 
out the  attachment  of  carburizers  and  regulators  at  the  foot  of  each 
lamp-post.  The  friends  of  the  invention  in  France  are  said  to  ac- 
knowledge that  the  plan  is  not  practically  adapted  for  street  illumin- 
ation. 

Correction. — In  the  March  number  of  the  Journal,  in  the  descrip- 
tion of  an  improved  testing  machine,  on  page  146,  there  occurs  the 
statement  that,  owing  to  a  peculiar  arrangement  of  the  bearings  and 
fulcrums  of  the  machine  there  was  no  friction.  The  error  was,  at  the 
time  of  printing,  overlooked,  in  making  a  hasty  abstract  of  a  lengthy 
description  which  had  been  offered  for  publication.  As  the  statement, 
if  uncorrected,  might  lead  to  the  suspicion  that  the  Editor  was  a  con- 
vert to  the  doctrine  of  perpetual  motion,  this  opportunity  is  taken  to 
call  attention  to  the  misstatement. 

Obituary. — There  was  none  greater,  in  the  science  of  engineer- 
ing, in  the  broadest  sense,  than  William  John  Macquorn  Rankine, 
lute  Professor  at  the  Glasgow  University,  recently  deceased  in  that 
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city ;  and  the  following  resolutions,  passed  at  a  meeting  of  the  Fac- 
ility of  the  Stevens  Institute,  testify  to  the  esteem,  we  might  almost 
say  veneration,  in  which  Professor  Rankine  was  held  by  his  scientific 
confreres  throughout  the  world. 

At  a  special  meeting  of  the  Faculty  of  the  Stevens  Institute  of 
Technology,  held  Wednesday,  January  15,  1873,  the  following  reso- 
lutions were  moved  by  Prof.  Thurston  and  unanimously  adopted : 

Resolved,  That  we  have  learned  with  profoaDcl  regret  the  death  of  Professor 
William  John  Macqaorn  Rankine,  of  the  University  of  Glasgow,  Scotland. 

Resolved,  That  in  his  death  we  feel  that  we  have  lost  a  most  eminent  member 
of  the  Engineering  Profession,  a  distingnished  brother  in  science,  a  rarely- 
gifted  scholar,  and  one  who,  in  a  degree  seldom  equalled,  has  aided  the  great 
<;aa8e  of  the  application,  in  technical  and  general  education,  of  scientific 
knowledge. 

Resolved,  That  we  find,  in  the  vast  amount  of  valuable  work  accomplished 
by  the  deceased,  cause  of  thankfulness  to  Him  who  doeth  all  things  well  for 
the  preservation  until  now  of  so  fruitful  a  life. 

Resolved,  That  copies  of  these  resolutions  be  forwarded  through  the  United 
States  Consul  at  Glasgow,  to  the  Council  of  the  University  of  Glasgow,  and  to 
the  family  of  the  deceased. 

HENRY  MORTON,  President 

O.  F.  Kroeh,  Secretary. 


OPTICAL  SECTION. 

A  New  Slide  for  the  Microscope.— At  a  recent  meeting  of 
the  Optical  section  there  was  described  and  exhibited  in  operation  a 
new  adjunct  to  the  microscope,  designed  by  Mr.  D.  S.  Holman,  a 
member  of  the  Section,  whose  life  slide  recently  attracted  so  much 
attention  and  comment. 

The  new  device  may  be  called  a  current  cell,  and  is  designed  to 
afford  the  microscopist  the  opportunity  of  observing  and  studying 
the  constitution  of  the  blood  and  other  organic  fluids  with  much 
greater  ease  and  precision  than  it  has  heretofore  been  found  possible 
to  attain. 

The  accompanying  illus- 
tration will  serve  to  make 
the  description  of  its  con- 
struction and  operation  man- 
ifest : 

The  slide  consists  of  a 
plain  piece  of  plate  glass  of 
considerable  thickness,  and  three  inches  or  more  in  dimensions. 

This  is  furnished  at  equal  distances  from  its  centre  with  two  well 
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polished  shallow  cavities  of  circular  form,  which  are  connected  with 
each  other  hy  two  capillary  channels.  These  channels  are  likewise 
polished,  and  to  permit  of  a  greater  field  in  focussing  for  their  con- 
tents, the  groove  of  the  tube  is  made  triangular  in  section,  with  one 
side  forming  a  right  angle  with  the  surface  of  the  slide,  and  the  other 
forming  with  it  a  very  large  angle. 

The  arrangement  of  the  cell,  or  moist  chamber,  is  as  follows  : 

In  order  that  the  current  shall  be  most  sensitive,  the  slide  should 
first  be  brought  nearly  to  the  temperature  of  the  body  by  holding  it 
for  a  few  minutes  in  the  hand.  A  small  quantity  of  the  liquid  to  be 
examined  (blood,  for  exatnple),  is  then  to  be  placed  in  each  cell,  and 
a  thin  cover  glass  placed  upon  them.  If  held  down  for  a  moment  with 
the  hands,  the  air  within  the  cavities  will  become  slightly  rarified^ 
and  the  cover  glass  so  firmly  held  in  place  by  atmospheric  pressure 
as  to  require  no  artificial  attachment. 

Upon  removal  of  the  fingers,  it  will  be  found  that  the  centre  of 
the  cavities  is  occupied  with  a  bubble  of  air,  while  a  thin  annulua 
about  the  circumference,  as  well  as  the  connecting  capillary  tubes^ 
are  occupied  by  the  fluid. 

The  slide  is  now  ready  for  inspection.  If  placed  beneath  the  mi<- 
croscope,  and  the  instrument  is  focussed  upon  the  connecting  channel,, 
a  number  of  corpuscles,  red  and  white,  will  be  observed,  but  quite 
quiescent.  Let  the  finger  be  now  approached  to  the  neighborhood  of 
either  cell,  when  at  once  a  current,  more  or  less  rapid,  according  to 
its  proximity,  commences  to  flow  beneath  the  object  glass ;  remove 
the  finger,  and  the  direction  of  the  current  is  reversed. 

The  current  is  caused  by  the  expansion  of  the  air  bubble  in  the 
cell,  in  consequence  of  the  heat  radiated  from  the  finger ;  and  \t& 
rapidity  may  be  controlled  to  a  nicety  by  regulating  the  proximity 
of  the  finger.  So  sensitive  is  the  apparatus,  that  even  with  the  high- 
est powers,  a  corpuscle,  granule  or  cell  in  the  field  of  view,  may  bo 
leisurely  turned  over  and  over  in  any  desirable  position,  thus  afford- 
ing an  unequalled  means  of  observation  and  study  to  the  microscopist ; 
and  while  the  eye  is  examining  at  leisure  the  behavior  of  the  objects 
beneath  it,  the  mind  is  charmed  with  the  simplicity  of  the  means  hj 
which  these  motions  are  controlled. 

In  the  cell  here  described,  no  foreign  liquid  is  added  to  the  mate- 
rial under  examination. 

Moreover,  if  each  cell  be  entirely  filled,  but  with  liquids  of  differ- 
ent densities,  the  cell  holding  the  denser  liquid  being  placed  slightly 
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uppermost  upon  the  rotating  stage  of  the  microscope,  the  action  of 
grayitj  will  cause  two  currents  to  flow  in  opposite  directions  through 
the  communicating  channels,  and  in  this  way  the  phenomena  of  trans- 
fusion,  crystallization,  etc.,  may  be  observed  for  a  considerable  length 
of  time,  which  otherwise  are  brought  to  sight  only  with  difficuly. 

At  the  conclusion  of  the  description,  the  ingenious  and  useful  device 
was  highly  praised  by  those  members  present,  who  were  best  able  to 
appreciate  its  value,  and  its  exhibition  beneath  the  microscope  was 
the  occasion  of  much  interest. 


iitrU09apbial  ^i$ixm. 


On  the  Strength  of  Bridgee  and  Roofs.     By  Samubl  H.  Shrbvb, 

C.  E.     New  York :  D.  Van  Nostrand,  1878. 

There  has  probably  been  no  one  branch  of  technical  engineer* 
ing  literature  upon  which  so  many  pamphlets,  essays  and  treatises 
have  been  written,  as  upon  the  subject  of  bridge  and  roof  construc- 
tion ;  and  it  might  be  made  an  interesting  subject  of  speculation  to 
inquire  the  reason  for  such  an  expenditure  of  mental  force  in  that 
direction.  To  add  to  the  theoretical  division  of  the  subject,  little  or 
no  room  is  left  for  the  original  investigator,  always  excepting  the  dis- 
cussion of  swing  bridges  and  the  rigid  and  braced  arch,  concerning 
which  we  have  little  that  the  practising  engineer  can  readily  under- 
stand or  apply.  We  may  divide  the  various  modes  of  treating  the 
subject  most  conveniently  into  the  '^Arithmetical,'*  the  '^ Analytical," 
and  the  "Algebraic,"  which,  while  strictly  an  incorrect  division  (as 
any  treatment  must  be  analytical),  still  it  answers  the  purpose  for 
the  present,  if  we  understand  the  intermediate  method  as  the  one  em- 
ploying the  calculus  and  "  higher  "  mathematics. 

To  the  last  class  Mr.  Shreve's  book  belongs,  and  throughout  he 
has  kept  up  a  harmony  of  discussion  and  symbols  that  is  in  strong  con- 
trast with  the  mixed  methods  employed  by  most  writers  on  such  topics. 
While,  of  course,  there  is  nothing  new  in  the  abstract  in  any  of  Mr. 
Shreve's  discussions,  there  is  a  great  deal  in  the  mode  of  applying 
well  recognized  principles,  as  well  as  in  the  natural  progression  from 
simple  to  complicated  forms  of  trussing.  He  has  adopted  the  method 
of  sections,  a  process  of  great  flexibility,  but  as  developed  by  all  other 
authors,  it  involves  an  amount  of  time  for  its  application  not  usually 
at  the  disposal  of  the  engineer.  The  method  of  sections  requires  no 
^'refined"  mathematical  knowledge,  but  it  does   require  familiarity 
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with  the  simpler  algebraic  processes,  as  well  as  a  knowledge  of  the  ele^ 
mentarj  laws  of  mechanics  as  embodied  in  the  principle  of  the  lever 
and  the  resolution  of  forces.  It  has  a  further  value  in  that  it  is  per- 
fectly general  for  all  trusses  of  whatsoever  form,  such  forms  being 
always  special  cases  under  the  general  law.  For  this  reason,  it  is 
probably  the  best  method  of  bringing  before  the  student  a  comprehen- 
sive theoretical  knowledge  of  bridge  construction,  which,  of  course, 
must  be  mastered  before  he  can  make  a  further  step  forward,  and 
learn  to  put  his  "strain  diagrams  "  into  a  practical  shape.  For  of- 
fice practice,  no  method  can  ever  supersede  the  arithmetical  method^ 
as  first  suggested  by  Mr.  Whipple  twenty-six  years  ago— that  is  for 
parallel  beam  trusseSy  a  method  of  analysis  now  used  by  nearly  all 
actively  employed  engineers,  perhaps  with  some  modification,  but  es- 
sentially the  same  now  as  then. 

It  is  useless  to  expect  other  than  "  student  engineers  "  to  revel  ia 
the  calculus  and  such  analytical  methods,  and  it  is  that  which  has 
marred  more  than  one  of  our  intended  text  books.  Mr.  Trautwine^ 
in  the  preface  to  his  "  Hand  Book,"  expressed  a  sweeping  contempt 
for  "mathematical  rubbish,"  and  as  he  probably  meant  it,  he  waa 
quite  correct.  "  Linea  brevissima  recta  est  "  must  be,  of  necessity^ 
the  engineer's  motto,  life  being  too  short  for  "  elegant  refinements  '* 
after  a  man  has  passed  his  college  days ;  only  he  must  be  careful  to 
be  sure  that  his  straight  line  is  in  the  right  direction,  or  he  may  find 
himself  sadly  astray.  There  are  some  higher  forms  of  trussing,  in 
which  it  is  difficult  to  avoid  algebraic  analysis  of  some  sort,  forms 
which  arithmetical  methods  fail  to  reach — such  as  bow-string  girders, 
lenticular  and  curved  chords.  The  resolution  and  composition  of 
forces  so  often  applied  to  such  forms  are  fearfully  tedious,  not  to 
mention  the  errors  multiplying  through  so  much  scale  transferring. 
It  is  just  here  that  we  must  beg  aid  from  the  "  mathematical  rub- 
bish," and  there  probably  can  be  nothing  simpler  than  the  method  of 
sections  applied  to  such  forms.  It  will  always  meet  the  case,  and,  as 
Mr.  Shreve  has  shown  us,  in  a  way  that  appears  to  be  the  essence  of 
simplicity.  Under  a  variable  load,  the  difficulties  by  any  other  method 
intensifies  to  a  brain-splitting  degree,  and  while  it  is  bad  enough  evenr 
by  the  method  of  sections,  it  is  probably  the  only  one  that  can  be  em- 
ployed successfully  by  the  average  educated  engineer.  All  writers, 
so  far  as  the  writer  is  aware,  flounder  on  the  bow-string  variably 
loaded,  if  they  avoid  the  method  of  sections.  Who  could  rise  from  a 
perusal  of  Rankine,  and  say  that  he  understood  his  discussion  of  it  t 
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Mr.  Trautwine  does  not  touch  it,  but  simply  quotes  R'ankine,  frankly 
disavowing  any  knowledge  of  what  Bankine  meant.  Stoney,  whose 
work,  taken  all  in  all,  is  the  best  treatise  in  the  language  on  the  sub- 
ject on  which  it  treats,  and  which  no  constructing  engineer  can  afford 
to  be  without,  descends  from  his  usually  simple  manner  of  discussion, 
and  gives  a  special  case,  worked  out  by  the  never  ending  and  error- 
multiplying  resolutions  of  forces.  Humber  deals  in  glittering  gener- 
alities, and  leaves  the  enquiring  student  profoundly  impressed  with 
the  higher  mysteries  of  the  profession.  Ritter's  *'  Bridge  and  Roof 
Construction"  (most  vnretchedly  translated,  scissored  and  printed  by 
Diedrich  in  his(?)  '^  Theory  of  Strains  "),  is  in  the  main  an  arithme- 
tical application  of  the  method  of  sections,  covering  all  possible  forms 
of  trusses,  arches,  domes,  etc.,  and  with  a  degree  of  thoroughness  that 
only  a  German  has  patience  to  develop ;  but,  being  arithmetical^  the 
processes  are  long  and  tedious,  besides  which  the  manner  of  taking 
moments  allows  of  error.  For  a  bow-string,  for  example,  he  passes 
a  plane  through  each  panel,  so  as  to  cut  but  three  members,  the  inter- 
section of  any  two  prolonged  being  used  for  the  centre  of  moments 
for  the  web  members,  the  centres  of  moments  in  the  web  chords  beings 
of  course,  taken  in  the  chords  themselves. 

Coming,  now,  to  Mr.  Shreve's  book,  we  find  the  radical  modification 
of  the  usual  manner  of  treating  the  method  of  sections  consists  in  hia 
deriving  the  web  strains  from  the  horizontal  components  of  the 
chords,  and  by  so  doing  he  has  been  enabled  to  so  simplify  his  for- 
mula as  to  make  them  readily  available.  It  is  the  web  strains  that 
have  always  given  the  trouble,  the  chord  strains  being  readily  enough 
computed. 

The  arrangement  of  the  book  is  admirable,  the  student  being  led 
gradually  from  the  simpler  to  the  more  complex  forms,  the  same  for- 
mula following  him  throughout,  simply  being  modified  as  the  several 
cases  vary.  No  case  is  treated  as  a  distinct  topic,  isolated  in  itself, 
but  merely  part  of  the  whole,  in  which  its  great  value  to  the  student 
in  a  great  measure  consists.  Every  form  of  truss  treated  is  followed 
by  an  example  worked  out  in  detail,  showing  the  application  of  the 
formula  an  excellent  aid  to  a  proper  appreciation  of  the  method  of 
investigation.  There  are  a  few  engineers  still  living  who  adhere  to 
the  idea  that  the  centre  brace  is  unaffected  by  the  dead  load  of  a  struc- 
ture, and  therefore  is  required  to  be  of  full  section,  and  extended 
throughout  the  whole  length  of  the  truss.  To  such  the  discussion  of 
Mr.  Shreve  on  the  subject  will  be  of  value  as  being  clear  and  con- 
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vinciDg,  in  which  nothing  is  OBtumed^  but  deduced  purely  from  the 
few  simple  mechanical  axioms  that  lie  at  the  bottom  of  all  construc- 
tion. This  is  a  noteworthy  peculiarity  pervading  the  whole  book, 
and  not  the  least  among  its  merits.  Mr.  Shreve  has  been  happy  in 
his  explanatory  remarks,  indulging  in  no  verbosity,  but  expressing 
tersely  and  unmistakably  just  what  he  means,  leaving  nothing  to  be 
inferred.  In  a  little  over  300  pages  he  explains  and  analyzes  under 
one  system  almost  all  forms  of  independent  trusses,  giving  worked- 
out  examples  of  each,  and  in  many  cases  takes  his  examples  from 
actual  structures. 

Some  ten  pages  are  devoted  at  the  end  of  the  book  to  the  subject 
of  columns,  which  not  being  subject  to  theoretical  analysis,  is  evi- 
ilently  out  of  place  in  a  book  of  this  character.  Besides  this,  the 
information  given  is  meagre,  and  amounts  simply  to  quoting  Hodg- 
kinson's  formulae  for  cast  and  wrought  iron  columns,  not  touching 
Oordon's  rule  at  all — the  rule  by  which  most  engineers  are  governed, 
as  being  convenient  to  apply  and  perfectly  safe. 

The  rules  for  the  strength  of  columns  are  purely  empirical,  and 
therefore  their  discussion  belongs  more  properly  to  the  ^'  strength  of 
materials,"  which  Mr.  Shreve  does  not  touch  at  all. 

Apart  from  this  unwise  addition  to  the  book,  Mr.  Shreve  has  pro- 
duced a  work  that  must  always  take  high  rank  as  a  text  book,  and 
while  not  exactly  fulfilling  the  requirements  of  an  office  hand-book, 
no  bridge  engineer  should  be  without  it  as  a  valuable  work  of  refer- 
ence and  one  that  will  very  frequently  assist  him  out  of  difficulties. 

As  before  remarked,  for  trusses  with  curved  chords,  bowstrings, 
«tc.,  it  appears  to  be  clearer  than  any  book  heretofore  issued,  so  far 
as  examined  by  the  writer,  and  it  is  hard  to  imagine  anything  more 
simple  than  the  manner  in  which  Mr.  Shreve  adapts  the  ^^  Method  of 
Sections**  to  such  forms.  The  author  promises  a  second  volume,  ex- 
tending the  same  principle  and  methods  to  the  consideration  of  con- 
tinuous girders,  swing  bridges,  cantilever  trusses,  braced  arches,  etc., 
and  it  is  to  be  hoped  that  the  profession  will  not  be  kept  long  waiting 
for  it.  The  publisher  deserves  a  good  word  for  the  handsome  manner 
in  which  the  work  is  produced,  in  the  well  arranged  type,  thick  toned 
paper  and  substantial  binding,  although  a  little  more  care  in  the  press 
work  would  still  further  have  enhanced  its  appearance. 

Alfred  P.  Bollbr. 

New  York,  March  1th,  1873. 
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BESSEMER  MACHINERY. 

A  Lectare  delWered  before  the  Stadents  of  the  Stevens  Institate  of  Techno- 
logy by  A  LSI.  L.  HoLLKT,  G.  E. 

(Continued  from  Vol.  LXIV,  page  399.) 

The  Bessemer  blowing  cylinder  valve,  at  first  universally  and  still 
somewhat  used,  is  shown  by  Fig.  10.     It  is  simply  a  rubber  band, 
encircling  the  end  of  the  cylinder,  and  opening   and  closing   the 
air-holes,  over  which  it  lies,  by  automatically  stretching  and  contract- 
Fig.  11. 

;  Fig.  10. 


ing.  These  valves  rapidly  fail  from  the  heat  and  stretching,  even 
when  the  cylinder  is  cooled  by  water-jacketing,  and  they  are  somewhat 
inaccessible  for  repairs. 

A  modification  of  the  blast-furnace  flap-valve  is  more  generally 

approved.    Fig.  11  shows  it  as  applied  to  a  vertical  Bessemer  engine  at 

the  Cambria  works.   A  are  the  ejection-valves.   The  induction-valves, 

B,  have  the  smallest  possible  clearance  and  consequent  waste  of  air* 
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The  positive-valve  motion — large  piston-valves  opened  and  closed  by 
the  engine — is  being  substituted  abroad  for  automatic  valves.  This 
is  an  improvement,  compared  with  the  early  Bessemer  valve,  Fig.  10, 
but  it  is  costly,  and  it  has  its  own  peculiar  difficulties.  A*  good  rubber 
valve  (Fig.  11),  |  inch  thick,  and  resting  on  a  grating  with  one-inch 
openings,  is  quite  satisfactory,  provided  the  access  for  repairs  is  good 
and  the  cylinder  and  head  are  water-jacketed. 

There  is  a  constant  impression  in  the  minds  of  capitalists,  and  even 
of  general  engineers,  that  any  given  iron-  and  steel-making  machinery 
may  be  cheapened — that  less  heavy  and  less  accurately  fitted  parts 
will  do — that  all  this  duplication  is  not  absolutely  essential — that 
masonry  buildings,  and  iron  roofs  especially,  are  mere  luxuries,  and 
that  it  is  better  to  make  a  little  less  product,  and  to  take  the  risks  of 
breakage  and  fire,  rather  than  to  pile  a  million  dollars,  before  earning 
the  first  cent,  into  what  may  be  called  a  complete  steel  rail  plant,  viz., 
four  vessels  and  appurtenances,  a  blooming-mill,  a  rail-mill,  a  small 
merchant-train,  and  the  necessary  furnaces,  fixtures  and  movables. 

These  impressions,  however,  are  contradicted  every  day  by  the  cur- 
rent history  of  the  iron  business.  Competition  springs  up  in  more 
favorable  mineral  localities — what  do  the  old  works  do  ?  Tear  out 
their  old  machinery  and  build  better — and  so,  by  producing  more 
cheaply,  keep  in  the  field.  The  whole  matter  lies  in  a  nut-shell. 
Works  that  will  stand  hard  crowding^  day  and  night — works  where 
steam-machines  can  get  enough  to  do  to  make  it  worth  while  to  substi- 
tute them  for  muscle — such  works  cost  less  to  construct,  and  to  run, 
per  ton  of  product^  just  in  proportion  to  their  bigness,  always  pro- 
vided they  do  not  grow  out  of  reach  of  a  reasonably  compact,  homo- 
geneous and  well-organized  management. 

We  come,  finally,  to  the  general  arrangement  of  fixtures  and  machi- 
nery. The  standard  English  plant,  as  worked  out  by  Bessemer  and 
still  adhered  to  in  England  and  on  the  Continent,  excepting  only  in  a 
very  few  of  the  later  works,  is  shown  in  Plate  V,  by  the  side  of 
the  standard  American  plant  now  adopted,  with  a  few  changes  in 
detail,  in  all  American  works.  The  American  plant  is  farther  illus- 
trated by  Fig.  12.  This  new  arrangement  is  found  necessary  to  a 
large  and  economical  production. 

Its  most  conspicuous  feature  is  the  arrangement  of  the  vessels, 
especially  their  height  above  the  general  floor,  and  the  consequent 
shallowness  of  the  casting-pit.  The  English  vessel  centres  stand  only 
three  or  four  feet  above  the  general  floor,  and  the  bottom  of  the  cast- 
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ing-pit  must  hence  be  eight  or  nine  feet  below  it.  In  this  confined, 
unventilated  and  comparatively  inaccessible  gulf  the  largest  and  the 
hottest  manual  work  is  performed.     Here  the  steel  is  poured  and  the 

Fig.  12. 


red-hot  ingots  and  moulds  are  handled.  In  the  American  plant,  the 
Tessel  centres  are  nine  feet  above  the  general  floor,  and  the  pit  is  but 
SO  inches  deep — just  deep  enough  for  convenient  casting.  All  the 
operations  of  casting  are  performed,  all  the  ingots  and  moulds  are 
handled,  bj  men  standing  on  the  general  working  floor  of  the  build* 
ing.  Convenient  access,  free  ventilation,  and  a  short  lift  of  moulds 
and  ingots  are  thus  secured.  The  high  vessel  also  allows  the  removal 
of  the  vessel  bottoms  on  the  general  floor;  and  there  is  a  second  storj 
of  working  room,  bj  means  of  the  platforms  around  the  vessels,  at 
the  level  of  their  centres.  The  runners  are  accessible  for  repairs,  and 
the  vessel  noses  for  the  insertion  of  scrap,  from  this  platform.  When 
highly  siliconized  or  hot  irons  are  used,  some  steel  scrap  is  put  into 
.the  vessel  cold,  and  melted  as  well  as  reconverted  with  the  iron 
charge. 

Placing  the  vessels  side  by  side  is  not  new.  Bessemer  did  it  in  his 
early  practice,  but  not  in  such  a  way  as  to  realize  the  advantages  we 
are  considering.  In  the  American  plant  the  rear  of  the  vessels  is 
open  to  a  floor  in  the  cupola  building  from  which  they  may  be 
conveniently  fired,  and  where  the  tuyere-boxes  may  be  opened,  the 
tuyeres  repaired,  and  the  vessel  bottoms  set.  The  converting-house 
floor  under  the  cranes  is  thus  clear  for  ladle  repairs — 12  to  15  cast- 
ing ladles  are  required, — for  storing  ingot-moulds,  and  for  other  pur* 
poses  requiring  crane  power.     The  vessel  chimneys,  standing  in  the 
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wall  of  the  building,  occupy  no  useful  space  ;  whereas  in  the  English 
plant  the  yessel  repairs  and  the  yessel  chimneys  take  up  valuable 
room  under  the  cranes,  and  the  chimneys  prevent  the  cranes  from  re- 
volving through  an  entire  circle. 

In  the  American  plant  the  diameter  of  the  pit  is  also  increased,  to 
allow  several  sets  of  ingot-moulds  to  be  put  in  at  once,  and  the  avail- 
able pit  room  is  also  enlarged  by  placing  the  vessels  at  one  side  of  it, 
rather  than  on  opposite  sides. 

Instead  of  two  ingot  cranes  three  are  placed  over  the  pit,  two  of 
which  command  the  vessels.  For  handling  a  hundred  tons  of  ingots, 
and  double  this  weight  of  moulds,  twice  over  every  day,  besides  the 
mould  bottoms  and  ladles,  this  additional  crane  capacity  is  indispens- 
able. 

The  vessel  bottoms  are  removed  and  replaced  by  means  of  a  hy- 
draulic lift  and  a  car  under  each  vessel.  The  exterior  trunnion  of 
the  vessel  is  supported  by  a  beam  instead  of  a  pier,  so  that  the  vessel 
bottom  or  a  whole  section  of  the  vessel  can  be  removed  laterally  for 
repairs,  after  it  has  been  let  down  upon  the  car  by  the  lift.  Both 
inner  trunnions  are  supported  on  an  iron  or  masonry  pier.  In  Bome 
of  the  American  works  the  hydraulic  cylinder  for  rotating  the  vessel 
is  arranged  vertically,  below  the  floor,  as  shown  in  Plate  Y,  fig.  9,  to 
save  room  as  compared  with  the  horizontal  English  cylinder. 

In  several  American  works  now  constructing,  the  vessel  cylinder. 
Fig.  IS,  is  placed  above  the  trunnions,  for  convenience  of  repairs, 
and  to  allow  a  longer  stroke  and  hence  greater  steadiness  in  the  move- 
ment of  the  vessel. 

A  front  elevation  of  converters,  thus  arranged  in  the  North  Chi- 
cago Rolling  Mill  Company's  works — the  latest  and  most  improved 
Bessemer  plant  started  in  America — is  shown  upon  plate. 

The  plates  show  in  detail  the  particulars  and  latest  proportions  of 
vessels  and  associated  members.  The  upper  and  lower  parts  of  the 
vessels  are  sections  of  cones  instead  of  spheres,  to  save  cost  in  con- 
struction.    The  cars  under  the  vessels  are  moved  by  hydraulic  cylin- 


When  the  steel  is  intended  for  rails — and  90  per  cent,  of  that 
made  in  this  country  is  so  used — the  charges  are  so  regulated  as  to        -_ 
cast  either  eight  or  ten  ingots,  and  a  little  over,  as  a  margin  for  chill-  X. 

ing  and  spilling.  Each  ingot  makes  two  rails ;  it  is  usually  12  or  13 
inches  square  at  the  bottom,  tapering  to  11  or  12  inches  at  the  top- 
so  as  to  slip  out  of  the  cast-iron  ingot-mould, — and  8}  to  4^  feet  long, 
weighing  1300  to  1600  lbs. 
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The  ingots  are  removed  hot,  each  charge  together  on  a  car,  to  the 
blooming  mill,  and  if  any  heating  furnace  is  ready,  they  are  charged 

Fig.  13. 
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into  it  directlj,  thus  saving  much  heat.  They  must  be  allowed  to 
orjstallize,  however,  before  rolling.  If  the  interior  of  an  ingot  is 
still  pasty  from  the  heat  of  conversion  it  will  go  to  pieces  in  the 
rolls. 

Double  ingots  are  used  instead  of  ingots  for  single  rails,  1st,  to 
save  a  repetition  of  manipulations  in  working.  This  must  be  done  by 
machinery  to  be  done  cheaply,  and  a  machine  can  handle  a  big  ingot 
as  quickly  as  a  little  one.  2d.  The  extreme  top  of  an  ingot  is  un- 
sound, and  must  be  cut  off  and  reconverted ;  a  double  ingot  yields 
but  one  scrap  end  for  two  rails.  8d.  A  single  rail  might  be  rolled 
from  a  7  in.  or  8  in.  ingot,  but  the  steel  would  be  too  little  condensed ; 
a  12  inch  ingot  receives  three  times  as  much  work  in  the  rolls,  and  the 
density  and  uniformity  of  the  bar  are  improved  in  proportion.  The 
practice  is  growing  in  the  direction  of  large  ingots  and  large  reduc- 
tions for  all  purposes ;  and  the  counterpart  to  this — to  cheapen  cost — 
is  handling  by  steam,  and  reducing  rapidly  by  heavier  rolls  and  ham- 
mers. 

At  the  Bethlehem  steel  works,  now  constructing,  16-inch  ingots  for 
four  rails  each,  are  to  be  rolled,  at  one  heat  and  two  re-heats,  into  rails 
60  feet  long,  these  being  afterwards  sawn  to  the  standard  length  of 
80  feet.  Steam-handling,  both  at  the  ingot-rolls  and  the  rail-rolls, 
will  pay  the  cost  of  this  extra  heating,  and  the  quality  of  the  product 
will  be  improved. 

Ingot-moulds  are  cast  from  open  gray  iron,  and  when  their  interior 
surfaces  are  properly  protected  from  the  immediate  contact  of  the 
steel  by  a  wash  of  clay  or  plumbago,  they  endure  60  to  100  heats. 
A  large  body  of  melted  cast-iron,  poured  into  a  cast-iron  ingot-mould, 
will  adhere  to  its  sides.  An  equal  mass  of  fluid  steel,  though  of  twice 
the  temperature,  will  not  so  adhere.  The  reason  is  that  the  steel 
instantly  chills  and  contracts  away  from  the  mouldy  while  the  more 
slowly  chilling  iron  remains  in  contact  until  it  has  partially  fused  and 
united  with  the  surface  of  the  mould. 

Casting  ingots  in  groups — that  is  to  say — ^pouring  the  steel  into  a 
central  sprue,  and  allowing  it  to  enter  the  bottom  of  a  number  of 
moulds  at  a  time,  through  a  fire  clay  distributor,  has  been  the  subject 
of  much  experimenting,  and  many  improvements,  in  this  country. 
The  stream  of  steel,  instead  of  falling  from  the  top  to  the  bottom  of 
the  mould,  and  spattering  against  its  sides,  thus  causing  a  cellular 
texture  and  incipient  cracks,  rises  slowly  and  quietly  from  the  bottom. 
The  ingots  are  more  smooth  and  sound,  and  the  endurance  of  the 
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moulds  is  doubled.  For  small  ingots,  this  system  is  indispensable ; 
for  large  ingots,  it  is  still  on  trial ;  bat  it  is  probable  that  the  cost  of 
moulding  the  distributing  bottom  will  be  more  than  compensated  by 
the  saving  of  unsound  product.  The  best  average  practice  in  this 
country,  with  standard  irons,  does  not  yield  above  2  per  cent,  of 
second  quality  rails. 

By  referring  again  to  Plate  I,  we  may  observe  some  other  features 
of  the  latest  practice,  the  object  of  which  is  to  economise  labor  and 
facilitate  the  handling  of  a  larger  product. 

The  two  cupola  hoists,  a  and  b,  fig.  2,  one  for  coal  and  refractory 
materials,  and  the  other  for  iron,  are  placed  at  the  two  corners  of  the 
building,  in  order  to  secure  more  working  and  storing  room  in  the 
charging  yard  than  when  the  hoists  are  side  by  side.  The  ground  on 
three  sides  of  the  cupola  building  is  thus  utilized.  All  the  varieties  of 
iron  of  which  a  charge  is  composed,  are  mixed  by  weight,  in  charging 
wagons,  by  means  of  a  charging  scale  with  several  independent  beams. 
The  wagon  is  run  upon  the  scale ;  No.  1  iron  is  thrown  in  till  No.  1 
beam  rises ;  No.  2  iron  is  then  added  till  No.  2  beam  rises,  and  so  on 
till  six  or  seven  are  mixed,  without  loss  of  time  or  risk  of  arithmetical 
mistakes.  Hand  wagons,  holding  one  ton  each,  are  preferred  to  rail- 
way cars  of  larger  capacity,  because  the  former  are  readily  hauled  by 
one  man,  and  not  being  confined  to  a  track  with  its  switches  and  com- 
paratively short  curves,  can  be  more  conveniently  manoeuvred.  The 
iron  and  coal  are  charged  directly  from  their  wagons  to  the  cupolas — 
not  dumped  on  the  floor,  as  in  common  foundry  practice. 

When  the  cupola  bottom  is  opened,  after  the  day's  work,  the  mass 
of  slag  and  debris  that  had  accumulated  in  it,  slides  down  the  incline 
below,  and  spreads  out  in  a  thin  layer  on  the  ground,  where  it  is 
easily  cooled  and  broken  up.  It  is  then  carried  to  the  cinder-mill,  or 
tumbling-box,  <?,  conveniently  near,  where  the  cinder  is  broken  up 
and  escapes  in  dust ;  the  shot  iron  remaining  is  dumped  into  a  wagon, 
ascends  the  adjacent  iron  hoist,  and  is  again  charged  into  the  cupola. 

A  fifty  horse  engine  for  the  fan-blowers,  cinder-mills,  and  stone- 
grinding  machinery,  occupies  the  remaining  ground  floor  at  this  end 
of  the  building.  The  opposite  end  is  used  for  grinding  and  preparing 
ganister,  clay  and  refractory  mixtures. 

Much  ground  room  and  some  cost  of  construction  are  saved  by 
placing  the  cupolas  at  such  a  height,  that  the  metal  charged  into  them 
will  flow  to  the  vessels  by  gravity,  as  compared  with  the  plan  of  set- 
ting the  cupolas  on  the  ground,  and  raising  the  metal  after  melting. 
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The  space  under  the  cupolas  and  ladles  is  convenientlj  employed  as 
storing-bins  for  tuyeres,  stoppers,  and  such  fuel  and  refractory 
materials  as  are  used  about  the  works  in  small  quantities.  The  cu- 
pola building  being  higher  than  the  surrounding  buildings,  its  four 
sides  are  open  for  ventilation. 

The  cupolas  stand  directly  on  the  25  feet  floor,  instead  of  being 
raised  on  legs  as  in  foundries.  This  avoids  the  necessity  of  separate 
platforms  for  tapping  and  for  clearing  out  the  tuyeres ;  and  it  entirely 
shuts  off  the  heat,  dust,  and  steam  of  the  debris  from  the  working 
parts  of  the  building  when  the  cupola  bottom  is  dropped. 

The  slag  from  the  vessels  and  casting  ladles — some  20  tons  per 
day — is  dumped  in  the  pit  and  quenched  by  a  jet  of  water.  Then» 
instead  of  being  shovelled  up  to  the  general  level — ^nine  feet  or  more 
in  the  English  works — and  here  shovelled  again  into  barrows  and 
wheeled  away — ^it  is,  in  the  works  here  shown,  thrown  through 
openings  behind  the  vessels  down  into  a  dumping-car,  which,  when 
filled,  is  run  upon  the  coal  hoist,  lifted  to  general  level,  and  drawn — 
by  steam  if  preferred — to  the  dumping  ground.  The  air  and  water 
pipes  from  the  regulator  to  the  vessels  and  cranes,  also  lie  in  this 
subterranean  passage,  where  they  are  protected  from  frost,  and  ao- 
cessible  for  repairs.  Burying  hydraulic  pipes  has  been  a  costly  ex- 
perience in  this  country. 

The  floor,  A,  B,  fig.  2,  behind  the  vessels,  on  the  general  level,  is 
made  a  thoroughfare  for  wagons  or  a  railway,  as  convenience  may  re- 
quire. The  ends  of  the  converting  building  are  left  open  to  the  yard, 
80  that  a  railway  may  run  straight  through,  across  the  pit  and  under 
all  the  cranes. 

Ovens  for  drying  vessel  bottoms,  ladle  stoppers  and  clay  and  brick- 
moulds,  when  these  are  employed,  are  so  arranged  as  to  be  command- 
ed by  the  two  side  cranes. 

Many  minor  refinements  of  airrangement  and  construction  have 
been  instituted  in  American  works,  and  as  the  engineers  of  our  great 
iron  establishments  are  taking  up  the  steel  manufacture,  we  may  con- 
fidently  look  for  still  other  changes  and  economies  in  detail.  It  is 
probable,  however,  that  the  fundamental  mechanical  features  so  boldly 
and  successfully  brought  forward  by  Mr.  Bessemer,  will  always  re- 
main prominent. 

I  regret  that  our  limited  time  has  required  such  a  hasty  and  per- 
haps inadequate  consideration  of  the  Bessemer  manufacture,  and  the 
ombsion  of  many  interesting  features  altogether. 
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Our  chief  object  will  have  been  accomplished,  however,  if  the  some- 
what remarkable  adaptation  of  this  machinery  to  the  work  required 
shall  have  been  made  manifest,  and  more  especially,  if  these  consid- 
erations shall  confirm  to  students  in  mechanical  engineering  the  use- 
ful lesson  that,  while  practice  and  precedent  should  never  be  ignored, 
there  are  occasions  for  radical  innovations  and  new  departures. 


TESTS  OF  THE  WORTHINGTON  PUMPING  ENGINE. 

Qt  William  M.  Henderson,  Htdbaulio  Enoinbbb. 

The  majority  and  minority  reports  upon  the  tests  of  the  Worthing- 
ton  Pumping  Engines  at  the  Belmont  Water  Works,  of  this  city, 
which  took  place  nearly  a  year  ago,  having  been  laid  side  by  side  be- 
fore  the  readers  of  the  Journal,  affords  an  excellent  opportunity  for 
comparison.  I  would  propose  an  additional  test,  to  ascertain  which 
of  these  two  reports  is  to  be  depended  upon.  The  report  of  the  ex- 
perts and  engineers  appointed  by  the  Councils  of  Philadelphia  states 
that  the  engines  performed  a  duty  of  54,416,694,  being  8-88  per 
cent,  in  excess  of  the^ guaranty ;  and  these  gentlemen  have  shown, 
by  elaborate  calculations,  how  that  duty  has  been  ascertained.  The 
report  of  the  expert  and  engineer,  selected  by  the  Citizen's  Commit- 
tee of  Thirty,  states  that  the  engines,  even  under  such  favorable  cir- 
cumstances as  surrounded  this  special  test,  only  performed  a  duty  of 
44,679,000,  or  about  12  per  cent.  Ies9  than  the  duty  guaranteed,  and 
about  22  per  cent,  less  than  the  finding  of  the  experts  appointed  by 
Councils,  and  this  gentleman  has  also  given  the  iSgures  used  in  the 
calculation  to  show  how  such  duty  has  been  ascertained. 

Now  they  cannot  both  be  right,  and,  as  this  is  a  matter  that  has 
occurred  in  the  satne  city  where  the  Franklin  Institute  Journal  is 
published,  which  contains  the  said  reports,  and  which  Journal  is  re- 
ceived as  the  acknowledged  exponent  of  American  applied  science, 
both  at  home  and  abroad,  we  are  directly  interested  in  the  settle- 
ment of  this  doubtful  question ;  the  problem  is  exclusively  our  own, 
and  we  have  engineers  who  can  unravel  it.  The  method  pursued  for 
determining  what  shall  constitute  the  elements  comprising  the  pecu- 
liar duty  of  these  particular  pumps  has  been  enshrouded  with  un- 
usual mystery,  all  of  which  will  be  enlarged  upon  hereafter. 

Happily  there  is  nothing  mysterious  about  the  term  "  duty"  of  a 
pumping  l^engine.  On  the  contrary,  it  is  thoroughly  understood  by 
engineers  al}  over  the  world.     There  is  no  special  American  "  duty  " 
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as  different  from  English  or  Continental  duty,  and  the  method  for 
ascertaining  the  duty  of  a  pumping  engine  has  become  a  uniyersal 
standard.  Of  course,  it  must  be  so,  or  how  could  the  performance 
of  one  engine  be  compared  with  another,  if  each  party  established  a 
method  of  its  own  ?  The  measure  of  coal,  as  one  feature  of  compari- 
son, has  not  always  been  the  same.  In  the  early  Cornish  examples 
the  standard  has  been  taken  as  a  bushel  of  94  pounds,  while  the  later 
English  examples  base  their  calculations  upon  a  hundred  weight  of 
112  pounds,  while  in  this  country  the  general  practice  is  to  use  the 
Conventional  weight  of  100  pounds.  The  comparison  by  foot-pounds 
will,  however,  always  remain  the  same,  and,  knowing  the  measure  of 
coals  used,  the  comparison  of  duty  between  any  two  engines,  no  mat- 
ter where  erected,  can  be  readily  determined. 

But  to  relieve  us  from  any  doubt  as  to  what  is  meant  by  the  term 
^^  duty"  in  regard  to  its  application  to  these  particular  Belmont  pumps^ 
we  have  but  to  refer  to  an  official  letter,  dated  May  26th,  1868,  writ- 
ten by  the  late  Chief  Engineer  of  pur  Water  Department  to  Councils, 
upon  the  fulfilment  of  which  was  based  the  awarding  of  the  contract 
for  the  engines  here  referred  to.     I  quote  from  the  letter  as  follows : 

*^  I  give  below  a  tabulated  statement  of  the  duties  of  a  number  of 
engines  taken  in  all  ca9e%from  annual  reporU  and  other  printed  docu- 
ments ;  when  the  tcord  dviy  is  needy  it  refers  to  the  number  of  pounde 
of  water  raised  one  foot  high  by  the  consumption  of  one  pound  of  coaly 
technically  called  ^feet-pounds;'  the  duty  therefore  will  show  the 
comparative  economy  of  fuel  consumed  by  each  engine  named. 

"  The  annual  report, of  the  Charlestown  Water  Board  for  the  past 
year  gives  the  average  duty  of  the  Worthington  Duplex  Engines  for 
the  whole  year  as  679,690  feet- pounds.  The  average  annual  duty  of 
our  Twenty-fourth  Ward  direct  acting  Cornish  engines  was  580,400 
feet-pounds.  By  this  it  will  be  seen  that  the  duty  of  the  Worthing- 
ton Engines  was  22  per  cent,  more  than  the  annual  average  of  the 
Twenty-fourth  Ward  Cornish,  showing  that  there  would  have  been  a 
saving  last  year,  had  we  used  engines  similar  to  those  at  Charlestown, 
of  J2,644-76.'*  (Vide  Journal  of  Select  Council,  1868,  Appendix, 
174,  pp.  1289  to  1248). 

The  bid  of  the  New  Tork  firm  was  995,000,  and  that  of  the  Messrs. 
Merrick  $57,000  for  the  same  work.  Notwithstanding  this  very  con- 
siderable disparity  in  cost,  it  was  thought  best  by  Councils,  upon  the 
recommendation  of  the  Chief  Engineer,  and  with  the  distinct  under- 
standing that  the  Worthington  engine  should  perform  an  annual  duty 
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of  at  least  679,690  foot-pounds,  or  67,969,000  pounds  of  water  raised 
1  foot  high  by  each  100  pounds  of  coal  consumed,  to  award  the  con- 
tract to  the  builder  of  these  engines. 

Such  being  the  inducements  presented  to  Councils  which  influenced 
the  awarding  of  this  contract,  it  is  a  yerj  simple  matter  to  ascertain 
whether  the  promises  then  made  have  been  fulfilled.  Strictly  speak- 
ing, the  result  of  the  test  lately  made  does  not  enter  into  the  question 
at  all,  being  merely  experimental,  and  conducted  for  a  brief  period 
only,  to  ascertain  what  the  engines  could  be  made  to  do  under  the 
most  favorable  circumstances,  and  which  could  not  have  been  main- 
tained in  practice.  As  a  ruling  out  of  this  manner  of  testing,  we  are 
expressly  informed  that  the  promised  duty  of  679,690  foot-pounds  is 
to  be  derived  from  the  results  obtained  during  each  annual  run. 

Taking,  then,  the  annual  report  of  the  Chief  Engineer  of  the  Water 
Department,  presented  to  Councils  February  8th,  1872,  being  the 
first  one  containing  the  history  of  the  working  of  the  engines  under 
discussion,  we  find  upon  page  20  the  following  data,  which  enables  us 
to  arrive  at  the  annual  duty  for  1871. 

Total  gallons  pumped  Weight  of  1 

daring  the  year.  gallon.  Height  in  feet. 

n  _  1,054,210,990  x  8-34  x  208  x  100 
A^Qty  —  ,j,^^^j  ^^^j  consumed,  4,816,309  =  37,970,173, 

or  about  79  per  cent,  below  the  standard. 

For  the  single  month  of  January  of  last  year,  the  duty  was  37,884,- 
657.     The  average  duty  of  April  last  year  was  39,282,500. 

The  annual  duty  for  the  past  year  (1872),  was  39,619,801  (see  page 
40  of  the  Annual  Report  of  the  Chief  Engineer  of  the  Water  Depart- 
ment, presented  to  Councils  January  80th,  1873),  and  from  the  fig- 
ures given  to  and  published  in  the  daily  papers  of  this  city,  we  find 
the  duty  for  the  month  of  January  of  the  current  year  to  be  38,167,- 
700,  80  that  now  the  duty  of  these  engines  is  pretty  well  established ; 
with  these  figures  before  us,  it  would  seem  that  the  annual  duty  of 
67,969,000,  the  only  matter  of  interest  to  our  citizens,  has  not  nor 
cannot  be  obtained. 

Now,  admitting  the  duty  given  by  the  majority  report  of  the  Com- 
mittee which  conducted  the  late  experimental  test,  viz.,  54,416,694, 
we  have  still  a  deficit  of  13,552,306  pounds  of  water  not  liftedj  or 
about  25  per  cent. 

The  notable  objections  urged  to  the  manner  pursued  by  the  experts 
and  engineers  appointed  by  Councils  to  test  the  Belmont  engines,  are 
as  follows : 
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Ist.  The  manner  in  which  the  coal  was  selected,  screened,  picked 
and  stored  exclusivelj  for  the  test,  instead  of  pursuing  the  course  of 
daily  practice,  is  pointed  out  without  comment. 

2d.  The  manner  pursued  in  charging  the  furnaces  with  heavy,  clean 
fires  before  the  test  began,  sufficient  in  themselyes  to  run  the  engines 
for  a  considerable  tiipe  without  addition,  of  which  no  account  was 
taken — the  usual  practice  being  to  run  the  fires  down  as  low  as  poB* 
Bible,  without  actually  stopping  the  engines,  at  the  commencement  of 
the  test,  and  running  the  engines  at  the  close  of  the  test  until  they 
arrive  at  the  same  condition,  and  then  stopping  them. 

Sd.  The  manner  of  running  the  fires  down  at  the  close  of  the  ex- 
periment, and  leaving  them  in  an  impoverished  condition. 

4th.  Allowing  the  engines  credit  for  9*5*  lbs.  of  water  evaporated 
per  lb.  of  coal  consumed,  when  the  evaporation  was  only  7*5  lbs. 
This  excessive  evaporation  allowed  being  rarely  attainable  in  practice, 
the  usual  course  pursued  in  such  cases  furnishing  no  precedent,  the 
result  is  of  no  practical  value,  being  purely  hypothetical. 

5th.  Calling  one-third  of  the  ashes  coal$  (1450  lbs.),  and  crediting 
the  engines  with  that  amount.  Objected  to  because  coals  so  small  as 
to  pass  through  the  bars  must,  from  that  fact,  be  classed  with  the 
refuse.  If  there  was  this  large  amount  of  coal  actually  there,  what 
prevented  it  from  being  turned  to  account  ? 

6th.  Forcing  the  engines  continuously  beyond  their  safe  working 
stroke  to  within  the  dangerous  proximity  of  five- sixteenths  of  an  inch 
of  the  cylinder  heads,  as  this  could  not  be  maintained  except  (as  was 
the  case  here)  by  the  superhuman  exertions  of  two  attendants  sent 
by  the  builder  of  the  engines  to  manipulate  them. 

7th.  Irregularities  detected  by  several  witnesses  in  the  manipula- 
tion of  the  feed-pump  which  supplied  the  boilers  with  water,  allowing 
it  to  run  slowly,  feeding  water  to  the  boilers  of  which  no  account  was 
taken,  thus  taxing  the  evaporative  power  of  the  boilers  without  giving 
due  credit. 

8th.  Error  detected  by  the  citizens'  expert  in  the  measurement  of 
the  water  delivered  over  the  weir. 

9th.  Basing  the  calculation  of  capacity  of  the  pumps  independeTiHy 
of  the  actual  delivery  of  water  into  the  reservoir^  which  is  about  equal 
to  enacting  the  tragedy  of  King  Richard  the  Third  with  the  character 
of  King  Richard  omitted. 

10th.  Calling  the  height  of  the  force  main  217*74  feet  instead  of 
208  feet,  which  it  actually  is.     This,  in  efiect,  is  giving  the  pumps 
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credit  for  mal-constroction  and  insufficiency  of  water-ways ;  for  it  is 
clear  that,  if  the  friction  entailed  by  the  passage  of  water  through  a 
pump  is  to  become  an  element  of  its  duty,  then  the  worst  made  pump 
— ^that  in  which  the  passages  are  distorted,  and  the  water-ways  throt- 
tled— will  perform  more  duty  (labor  harder)  than  a  properly  con- 
structed pump,  having  ample  and  direct  water  passages ;  and  as  the 
index  of  the  pressure-gauge  vibrated  continuously  from  5  to  8  lbs.  at 
each  stroke  in  these  Belmont  pumps,  it  is  rather  too  much  to  expect 
that  engineers  will  sanction  that  the  signal  defects  of  a  machine  are 
to  be  counted  as  elements  of  its  virtues.  This  is  altogether-  opposed 
to  Cornish  practice,  or  common-sense. 

11th.  The  manner  of  running  the  water  down  in  the  steam-boilers 
to  a  lower  level  than  it  was  at  the  commencement  of  the  experiment 
is  objected  to,  as  this  was,  to  say  the  least  of  it,  unscientific,  and  has 
given  rise  to  unniecessary  discrepancies,  which  practically  vitiate  the 
conclusions  arrived  at  in  the  report  of  the  experts  appointed  by  Coun- 
cils, who  state  the  deficiency  in  water  level  to  have  amounted  to  530 
pounds  of  water.  They  also  state  the  evaporative  power  of  the  boiler 
to  have  been  8*19  lbs.  of  water  per  pound  of  coal,  and  give  the 
amount  of  coal  necessary  to  raise  the  temperature  of  this  580  lbs. 
of  feed-water  from  180^  to  the  temperature  of  steam  at  48  pounds 
pressure  at  10  lbs.  Now,  as  this  is,  to  all  intents  and  purposes,  the 
same  as  that  required  to  evaporate  it — and  we  are  told  that  one  pound 
of  ooal  did  evaporate  8*19  pounds  of  water — ^this  10  lbs.  should  have 
been  64-7  pounds  of  coal.  On  the  other  hand,  the  minority  report 
gives  the  deficiency  in  water  as  equal  to  a  weight  of  2,961  lbs.,  and 
required  a  consumption  of  857  pounds  of  coal  to  restore.  Correct- 
ing this  allowance  and  that  due  to  the  altered  state  of  the  fires  at  the 
close  of  the  experiment,  together  with  the  fact  of  increasing  the 
stroke  of  the  engine  2*74  per  cent.,  and  granting  the  whole  displace- 
ment of  the  pump-plungers,  the  duty  is  reduced  from  54,416,694  to 
47,865,000,  as  derived  from  the  following  formula : 

DisplacemoDt         Namber  of  Height  Id 

in  pooDds.  strokes.  feet. 

Duty,  679       x       139,604       x       217-47  x  100 

Total  coal  consumed,  43,622  =  47,865,000. 

But,  as  the  height  was  only  208  feet,  and  as  the  late  Chief  Engi- 
neer gave  us  to  understand  ^^  when  the  word  ^  duty '  is  used  it  refers  to 
the  number  of  pounds  of  water  raised  one  foot  high  by  the  consumption 
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of  one  pound  of  coaly  '  the  duty  would  be,  allowing  8-8  per  cent  for 
leakage,  43,591*000. 

And  this  is  only  an  experimental  duty,  which  dwindles  into  utter 
insignificance  when  contrasted  with  some  others  obtained  from  the 
Cornish  engines,  to  wit : 

Fowey  Consuls,      ....     50  inch,  130,200,000 

Holmbush, 80     "     122,400,000 

United  Mines  at  Guennap,      .         .     80     "     128,000,000 

On  the  Probabilities  of  the  Case. — The  science  of  engineering  be- 
ing  as  readily  taught  to  an  apt  pupil  as  any  other  branch  of  popular 
education,  a  person  so  taught  will  be  able  to  discover  the  merits  of  a 
machine  by  an  inspection  of  its  design,  and  will  be  able  to  pronounce 
what  general  results  may  be  expected  from  a  machine  so  represented. 
Such  being  an  established  practice,  recognized  by  the  readers  of  the 
^'Journal/'  who  certify  their  faith  in  it  by  subscribing  to  this  period- 
ical, which  only  conveys  to  them  plans  and  descriptions  of  machines 
they  may  never  have  seen  and  probably  beyond  the  reach  of  personal 
inspection,  I  will  avail  myself  of  this  current  method  by  producing  a 
cut  representing  the  design  of  steam  cylinders  used  in  the  Belmont 
engines.  Each  individual  reader  will  then  be  able  to  decide  for  him- 
self what  there  is  in  the  arrangement  that  would  be  likely  to  produce 
a  duty  in  the  neighborhood  of  68  millions  of  pounds  of  water  raised 
one  foot  high  by  the  consumption  of  one  pound  of  coal,  as  we  were 
promised,  and  whether  the  duty  actually  performed,  39  millions,  is 
not  about  as  much  as  could  reasonably  be  expected. 


A  is  a  high  pressure  cylinder,  or  measure  of  expansion  for  B,  which 
is  the  low-pressure  cylinder.    Double  steam  ports  are  provided  at  the 
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ends  of  each  cylinder,  the  outer  ports  being  in  all  cases  the  ingress, 
and  the  inner  ports  the  egress,  with  regulating  valves,  V,  between 
the  two,  as  shown.  A  stuffing-box  has  also  to  be  maintained  in  the 
head  dividing  the  two  cylinders,  for  the  piston-rod  to  slide  through, 
and  a  transfer-pipe,  C,  proceeds  from  the  exhaust  port  of  cylinder  A, 
to  the  steam  chest  of  cylinder  B,  for  transferring  the  steam  to  be 
expanded  from  the  one  cylinder  to  the  other,  the  ratio  of  expansion 
'being  limited  to  three  times. 

The  manner  of  cushioning  the  engines  at  the  ends  of  the  stroke  is 
effected  by  the  pistons  travelling  over  the  exit  ports  some  distance 
before  the  completion  of  the  stroke,  and  entrapping  a  portion  of  the 
steam  to  cushion  upon,  which  is  gradually  permitted  .to  escape  by  the 
outer  ports  (never  covered  by  the  pistons)  to  the  exit  ports  again,  by 
adjusting  the  regulating  cushion-valves,  Y,  placed  between  the  two 
for  this  purpose.  In  addition  to  these,  other  valves  are  inserted  in 
each  head  of  the  low-pressure  cylinders,  the  stems  of  which  project 
inwards ;  they  are  kept  to  their  seats  by  springs.  Live  steam  from 
the  boiler  is  supplied  to  the  back  of  them.  Now,  in  case  the  cushion 
valves  just  described  do  not  act  properly,  the  piston,  in  going  to  the 
limit  of  its  stroke,  will  strike  these  open  and  admit  a  rush  of  steam 
upon  the  surface  of  the  low-pressure  piston,  which  of  course  will 
effectually  stop  it.  It  will  be  observed  there  are  six  cushion-valves 
to  each  engine,  and  twelve  to  the  pair,  besides  which  there  are  em- 
ployed three  throttle  valves,  introduced  in  the  transfer  and  exhaust 
pipes. 

The  writer  considers  it  a  duty  to  place  the  subject  of  the  test  of  the 
Belmont  pumps  in  its  proper  light  before  the  community,  since  erro- 
neous statements  once  appearing  in  print  are  frequently  reproduced, 
either  by  the  design  of  interested  parties  or,  perhaps  from  the  unu- 
sual character  of  the  merits  of  a  machine  so  portrayed,  and  much 
damage  may  accrue  from  this  if  not  corrected.  All  that  I  have 
essayed  to  do  in  the  premises  is  to  place  the  matter  in  its  true  light, 
as  gleaned  from  the  two  reports,  and  leave  the  mooted  subject  for  the 
just  decision  of  our  mechanical  readers. 

Philadelphia,  Feb.  27,  1878. 
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ON  THE  STEAM-BOILER  EXPLOSION  AT  THE  ROLLING-MILL  OF 
J.  WOOD  &  BROTHER,  CONSHOHOCKEN,  PA. 

By  W.  Barnbt  Le  Van,  Engineer. 
The  above  works  are  situated  on  the  west  side  of  the  Reading  Rail- 
road Company's  track,  and  just  below  the  bridge  which  crosses  the  same. 
The  building  covers  a  space  of  100  by  200  feet.  About  one-half  the 
works  were  destroyed  by  the  accident,  the  upper  end  being  a  complete 
ruin,  in  which  sections  of  the  roof  of  the  destroyed  building,  bricks^ 
pieces  of  iron  plates,  twisted  rods,  bent  bolts,  lay  in  one  confused 
mass.  There  were  in  the  mill  seven  boilers,  each  being  separate  and 
distinct.  The  one  that  burst  was  at  the  northern  end  of  the  build- 
ing,  and  its  course  was  directly  west  across  the  canal. 

The  Exploded  Boiler  had  been  in  use  for  nearly  twenty  years.  When 
the  rupture  took  place  it  was  lifted  from  its  settings,  and  shot  across 
the  canal  like  an  immense  projectile  forced  from  a  cannon,  at  about 
the  same  height  as  its  original  position,  until  it  reached  the  buildings 
150  feet  distant  on  the  other  side  of  the  canal,  known  as  the  Albion 
Print  Works.  This  immense  mass,  weighing  about  5500  pounds,, 
struck  the  end  of  a  girder,  twelve  inches  square,  over  an  arched 
doorway,  shattering  the  same,  and  tearing  away  the  wall,  and  bring* 
ing  up  against  a  large  cylindrical  vessel  of  wrought  iron,  S  feet  in 
diameter  and  12  feet  high  and  jV  of  an  inch  in  thickness,  called  a 
Kier,  in  which  at  the  time  were  two  lads,  George  Smith  and  James 
McNulty,  who  were  arranging  the  pieces  of  endless  muslin  within  by 
tramping  them  down  so  that  the  steam  and  lime-water,  which  were  to 
be  subsequently  let  in,  would  not  mix  up  and  entangle  the  material 
— the  only  mode  of  ingress  or  egress  being  a  small  man-hole  on  the 
top  of  the  vessel.  The  two  poor 
little  fellows  wore  tramping  away 
when  the  end  of  the  flying  boiler 
came  in  contact  with  the  sides  of 
this  kier.  The  heavy  iron  sides 
gave  way  before  the  shock  like  wet- 
ted paper — the  indentation,  nearly 
reaching  the  opposite  side,  instant- 
ly killing  both  lads,  George  Smith 
being  actually  cut  in  two.  The 
force  and  impact  of  the  blow  of  the 
flying  boiler  was  so  great  that  the  piece  of  the  wooden  girder  which 
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it  carried  with  it  was  ground  into  splinters',  and  the  atoms,  being 
packed  so  closely  together,  were  ignited  by  the  friction  that  they 
burst  into  flames,  setting  fire  to  the  material  contained  in  the  kier. 

In  the  mill  where  the  boiler  stood  eleven  persons  were  killed  and  as 
many  more  wounded. 

Nothing  was  left  of  the  boiler  at  its  original  location  except  about 
two  feet  of  one  of  the  flues,  the  mud-drum  and  two-thirds  of  the 
back-head,  H  (cut  3). 

The  balance,  consisting  of  the  shell  containing  the  two  flues,  lodged 
as  above  stated,  in  two  pieces,  as  per  sketch : 


K,  Kier. 

B,  Shell  of  boiler,  contains  the  two  flues,  about  14  feet  long. 

C,  Shell  of  boiler,  about  4  feet  long,  open  on  both  ends. 
F,  Flues. 

Shell  B  represents  the  boiler  with  one  end  resting  in  the  indenta- 
tion of  kier,  the  other  end  supported  by  a  piece  of  the  shell,  C,  about 
four  feet  long,  54  inches  diameter,  at  right  angles  to  shell  B.  After 
the  boiler  was  removed,  the  hole  in  the  side  of  kier  was  found  to  be 
about  three  feet  in  diameter. 

The  construction  of  the  boiler  is  shown  by  the  following  cut : 

Description  of  Boiler, — The  boiler  consists  of  a  cylindrical  shell, 
eighteen  feet  in  length  and  fifty-four  inches  in  diameter,  and  contains 
in  its  lower  half  two  flues,  each  eighteen  feet  long  and  sixteen  inches 
in  external  diameter,  secured  to  the  heads  with  angle  iron  rings.  To 
the  bottom,  about  three  feet  from  the  back  end,  was  attached  a  mud- 
drum,  eighteen  inches  in  diameter,  seven  feet  in  length,  by  a  pipe  six 
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inches  in  diameter  and  twenty-four  inches  long,  .into  which  the  feed- 
water  was  pumped.  It  was  set,  in  the  usual  way,  over  the  heating 
furnace,  the  waste  heat  of  the  latter  passing  underneath  the  shell, 
thence,  through  the  flues,  to  a  wrought-iron  stack  placed  over  the  front 
end. 

The  following  are  its  principle  dimensions  and  proportions,  namely : 

Extreme  length,  in  feet, 
Diameter  of  shell,  in  inches. 

Number  of  flues, 

Extreme  length,  in  feet. 
External  diameters  of  flues,  in  inches,     . 
Extreme  length  of  mud-drum,  in  feet,     . 
External  diameter,  in  inches. 
Thickness  of  iron  in  shell,  in  inch. 
Thickness  of  iron  in  flues,  in  inches. 
Thickness  of  iron  in  heads,  in  inches,     . 

The  safety  valve  was  three  and  one-half  inches  in  diameter,  and  in 
good  order  when  found,  after  the  explosion,  as  also  was  the  three- 
inch  stop- valve,  the  latter  being  closed.  This  valve  was  placed  be- 
tween the  boiler  and  the  main  line  of  steam-pipe  which  conveyed  the 
■team  from  all  the  boilers  to  the  engine. 

The  flues  at  the  point  of  rupture  were  but  three-sixteenths  of  an 
inch  in  thickness,  and  as  clean  cut  as  if  done  with  a  pair  of  shears, 
allowing  a  ring  of  metal  remaining  in  the  angle  iron  ring,  which  se- 
cured the  flues  to  the  head  as  though  it  was  so  ordered.  The  flues 
were  flattened  together  as  though  they  were  passed  through  a  pair  of 
rollers. 
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The  iron  composing  the  flue  plates  was  very  mach  crystallized  at 
the  point  of  parting,  no  doubt  caused  by  the  constant  expansion  and 
contraction ;  and  there  is  no  doubt  but  a  certain  amount  of  this  crys- 
tallization was  due  the  use  of  angle  iron  rings  to  connect  it  to  the 
heads ;  the  flue  plates  would  not  flange  from  its  being  hot  short  iron. 

The  boiler  had  been  out  of  use  for  a  few  days  for  repairs,  and  they 
were  in  the  act  of  getting  up  steam  at  the  time  of  the  explosion. 

The  EngtTuer'B  Statement, — The  engineer  testified  that  he  had  ob- 
serred  the  fireman  firing  up  at  about  two  o'clock  in  the  afternoon ; 
the  blast  was  put  on  the  furnace  at  half-past  two,  another  man  having 
succeeded  the  first  fireman ;  the  explosion  occurred  at  twenty  minutes 
past  four,  the  blast  having  been  on  the  furnace  until  that  time ;  there 
was  no  unusual  forcing  of  the  fires ;  witness  had  in  the  meantime 
tried  the  gage-cock  and  water-gage;  usually  carry  about  from 
eighty  to  eighty- five  pounds  on  the  gage;  had  about  fifty  pounds  on 
about  ten  minutes  before  the  explosion  ;  never  knew  the  safety-valve 
to  stick ;  carried  the  weight  on  the  lever  of  the  safety-valve  at  about 
eighty-five  pounds,  at  which  pressure  the  boiler  would  blow  ofi*;  noticed 
nothing  unusual  about  the  boiler ;  there  had  been  no  water  in  the 
boiler  until  the  day  on  which  the  explosion  took  place ;  he  pumped 
the  water  into  the  boiler  right  out  of  the  river ;  there  was  no  water 
in  the  boiler  until  half-past  twelve  on  the  day  of  the  explosion ;  it 
generally  took  about  three  and  a  half  hours  to  generate  steam  enough 
to  run  ;  the  man  who  took  the  place  of  the  one  that  fired  up  in  the 
first  place  is  among  the  killed ;  t^e  boiler  was  nearly  full  of  water ; 
it  blowed  water  from  the  top  gage- cock;  never  was  in  the  habit  of 
hanging  any  weights  on  the  safety-valve  lever. 

In  answer  to  a  question  of  a  juryman,  the  engineer  said  that,  to 
the  best  of  his  knowledge,  there  was  not  more  than  65  or  60  pounds 
of  steam  pressure  when  the  boiler  exploded. 

The  Verdict — "  That  the  deceased  (names  mentioned)  came  to  their 
deaths  by  the  explosion  of  a  boiler  in  the  rolling-mill  of  J.  Wood  & 
Brother,  in  the  above  borough  (Conshohocken),  and,  in  the  opinion  of 
the  jury,  said  boiler  had  by  long  and  continued  use  become,  in  cer- 
tain parts,  inadequate  to  carry  the  required  pressure,  viz.,  eighty 
pounds." 

Strength  of  the  Boiler. — The  shell  of  the  boiler  would  have  parted  at 
822  lbs.  per  sq.  inch,  taking  the  value  of  the  plates,  single-riveted,  at 
33,600  for  its  elastic  limit.  The  working  pressure  should  be,  for  safety, 
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at  least  one-sixth  of  the  aboye,  say  fifty-three  and  one-half  pounds 
per  square  inch.  The  flues  would  have  collapsed,  by  Fairbaim's  for* 
mula,  at  a  pressure  of  one  hundred  and  forty  pounds  per  square  inch, 
the  safe  working  pressure  being  only  twenty-three  pounds.  The  shell, 
as  will  be  seen  by  the  above,  is  about  two  and  one-half  times  the 
strength  ot  the  flues.  The  working  pressure  of  the  boiler,  as  stated 
by  the  testimony  of  the  engineer,  having  been  eighty-five  pounds 
per  square  inch. 

The  Cause  of  the  Explosion. — The  cause  of  the  explosion  is  therefore 
obvious,  viz :  weakness  of  the  flues.  No  flues  of  such  dimensions  as 
those  just  given  can  be  safely  worked  with  steam  at  a  pressure  of  eighty- 
five  pounds  per  square  inch,  unless  strengthened  either  with  hoops 
or  flanged  seams,  or  stayed  in  some  other  suitable  manner.  It  may 
be  true,  however,  that  some  such  flues,  though  unstayed,  are  working, 
and  have  done  so  for  years  with  steam  of  an  equal  or  even  a  greater 
pressure  than  the  above ;  still  they  are  continuing  to  do  so  only  at  a 
risk ;  and  their  past  exemption  from  collapse  is  no  security  against 
its  occurrence  in  the  future.  Thus  it  will  be  seen  that  the  above  ex- 
plosion occurred  from  the  most  simple  cause,  and  that  no  mystery 
whatever  need  be  attached  to  it,  while,  by  suitable  construction  of  the 
boilers  in  the  first  place,  and  due  attention  to  their  state  of  repair  in 
the  second,  explosions  would  in  most  cases  be  prevented. 

Very  few  of  the  explosions  that  have  come  under  my  notice  occur 
from  low  water,  and  I  believe  that  to  be  a  much-abused  idea,  and  the 
number  of  explosions  resulting  from  it  to  be  much  exaggerated.  At 
inquests  it  is  the  general  verdict,  and  the  fireman  being  frequently 
killed,  there  is  seldom  any  witness  to  the  contrary.  The  greater 
number  of  explosions  occur  from  the  insufficiency  of  the  boiler  for  its 
working  pressure,  either  on  account  of  its  original  construction,  or 
state  of  repair  consequent  upon  use ;  where  it  occurs  from  want  of 
water,  or  from  reckless  pressure,  explosions  are  rare.  The  majority 
of  explosions  are  due  more  to  the  weakness  of  the  boiler  than  to  over- 
pressure of  the  steam.  There  is  no  plan  of  testing  the  construction 
or  weakness  of  a  boiler,  either  new  or  old,  equal  to  the  use  of  hy- 
draulic pressure ;  its  application  is  so  simple,  and  the  pump  so  small, 
that  every  boiler  owner  could  at  a  small  cost  provide  themselves  with 
one.  In  fact  the  ordinary  feed-pump  could  be  used  temporarily  for 
that  purpose  and  should  be  applied  at  least  once  a  year.  Weak  places 
in  the  plates  may  pass  undetected,  even  on  careful  examination,  while 
some  parts  may  be  inaccessible  and  concealed  from  view ;  but  the  hy- 
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draulic  teat  is  sure  to  detect  and  expose  them  all.     Its  application  in 
this  case  woald  no  doubt  have  prevented  this  disastrous  explosion. 

The  Examination  of  Boiler». — In  all  examinations  of  boilers,  it 
should  be  done  in  person  with  the  free  use  of  a  round-nose  hammer 
on  all  the  stays  and  flues,  and  when  this  has  been  done  in  a  thorough 
manner,  the  hydraulic  test  should  then  be  applied. 

This  is  what  you  pay  to  have  done  in  the  case  of  the  Boiler  Insur- 
ance Company,  should  you  apply  to  them  for  a  policy  of  insurance  on 
your  boiler.  The  first  outlay  for  this  purpose  would  furnish  you  with 
a  test-pump  and  the  necessary  appliances  to  repeat  it  every  six  months 
at  a  nominal  cost ;  in  fact,  every  one  should  be  able  to  take  his  own 
risk. 

Safety  Factor. — In  conclusion,  I  would  call  the  attention  of  the  In- 
stitute to  the  factor  of  safety  for  boilers  as  being  entirely  too  low.  The 
great  number  of  disastrous  explosions  that  have  lately  occurred  in 
different  parts  of  the  country  are  the  best  evidences  of  the  fact.  The 
Bridge  Engineers  have  long  since  come  to  this  conclusion,  and  have 
fixed  their  factor  of  safety  at  one-eighth  the  ultimate  value  of  the  ma- 
terial. 

The  elastic  limit  of  wrouglit  iron  of  high  quality  is  88*600  pounds 
per  square  inch,  making  an  allowance  for  the  loss  by  rivets  of  '56  per 
cent.,  we  find  for  the  elastic  limit  of  a  boiler  shell  that  the  factor  would 
be  18816,  or  88-600  pounds  x  -56. 

All  experience  has  shown  that  but  one-quarter  of  the  elastic  limit, 
say  5000  pounds,  making  all  allowances  for  rivets  or  attachments,  is 
all  that  ever  should  be  used  in  practice. 

February  19, 1878. 


A  Large  Aneroid. — An  immense  aneroid  barometer  is  about  to 
be  placed  on  the  fa9ade  of  the  Paris  Bourse.  The  portion,  however, 
of  the  instrument  which  is  sensitive  to  the  various  pressures  of  the 
atmosphere  is  no  larger  than  the  ordinary  sized  aneroid.  The  move- 
ments of  the  corrugated  plate  are  transmitted  to  a  train  of  clock 
work,  by  suitable  mechanism.  This  last,  which  is  wound  up  monthly, 
actuate  a  great  needle  on  the  exposed  face,  the  latter  being  four  feet 
in  diameter. 
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TORSIONAL  RESISTANCE  OF  MATERIALS  DETERMINED  BY  A 
NEW  APPARATUS  WITH  AUTOMATIC  REGISTRY. 

By  Prof.  R.  H.  Thurston. 

While  the  classes  of  the  Stevens'  Institute  of  Technology  were  re- 
cently  engaged  in  their  revision  of  coefficients,  as  given  by  various 
authorities  on  strength  of  materials,  the  difficulty  of  determining  how 
far  the  diffisrences  noted  were  due  to  errors  of  observation,  and  how 
far  to  variation  in  the  quality  of  the  materials  used,  suggested  to  the 
writer  the  advisability  of  obtaining  an  apparatus  which  should  make  its 
own  record.  This  could  readily  be  done  by  so  constructing  it  that  a 
curve  might  be  automatically  registered  at  each  tests,  which  should 
represent  all  circumstances  of  the  experiment. 

Such  an  automatic  registry  would  evidently  yield  more  reliable 
and  instructive  information  in  regard  to  the  circumstances  of  dis- 
tortion and  fracture  than  could  any  system  of  personal  observation. 

Representing  the  magnitude  of  the  distorting  stress  at  every  in- 
stant, and  under  every  degree  of  distortion  of  the  material,  up  to  the 
limit  of  elasticity  or  even  to  the  point  of  rupture,  and  exhibiting  also 
the  corresponding  alteration  of  form  at  every  point,  the  pencilled 
curve  would  be  a  record  from  which  might  be  deduced  the  coefficients 
of  elasticity,  strength  and  resilience,  as  well  as  the  laws  governing 
the  relations  of  the  distorting  forces  to  the  resistance  of  the  material 

A  simple  but  effective  machine  was  therefore  designed  and  con- 
structed, which  accomplishes  satisfactorily  the  desired  result,  and 
this  machine,  as  planned  by  the  writer  and  constructed  by  Messrs. 
Hawkins  &  Wales,  instrument  makers  to  the  Institute,  is  shown  in 
Fig.  1. 

As  here  arranged,  it  is  intended  for  experiments  on  the  torsion  of 
materials.  Its  modifications,  for  the  purpose  of  experimenting  upon 
transverse  strength,  will  be  described  in  a  subsequent  paper,  in  which 
will  be  given  the  results  of  that  series  of  experiments. 

In  the  figure,  the  frame,  A  A,  A'A',  supports  two  suspended  arms, 
G  E,  B  D,  which  swing  about  independent  axes  in  the  same  line.  The 
arm,  B,  carries  at  its  extremity  a  weight,  D,  and  the  arm,  C,  has  a  han- 
dle, E,  by  which  it  is  moved.  The  axes  of  these  arms  are  designed 
as  shown  in  Fig.  2,  each  having  a  rectangular  recess  at  L  and  at  M, 
which  receive  each  an  end  of  the  test  piece,  which  is  squared  to  fit, 
as  shown  in  Figs.  8  and  4. 
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The  frame,  A' A',  carries  a  guide  curye,  F,  of  such  form  that  its 
ordinates  are  proportional  to  the  twisting  moments  exerted  by  the 

FiG.2 


Fig.  3 


Fig.  4 


weighted  arm,  B  D,  while  swinging  through  the  arc  to  which  the  cor- 
responding abscisses  are  proportional.  A  pencil  holder,  I,  bears 
against  this  guide  curve,  and,  being  carried  by  the  weighted  arm,  is 
thrown  forward,  as  that  arm  swings  out  under  the  action  of  the  force 
producing  torsion,  which  force  is  transmitted  through  the  test  piece. 

The  arm,  G  E,  carries  a  table,  G,  and  the  pencil,  I,  therefore,  traces 
upon  the  paper,  which  is  clamped  upon  it,  a  curve,  the  ordinates  of 
which  are  proportional  to  the  torsional  moments,  while  its  abscisses 
represent  the  relative  motion  of  the  two  arms,  and,  consequently,  the 
amount  of  torsion  to  which  the  test  piece  has  been  subjected. 

The  curves  thus  described,  of  which  the  accompanying  plate  exhib- 
its a  number,  present,  in  a  very  legible  and  convenient,  as  well  as 
reliable,  form,  all  the  results  of  the  experiments,  of  which  they  are 
the  respective  records. 

The  pointer,  J,  traversing  the  arc,  K  K,  is  arranged  as  a  maximum 
hand,  and  affords  a  useful  check  upon  the  automatic  record  of  maxi- 
mum strength. 


Digitized  by  VjOOQ IC 


,266  Civil  and  Mechanical  Engineering. 

The  plate  represents  the  results  of  average  experiments  made  upon 
a  considerable  number  of  yarieties  of  wood,  the  test  pieces  of  the 
form  shown  in  Fig.  3  being  used.  The  diameter  of  the  neck  of  each 
piece  was  seven-eighths  (J)  of  an  inch. 

This  diameter  happened  to  be  that  best  adapted  to  use  in  this  ma- 
chine. A  larger  size  was  found,  frequently,  to  yield  by  the  destruc- 
tion of  lateral  cohesion,  the  square  head  peeling,  leaving  a  prolonga- 
tion of  the  cylindrical  portion,  instead  of  twisting  oiT  in  the  neck. 
This  size  is  convenient,  also,  in  consequence  of  the  fact  that  the  co- 
efficient of  ultimate  strength  for  the  standard  diameter  of  one  inch  is 
obtained,  with  a  close  approximation  to  exactness,  by  simply  multi- 
plying the  twisting  moment  for  each  piece  by  1'6. 

These  curves  exhibit  the  relative  stiffness,  strength  and  [resilience 
of  the  woods  tested  very  perfectly.  The  inclination  of  the  atfaight 
line,  forming  the  first  portion  of  each  diagram,  from  the  vertical  is  a 
measue  of  stiffness ;  the  height  of  the  maximum  ordinate  indicates 
the  ultimate  strength ;  the  point  at  which  deviation  from  this  straight 
line  commences,  determines  the  limit  of  elasticity,  and  the  area  in- 
cluded within  each  diagram  is  proportional  to  the  torsional  resilience 
of  the  test  piece. 

The  fact  that  the  commencement  is,  in  each  case,  almost  a  perfectly 
•traight  line,  is  well  exhibited  in  the  curve,  a  a  a,  of  locust,  where 
the  horizontal  scale  is  purposely  magnified,  justifies  the  usual  assump- 
tion that,  up  to  the  limit  of  elasticity,  Hooke's  law  is  correct,  and 
,that  the  angle  of  torsion  is  proportional  to  the  twisting  moment. 

The  short  curve  of  small  radius,  noticed  at  the  foot  of  the  straight 
portion  of  each  line,  is  produced  by  the  slight  yielding  of  the  test 
piece  by  crushing,  where  it  is  grasped  by  the  machine,  which  yield- 
ing continues  until  a  firm  hold  has  been  secured.  • 

It  will  be  observed  that,  in  most  cases,  the  torsional  resistance  in- 
creases with  the  total  angle  of  torsion  up  to  a  maximum,  then,  pass- 
ing the  limit  of  elasticity,  it  drops  off  more  or  less  rapidly^  returning 
finally  to  zero.  In  the  brittle  woods,  the  fall  takes  place  suddenly, 
while,  in  the  tougher  and  more  elastic  varieties,  the  resistance  de- 
creases very  slowly,  in  some  cases  vanishing  only  after  the  test  piece 
has  been  twisted  through  a  very  large  angle. 

In  the  case  of  black  walnut,  6,  6,  6;  locust,  11,  11,  11,  and,  in  a 
still  more  remarkable  manner,  in  that  of  hickory,  10,  10,  10,  a  strik- 
ing peculiarity  is  exhibited,  which  is  one  of  the  most  interesting  and 
unanticipated  developments  of  this  series  of  experiments.     In  these 
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mrves  the  resistance  increases  with  the  amount  of  torsion,  until  a 
(nazimum  is  reached ;  the  line  then  drops  to  a  point  considerably 
below,  and  thence  again  rises  and  passes  another  maximum,  which, 
in  the  case  of  hickory,  is  only  reached  after  a  torsion  of  75^.  The 
resisting  moment  there  becomes  considerably  greater  than  at  the  limit 
of  elasticity. 

This  striking  peculiarity  was  shown,  by  carefully  repeated  experi- 
ment, to  be  due  to  the  fact  that,  in  those  woods  in  which  it  was  no- 
ticed, the  lateral  cohesion  seemed  much  less,  in  proportion  to  the 
longitudinal  strength,  than  in  other  varieties.  Watching  the  process 
of  yielding  under  stress,  it  could  be  seen,  by  close  observation,  that, 
in  the  examples  now  referred  to,  the  first  maximum  was  passed  at 
the  instant  when,  the  lateral  cohesion  of  the  fibres  being  overcome, 
they  slipped  upon  each  other,  and  the  bundle  of,  then,  loose  fibres 
readily  yielding,  the  curve  dropped  until,  by  lateral  crowding,  further 
movement  was  checked  and  the  resistance  again  rose  until  the  second 
maximum  was  reached.  Here  yielding  again  commenced,  this  time 
by  the  breaking  of  the  fibres  under  longitudinal  stress, — under  that 
component  of  torsional  stress  which  takes  a  direction  parallel  with 
that  of  the  fibres  in  their  new  positions.  In  these  cases  rupture 
seems  never  to  occur  by  true  shearing  in  the  transverse  plane.  The 
fibres  part,  one  after  another,  the  exterior  ones  breaking  first,  under 
a  tensile  stress. 

The  following  varieties  of  wood  have  been  subjected  to  torsional 
fracture,  and  the  curves  obtained  are  shown  in  the  plate  which  illus- 
trates^this  article  : 

1.  White  Pine,  {PintiB  strobm.) 

2.  S.  Yellow  Pine  {FintiB  australi8)j  sap  wood. 
8.         "  "        "  "  heart  wood. 
4.  Black  Spruce  {Abies  nigra). 

6.  Ash  (Fraxinus  Americana). 

6.  Black  Walnut  [Juglans  nigra), 

7.  Red  Cedar  {Juniperis  Virginianus). 

8.  Spanish  lif  ahogany  {Stcietenia  mahogant). 

9.  White  Oak  {Quereus  alba). 

10.  Hickory  {Juglans  alba). 

11.  Locust  {Robinia  pseudo-acacia). 

12.  Chestnut  {Castanea  esca). 

The  curves,  %\iefao  similes  of  which  are  given  in  the  plate,  exhibit 
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well  the  relative  values  of  the  materials  tested  for  the  various  pur- 
poses to  which  they  may  be  applied. 

White  pine,  1,  1,  1,  yields  quite  rapidly  as  the  torsional  moment 
increases,  and  the  considerable  inclination  of  the  line  from  the  verti- 
cal indicates  its  deficiency  in  stiffness.  It  soon  reaches  the  limit  of 
elasticity,  and  the  diagram  exhibits  the  maximum  strength  of  the 
test  piece,  15^  foot-pounds.  Passing  the  limit  of  elasticity  and  the 
maximum  moment  of  resistance  almost  simultaneously,  its  resisting 
power  decreases  rapidly,  and  with  tolerable  uniformity,  until,  at  ^^  a 
total  angle  of  torsion ''  of  180^,  it  is  twisted  completely  off*.  The 
area  comprised  within  the  curve  is  comparatively  small  and  it  is  thus 
shown  to  have  little  resilience. 

Yellow  pine,  in  accordance  with  our  already  well  established  ideas 
of  its  properties,  is  found  by  an  examination  of  its  curve,  2,  2,  2, 
8,  8,  8,  to  have  much  greater  stiffness,  strength  and  resilience.  The 
sap  wood,  2,  2,  2,  is  equally  stiff,  in  the  examples  tested,  with  the 
heart  wood,  8,  8,  8,  8,  but  sooner  passes  its  limit  of  elasticity,  the 
former  circumstance  being  quite  opposed  to  the  preconceived  ideas  of 
the  writer.  Notwithstanding  the  comparatively  low  position  occupied 
by  the  pines  in  our  list,  they  are  excellent  materials,  the  yellow  va* 
rieties  particularly,  for  general  purposes.  Our  comparison  is  made 
with  specimens  of  equal  size,  and  the  important  fact  of  the  excep- 
tional lightness  of  these  woods  is  nowhere  brought  to  our  notice  by 
these  tests* 

Spruce,  4,  4,  4,  4,  is  less  stiff  than  white  pine,  even,  but  possesses 
greater  strength  and  resilience,  its  moment  of  resistance  reaching  18 
foot-pounds,  and  twisting  through  a  total  angle  of  torsion  of  200^. 

Ash,  5,  5,  6,  5,  seems  to  be  weaker  and  less  tough  than  is  gener- 
ally supposed;  it  is  possible  that  the  specimens  tested  were  over 
seasoned.  Its  most  striking  peculiarity  is  its  very  rapid  loss  of 
strength  after  passing  its  limit  of  elasticity. 

Black  walnut,  6,  6,  6,  6,  of  the  excellent  quality  and  good  condi- 
tion, as  regards  seasoning,  of  the  samples  tried,  is  very  stiff,  strong 
and  resilient,  and  is  but  little  inferior  to  oak.  Its  resisting  moment 
reaches  85  foot-pounds,  and  one  specimen  reaches  a  total  angle  of 
torsion  of  220^. 

Red  cedar,  7,  7,  7,  7,  is  stiff,  but  brittle,  and  loses  all  power  of  re- 
sistance after  twisting  through  an  angle  of  92^.  A  torsional  moment 
of  20  foot-pounds  only  produces  a  total  angle  of  torsion  of  5^. 

Spanish  mahogany,  8,  8,  8,  8,  is  very  stiff  and  strong.     It  is  de- 
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ficient  in  toughness  and  resilience,  losing  its  power  of  resistance  Terj 
rapidly  after  passing  the  limit  of  elasticity. 

White  oaky  9,  9,  9,  9,  has  less  torsional  strength  than  either  good 
mahogany,  locust  or  hickory,  but  is  remarkable  for  its  wonderful 
toughness.  It  passes  its  limit  of  elasticity  at  15^,  but  loses  its  re- 
sisting power  yery  slowly  indeed.  We  find  the  latter  almost  unim- 
paired until  it  has  been  subjected  to  a  torsion  of  70^  ;  it  only  yielded 
completely  at  253^. 

Millwrights  are  evidently  perfectly  correct  in  holding  this  wood  in 
high  esteem  for  strength,  toughness  and  power  of  resisting  heavy 
shocks  and  strains. 

Hickory,  10,  10,  10, 10,  exhibits,  in  its  curve,  the  remarkable  pair 
of  maxima  already  referred  to,  and  has,  apparently,  the  highest  ulti- 
mate torsional  strength,  combined  with  unusual  stifihess  and  consid- 
erable resilience.  Its  moment  of  resistance  to  torsion  reaches  a 
maximum  of  58  foot-pounds. 

Locust,  11, 11, 11, 11,  has  greater  stifihess  than  any  other  wood 
in  our  list,  and  stands  next  to  hickory  in  strength ;  it  is,  also,  very 
resilient.  Three  diagrams  are  given,  each  of  which  possesses  its  own 
peculiarities.  One  specimen  is  only  twisted  through  a  total  angle  of 
torsion  of  4^  by  a  torsional  moment  of  48  foot-pounds. 

Where  more  than  one  curve  is  given  for  the  same  wood,  it  is  a  faot 
worth  noticing  that  the  stiffness  and  ultimate  strength  are  usually 
very  nearly  equal,  and  that  the  difference  between  the  several  speci- 
mens becomes  marked,  if  at  all,  in  their  degrees  of  toughness. 

In  the  formula  for  torsional  strength,  Pa  =  Cd^  the  curves  give» 
values  of  C,  as  follows  : 


1.  White  Pine,        .  .     25 

2.  Yellow    "    sap,  .     35 

3.  "        "    heart,  .    40 

4.  Spruce       .        .  .    80 

5.  Ash,  •        .        .  .48 

6.  Black  Walnut,    .  .    55 


7. 

8. 

9. 
10. 
11. 
12.  Chestnut, 


Bed  Cedar, 
Spanish  Mahogany, 
Oak, 

Hickory,  • 
Locust,     •        • 


82 
65 
58 
85 
80 
85 


Determining  relative  stiffneBs  by  obtaining  valaes  of  the  ratio  of 
twisting  moment  to  the  total  angle  of  torsion  we  obtain  the  following : 


1.  White  Pine,         .  .  1-00 

2.  Tellow    "    sap,  .  2-25 
8.        "       "    heart,  .  2-26 

4.  Sprace,       .        .  .  0-67 

5.  Ash,           .        .  .  1.87 
6J  Black  Walnut,     .  .  2-68 


7.  Bed  Oedar,        .  .  4-00 

8.  Spanish  Mahogany,  .  8'00 

9.  Oak,  .        .  .  2-58 

10.  Hickory,  .        .  .  4-15 

11.  Locust,      .        .  .  5*60 

12.  Chestnut,  .        .  .  1-60 
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Taking  the  well  established  ralue  for  oak  as  a  standard,  we  deduce 
the  following  values  for  the  coefficient  to  be  used  in  the  formula, 
2  Pa    _    Total  Angle  of  Torsion. 
GTrr^     ■"     Length  of  Part  Twisted. 


e= 


1.  White  Pine,    . 

2.  Yellow    "    sap,    , 

3.  «       "    heart,, 

4.  Spruce, 

5.  Ash, 

6.  Black  Walnut, 


220,000  7.  Red  Cedar,  .        .     890,000 

495,000  8.  Spanish  Mahogany,   660,000 

495,000  9.  Oak,    .        .        .     570,000 

211,000  10.  Hickory,       .        .    910,000 

410,000  11.  Locust,         .        .1,225,000 

582,000  12.  Chestnut,      •        .     355,000 


Finally,  by  measuring  the  areas  of  the  several  curves,  we  deduce 
the  following  values  for  relative  resilience,  white  pine  being  taken  as 
the  standard : 

The  work  done  in  twisting  off  these  specimens  is  found  to  have 
relative  values  as  follows : 

7.  Red  Cedar,     .  .     1*61 

8.  Spanish  Mahogany,    2-25 ;  1-65 

9.  Oak,       ....     6-60 

10.  Hickory,         .        .       ..6-90 

11.  Locust,  .  7-65;  5-86;  320 

12.  Chestnut,        .        .        .     240 
The  values  of  coefficients,  as  given,  will  be  checked  by  additional 

experiments  upon  test  pieces  of  the  form  shown  in  figure  4,  carefully 
turned  to  a  diameter  of  |  inch,  and  of  a  length,  in  the  neck,  of  one 
inch. 

Coefficients  for  metals  will  also  be  given  in  a  later  communication. 
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1.  White  Pine,   . 

100 

2.  Yellow    «    sap,    . 

301 

8.        «       ««    heart, 

8-87 

4.  Spruee, 

1-60 

6.  Ash, 

2-26 

6.  Black  Walnut,  5-00 ;  3*95 


A  French  Inventor  proposes  to  photograph  dispatches  to  micro- 
scopic fineness,  and  blow  them  through  a  tube  sunk  in  the  Straits  of 
Dover.  When  at  their  destination  the  dispatches  could  be  enlarged 
again.  By  this  method  long  dispatches  could  be  sent  about  as  cheaply 
and  expeditiously  as  short  ones. 
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REPORT  OF  THE  COMMITTEE  OF  THE  FRANKLIN  INSTITUTE  ON 

THE  CAUSES  OF  CONFLAGRATIONS  AND  THE  METHODS 

OF  THEIR  PREVENTION. 

The  undersigned,  a  special  committee  appointed  by  the  Franklin 
Institute  to  ascertain  the  causes  and  the  best  means  of  preyenting 
conflagrations,  have  given  the  subject  careful  consideration. 

During  the  past  year  there  were,  within  the  limits  of  Philadelphia, 
603  fires,  an  alarming  increase  over  the  year  1871,  of  over  41^  per 
cent.     Total  loss  by  fire,  $2,173,148.  h 

Fifty-nine  fires — the  largest  number  originating  from  any  one 
source — were  caused  by  the  explosion  of  coal  oil  and  fluid  lamps. 
The  number  of  persons  injured  by  these  explosions  and  fires  so  as  to 
cause  death  was  about  100.  54  fires  originated  from  downright  care- 
lessness, mostly  with  matches,  gas  and  lamps ;  51  by  defective  stove 
pipes,  broken  stoves,  burning  coal  and  wood  falling  upon  the  floor. 
35  buildings  were  intentionally  set  on  fire.  82  conflagrations  were 
from  spontaneous  combustion ;  24  originated  from  tchaecO'pipe%  and 
cigart ;  23  were  caused  by  defective  flues  and  20  by  fire  works. 

The  use  of  petroleum  in  its  various  forms  has  been  the  most  proli- 
fic cause  of  confiagrations.  Hence  the  first  section  of  our  report  this 
evening  is  on  illuminating  oils. 

The  best  way  of  producing  artificial  light  and  heat  is  pre-emi- 
nently worthy  the  careful  and  profound  consideration  of  the  Institute. 
For  these  aids  are  the  very  source  of  all  the  mechanic  arts.  With- 
out them  society  would  revert  to  .the  level  of  the  brute  creation  and 
the  spontaneous  productions  of  the  earth.  Hence,  this  subject  has  a 
legitimate  paramount  claim,  for  it  is  the  very  basis  of  the  great  cause 
of  civilization.  The  use  of  petroleum  is  yet  in  its  infancy.  It  ia 
only  thirteen  years  since  its  general  introduction.  Like  gunpowder 
and  steam,  it  has  become  indispensable.  Like  these,  also,  in  the 
hands  of  knowledge,  it  is  a  faithful  servant.  In  the  hands  of  igno- 
rance it  is  a  dreadful  master.  Even  in  this  city,  proverbial  for  the 
intelligence  of  the  great  majority  of  the  people,  and  where  gas  is  so 
generally  used,  this  illuminant  has  been  the  most  fruitful  cause  of  dis- 
astrous fires,  and  sudden,  fearful,  untimely  death.   In  other  cities,  and 
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in  the  rural  districts  throughout  the  entire  Union,  the  destruction  of 
property  and  the  death  rate,  in  proportion  to  population,  has  been 
still  greater.  Ignorance  and  carelessness  in  the  use  of  illuminating 
petroleum  oils  are  the  cause  of  the  terrific  conflagrations  that,  within 
scarcely  more  than  the  third  of  a  generation,  have  probably  destroyed 
more  property  and  lires  than  were  lost  during  the  entire  war  of  Ame* 
rican  independence. 

The  coal  oil  first  introduced  in  the  United  States  had  a  burning 
point  of  124  degrees,  and  was  used  with  great  timidity  and  care. 
About  50  per  cent,  of  the  petroleum  obtained  from  the  wells,  the 
light  volatile  product  known  as  benzine,  gasoline,  &c.,  was  thrown 
away,  on  account  of  the  great  danger  of  keeping  it.  The  first  de- 
mand for  the  light  product  was  for  chemical  purposes  and  exportation; 
the  price  established  for  it  at  the  wells  was  only  two  cents  per  gallon. 
Since  that  time  it  has  gradually  advanced,  but  has  always  remained 
much  cheaper  than  the  standard  oil  with  its  burning  point  of  110 
degrees.  Mixing  any  of  the  lighter  forms  of  petroleum  with  oil  that 
stands  the  Government  test  will  greatly  facilitate  the  lighting  of 
old  gummy  wicks,  and  always  increase  the  brilliancy  and  beauty  of 
the  light.  Hence  the  retailer  who  uses  the  comparatively  safe  oil 
with  a  burning  point  of  110  degrees  will  be  accused  of  keeping  a  poor 
article,  and  have  his  customers  leave  to  buy  of  his  neighbor,  who,  by 
adding  benzine  at  about  half  cost,  can  sell  a  lower-priced  oil,  make 
more  profit,  and  gain  the  reputation  of  keeping  the  best  article  the 
market  afibrds.  According  to  the  present  State  law,  no  Oovernment 
Inspector  has  the  right  to  inspect  or  in  any  way  prohibit  the  sale  of 
any  mixture  of  combination  oils  or  combination  burning  fluids.  The 
law  expressly  conflnes  the  State  Inspector  to  coal  oil  and  kerosene. 
The  courts  have  decided  that  he  has  no  jurisdiction  over  the  sale  of 
oils  or  fluids  bearing  any  other  name. 

Hence,  if  the  State  Inspector  should  visit  a  retail  store,  and  the 
proprietor  has  any  doubt  about  the  quality  of  his  oil,  he  may  claim 
that  it  is  combination  fluid,  and  if  it  should  burn  or  explode  even  be- 
low the  freezing  point,  the  retailer  is  not  only  entirely  exempt  from 
the  penalties  of  the  law,  but  actually  receives  the  plaudits  of  his  cus- 
tomers for  keeping  an  article  so  'easy  to  light,  so  free  to  burn,  and 
when  actually  on  fire  without  confinement  so  readily  to  be  extinguished. 
If  the  agents  who  traverse  the  country  and  set  fire  to  volatile  petro- 
leum in  a  full,  open  lamp,  were  to  permit  it  to  be  only  partially  filled 
with  the  fluid  and  remain  long  enough  in  a  warm  room  to  have  the  vacant 
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space  in  the  lamp  filled  with  the  yapor  or  gas  that  is  constantly  emit- 
ted from  the  light  petroleum  or  combination  fluid  at  a  high  tempera- 
ture, then  an  explosion  would  occur,  the  energy  of  which  would  be  pro- 
portional to  the  amount  of  the  mixture  of  the  gas  and  atmospheric  air. 
The  State  Inspector  during  the  past  year  examined  forty  thousand 
barrels  of  coal  oil  and  kerosene  at  wholesale  stores,  and  there,  through 
the  defect  of  Legislatiye  enactment,  his  labors  ended.  The  rule  will 
generally  hold  true  that  the  more  volatile  the  oil,  the  cheaper  the  fluid, 
the  more  dangerous  the  compound,  the  clearer  and  better  the  light. 
Hence  the  highly  inflammable  mixtures  which  yield  most  profit  to  the 
retailers  and  the  most  satisfaction  to  their  customers  are  entirely  be- 
yond the  seope  of  legal  inspection.  One  of  your  Committee  visited  the 
dwelling  at  Morton  station,  where  four  persons  were  burned  to  death 
by  the  explosion  of  a  can  containing  nearly  a  gallon  of  volatile  petro- 
leum or  combination  fluid.  The  room  in  which  the  explosion  took  place 
had  a  low  ceiling,  and  a  very  large  stove,  which  had  been  kept  at  nearly 
a  red  heat,  in  order  to  expedite  a  large  ironing.  There  was  no  light  or 
fire  in  the  room  except  the  one  in  the  stove.  A  young  lady  was  still 
conscious  and  lived  long  enough  to  describe  her  mother,  who  took  the 
can  of  oil,  removed  the  cork  of  the  spout  at  the  table,  several  feet  from 
the  stove.  She  instantly  saw,  on  the  removal  of  the  cork,  a  flash 
go  from  the  stove  to  the  can,  heard  a  loud,  hissing  noise,  and  that 
was  all  she  remembered.  A  lady  near  the  dwelling  heard  the  explo- 
sion, and  instantly  saw  the  kitchen  full  of  red  flame.  A  gentleman 
near  by  ran  to  the  rescue.  About  two  minutes  after  the  explosion 
the  door  was  opened  and  the  fire  appeared  to  be  extinguished.  The 
can  had  been  filled  the  day  previous  with  a  gallon  of  light  petroleum, 
called  combination  fluid.  Evaporation  had  been  going  on  all  day  in 
the  hot  kitchen,  from  several  lamps  and  the  can.  The  room  was  evi- 
dently partly  filled  with  the  vapor  of  the  fluid  from  the  lamps,  and  the 
can,  on  the  removal  of  the  cork,  a  stream  of  vapor  must  have  rushed 
from  the  spout  to  the  strong  draft  at  the  stove,  and,  igniting,  formed 
the  stream  of  fire  described  previous  to  the  instant  explosion.  The 
probable  additional  latent  gas  in  the  room  also  ignited  and  formed  an 
intense  heat  that  burnt  the  paper  and  paint  of  the  room  to  a  crisp  in 
about  two  minutes'  time. 

We  find  by  actual  experiments  that  all  the  light  forms  of  petroleum 
constantly  generate  vapor  or  gas  even  at  the  low  temperature  of  12 
degrees  above  zero.  This  vapor,  when  properly  controlled  and  man- 
aged, gives  a  clear  white  light,  equal  in  brilliancy  and  beauty  to  the 
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best  gas  furnished  bj  the  city.  But  it  appears  impossible,  in  the  pre- 
sent state  of  science,  to  use  it  with  safety.  No  lamp  can  be  made 
sufficiently  secure  to  prejent  the  excessively  volatile  fluid  from  escap- 
ing from  the  lamp  when  it  is  not  burning  and  the  atmospheric  air  from 
filling  part  of  the  vacant  space  in  the  lamp  after  a  part  of  the  vapor 
has  escaped  or  a  part  of  the  fluid  has  been  burned.  When  the  mix- 
ture goes  on  so  that  there  is  one  part  of  gas  and  four  parts  of  atmos- 
pheric air  inside  the  lam^,  or  when  these  proportions  exist  in  a  room 
or  any  other  apartment,  they  form  a  fearfully  explosive  mixture. 

The  number  of  deaths  in  the  United  States  from  the  explosions  of 
coal  oil  and  fluid  lamps  for  the  year  1871  was,  by  the  account  kept 
by  an  insurance  paper  (the  Chronicle),  8,500.  If  the  death  rate  for 
1872  kept  pace  with  the  increase  of  conflagrations,  which  was  about 
50  per  cent.,  it  would  give  for  the  past  year  6,250  deaths,  and  tho 
maiming  of  probably  20,000  persons  within  the  jurisdiction  of  the 
United  States.  It  is  the  peculiar  characteristic  of  the  explosive  and 
exceedingly  dangerous  mixture  of  petroleum  gas  and  atmospheric  air 
to  settle  on  the  floor  and  remain  there  unperceived  by  either  the  sense 
of  sight  or  smell.  If  there  be  no  ventilation,  and  the  supply  of  oil 
is  abundant,  the  accumulation  will  go  on  till  the  apartment  is  filled 
from  the  floor  to  the  ceiling.  But  the  reverse  is  true  with  carburetted 
hydrogen  gas  furnished  by  the  city,  which  will  begin  to  fill  at  the 
ceiling  and  go  down  towards  the  floor ;  hence  proper  ventilation  at 
the  bottom  and  the  top  of  every  apartment  where  illuminating  oils 
and  gas  are  used  tends  to  prevent  explosions  and  conflagrations.  It 
is  always  exceedingly  dangerous  to  go  into  a  close  cellar  or  storeroom 
with  a  light  or  fire  where  vaporizing  oils,  burning  fluids  of  any  kind^ 
or  volatile  spirits  are  kept.  No  family  can  retire  at  night  with  any 
degree  of  safety  leaving  cans  of  any  of  the  light  kinds  of  illuminating 
oils  or  burning  fluids  near  a  hot  stove. 

Any  oil  or  burning  fluid  that  evaporates  rapidly  or  generates  gas 
below  one  hundred  degrees  is  exceedingly  unsafe.  It  is  easy  for  any 
one  to  determine  the  safety  of  any  illuminating  oil  or  fluid.  First  way : 
Take  a  small  four-inch  test  tube,  which  can  be  obtained  at  a  drug  store 
for  about  five  cents ;  fill  it  with  the  oil.  If  the  evaporation  in  twenty- 
four  hours  exceed  the  fourth  of  an  inch  it  is  not  safe.  The  best  oil 
will  remain  for  days  without  any  perceptible  diminution.  If  a  test 
tube  cannot  be  readily  obtained,  fill  the  fourth  of  a  small  teaspoon, 
pass  a  lighted  match,  or  lighted  taper,  close  to  the  oil  or  fluid  to  be 
tested,  if  it  ignites  at  a  surrounding  temperature  of  less  than  one  hun- 
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dred  degrees  it  is  totally  unsafe  to  use  about  a  dwelling.  It  is  not  the 
oil  or  fluid  that  explodes,  but  the  vapor  mixed  with  air.  The  act 
of  carrying  a  lamp  shakes  the  oil  and  facilitates  evaporation.  Also, 
the  warmer  the  fluid  the  greater  the  amount  of  vapor  evolved.  Wicks 
of  lamps  after  long  use  become  conductors  of  heat.  A  burning  wick 
turned  down  becomes  a  live  coal,  saves  oil,  and  gives  but  little  light, 
but  always  heats  the  metallic  tube  and  collar,  raises  the  temperature 
of  the  oil,  increases  its  evaporation  and  consequent  danger  of  instant 
txphnon.  Volatile  oil  and  burning  combination  fluids  generate  vapor 
inside  the  lamp,  hence  the  less  the  oil  the  greater  the  vacant  space 
filled  with  vapor  and  atmospheric  air,  and  the  greater  the  danger, 
and  hence  it  is  apparent  that  to  fill  a  lamp  nearly  empty  while  burn- 
ing is  almost  certain  to  result  in  a  terrific  explosion.  Extinguishing 
a  lamp  by  blowing  down  its  chimney  increases  the  chance  of  explosion 
by  igniting  the  gas  inside.  Light  volatile  oils  are  more  dangerous  to 
handle,  where  there  is  either  light  or  fire,  than  gunpowder.  The 
latter  will  only  explode  when  fire  is  actually  applied  to  it,  but  the 
vapor  emanating  from  the  former  will,  unseen,  flow  along  a  draft  for 
many  feet,  and  when  least  expected,  as  was  the  case  at  Morton  sta- 
tion, form  a  train  for  instant  overwhelming  explosion  and  terrible 
loss  of  life.  The  present  alarming  condition  of  illuminating  oils  has 
been  brought  about  by  competition  in  business,  and  the  general  de- 
sire of  the  people  to  buy  cheap.  The  fertility  of  resource,  in  the 
endearor  to  utilize  the  lighter  forms  of  petroleum,  has  added  millions 
of  dollars  to  the  annual  productive  wealth  of  Philadelphia.  Inven- 
tive power — the  ennobling  characteristic  of  free  institutions — has 
caused  petroleum  to  become  the  general  illuminator,  and  Pennsylvania 
the  oil  emporium  of  the  entire  world.  It  has  grown  to  be  one  of  the 
largest  items  of  commercial  exchange  between  the  United  States  and 
foreign  nations — even  India,  China  and  Japan  take  petroleum  for 
their  products  instead  of  gold.  Safety  to  life  and  property  are  al- 
ways of  paramount  importance.  The  quality  of  any  oil  or  fluid  is 
easily  determined.  Let  the  purchaser  use  the  test-tube,  or  see  if  the 
oil  in  a  small  teaspoon  can  be  lit  with  a  match ;  if  so,  shun  it  as  you 
would  nitro-glycerine. 

We  recommend  every  one  to  try  these  safe,  reliable  tests  before 
using  any  kind  of  petroleum  illuminants,  for,  independent  of  the  ex- 
cruciating torture,  long  suffering  and  death  that  might  befall  the 
inmates  of  his  own  family,  the  conflagration  may,  by  his  neglect,  at 
any  time  be  wide-spread,  as  was  the  case  at  Chicago  on  the  terrible 
YoL.  LXV.— Thieo  Sirim.— No.  3.— April,  1873.  19 
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night  of  October  9,  1871.  The  labors  of  a  life  time  may,  by  the 
explosion  of  a  single  lamp,  be  suddenly  swept  away  by  the  irresist- 
ible besom  of  destruction.  Insurance  companiesj  with  milliont  of 
capital,  may  become  bankrupt  and  lose  their  p^wer  as  the  faithful  guar- 
dians  of  industry,  the  safe, protectors  of  the  unfortunate^  the  reliable 
endorsers  of  sacred  legacies  left  to  dependent  widows  and  orphans — to 
institutions  of  learning  and  piety.  Hardly  ever  does  a  disastrous  fire 
occur  but  many,  by  over-exertion  and  exposure,  contract  diseases  that 
cause  them,  in  the  vigor  and  prime  of  life,  to  fill  untimely  graves. 

The  very  best  article  the  market  affords  ought  to  be  bought  by  the 
poor  as  well  as  the  rich,  even  if  it  costs  64  cents  a  gallon  instead  of 
32  cents.  The  price  will,  even  with  the  advance,  be  exceedingly  low 
compared  with  former  years  before  the  introduction  of  the  transcend- 
ently  great  and  cheap  illuminator  which  the  world  cannot  now  dispense 
with.  By  observing  this  golden  rule  the  terrific  disasters  and  con- 
flagrations that  have  resulted  from  the  use  of  the  light,  cheap  forms 
of  petroleum  will  hereafter  be  averted  in  this  country,  as  they  always 
have  been,  by  observing  stringent  laws,  in  Continental  Europe.  Pe- 
troleum, properly  managed,  is  a  safe  illuminant.  The  great  cause  of 
civilization  cannot  do  without  it.  Inventive  power  may  yet,  by  pru- 
dent management,  render  it  the  readiest,  the  safest  and  most  desira- 
ble fuel  in  producing  artificial  heat  for  the  mechanic  arts  and  all  the 
varied  wants  of  man.  The  just  value  of  the  product  of  the  oil  wells 
of  Pennsylvania  for  the  year  1872  is  upwards  of  fifty  millions  of 
dollars,  or  more  than  one-fourth  the  wealth  of  the  entire  agricultural 
productions  of  the  State. 

For  full  particulars  we  refer  to  the  exhaustive  report  of  the  Secre- 
retary  of  the  Institute,  the  ablest  paper  on  the  analysis  and  use  of 
illuminants  we  have  ever  read. 

In  behalf  of  the  committee, 

J.  B.  BuRLBiGH,  Chairman. 
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The  Light  Petroleum  Oils  ;  Considered  as  to  their  Safety  or 
Danger,  in  various  Domestic  Uses. 

{A  Report  to  the  Committee  of  the  Franklin  Inatittue,  to  inquire  into  the  Causes 
of  Conflagrations  and  the  most  efficient  Methods  for  their  Prevention.) 

Gentlemen : — In  the  field  of  illumination  for  public  and  domestic 
purposes,  the  direction  of  invention  has  been  for  sometime  confined, 
not  so  much  to  the  problem  of  creating  new  systems,  as  to  the  im* 
provement  of  those  already  extant.  Indeed,  to  one  who  fully  appreci- 
ates the  comprehensive  advantages  which  coal-gas  possesses  for  illu- 
minating purposes,  both  aesthetically  and  sanitarily  considered,  and 
the  elaborate  conveniences  which  have  been  devised  and  so  universal- 
ly introduced,  to  render  the  details  of  its  distribution  and  consumption 
perfectly  automatic,  while  at  the  same  time  perfectly  under  control, 
the  di£Sculties  to  be  overcome  by  an  innovator  upon  a  field  so  tho- 
roughly cultivated,  will  be  comprehended. 

Financial  considerations,  however,  preclude  the  establishment  of 
gas-works  in  locations  other  than  large  cities  and  towns — and  for  the 
benefit  of  those  who  are  deprived  of  the  luxury  of  coal-gas,  inventors 
have  most  zealously  striven.  The  development  of  the  petroleum  in- 
dustry afforded  a  most  effective  spur  to  inventive  genius,  and  has  called 
forth  a  multitude  of  plans  and  processes  for  accomplishing  this  very 
necessary  object.  Of  some  of  these  it  is  the  object  of  the  writer,  in 
the  course  of  this  report,  to  discuss  the  merits,  as  well  as  their  bear- 
ing upon  the  score  of  safety.  The  composition  and  character  of  the 
petroleum  oils  are  noteworthy,  and  the  writer  may  hope  to  be  par- 
doned for  dwelling  perhaps  at  too  great  length  upon  this  point,  since, 
otherwise,  those  who  may  not  be  conversant  with  the  subject,  will 
fail  to  comprehend  the  accuracy  of  any  inferences  which  may  be  based 
upon  them. 

They  are  all  of  them  composed  of  the  elements  carbon  and  hydro- 
gen, and  range,  by  imperceptible  steps,  from  oils  which  are  exceed- 
ingly light  and  inflammable  to  those  which  are  heavy,  thick,  and  vis- 
cous, and  which  can  only  be  ignited  at  an  elevated  temperature.  Nor 
is  the  material  obtained  from  a  certain  locality  to  be  regarded  as  a 
simple  oil,  since  it  is  invariably  a  mixture  of  readily  and  difficultly 
inflammable  oils.  There  is,  of  course,  much  difference  in  the  appear- 
ance of  the  materials  obtained  from  different  locations — a  fact  most 
palpably  manifested  in  their  difference  in  gravity — but  their  general 
character  is  the  same,  whether  found  upon  the  shores  of  the  Caspian 
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sea  or  in  Pennsylvania.  So  nnmerous  are  the  constituents  of  these 
oils,  so  closely  do  they  resemble  each  other  in  their  physical  and 
chemical  properties,  that  their  separation  and  identification  has  afford- 
ed a  problem  which  the  skill  of  the  chemist  has  thus  far  been  bafDed 
to  soWe ;  and  the  sum  of  our  knowledge  of  them  may  be  contained  in 
the  statement,  that  they  consist  of  mechanical  mixture  of  a  great 
number  of  miscible  hydro-carbons,  whose  gravities  and  boiling  points 
increase  by  such  imperceptible  gradations  that  it  is  impossible  to  sepa- 
rate them,  except  roughly.  For  convenience  sake,  a  number  of  com- 
mercial distinctions  have  been  made,  to  which  there  is,  at  the  present 
time,  no  valid  reason  to  object.  Of  these,  those  which  are  known 
familiarly  under  the  names  burning  oil  or  kerosene,  benzine,  and  gaso- 
lene, alone  concern  the  purpose  of  this  paper. 

Petroleum,  according  to  Mr.  S.  Dana  Hayes,  State  Chemist  of 
Massachusetts,  yields,  by  distillation,  nine  distinct  products,  as 
follows : — 

Name. 


p.  gray, 
ater,  1). 

•625 

8p.  gray. 
Banme. 

Boiling 
point. 

65«  Fahr 

•665 

.85 

120"^     " 

•706 

70 

ISO'     " 

•724 

67 

220°     « 

•742 

65 

800°     " 

•804 

45 

860°     " 

•847 

86 

425°     «♦ 

■883 

29 

575°     " 

Rhigolene, 

Gasolene, 

G.  Naptha, 

B.  Naptha, 

A.  Naptha, 

Kerosene  Oil, 

Mineral  Sperm  Oil, 

Neutral  Lubricating  Oil,  '883 

Paraffine,  -848  (?)         —  

It  must,  however,  be  remarked,  that  the  above  figures  express  only 
the  properties  of  the  several  products  when  obtained  in  as  homogene- 
ous a  condition  as  it  is  possible  to  manufacture  them  commercially ; 
and  though  under  such  circumstances  the  specific  gravity  of  the  oil 
affords  a  fair  exponent  of  its  inflammability,  there  can  be  no  greater 
error  than  to  trust  to  this  as  an  infallible  indicator  of  the  quality  of 
oils  sold  for  household  purposes. 

Since  this  assertion  may  require  explanation,  it  may  be  well  to 
state  that,  owing  to  the  perfect  miscibility  of  all  the  petroleum  pro- 
ducts, it  is  possible,  by  simply  mixing  a  light  and  a  heavy  product,  to 
obtain  an  oil  having  a  specific  gravity  ranging  anywhere  between  the 
gravity  of  the  two  extremes  of  which  it  is  composed.  The  tempera- 
ture, however,  at  which  such  a  mixture  would  evolve  an  inflammable 
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yapor,  and  that  at  which  it  would  ignite,  would  be  very  materially 
affected ;  for  such  a  mixture  would  not  serve  to  neutralize  the  volatile 
qualities  of  the  lighter  oil. 

An  oil  tested  with  the  hydrometer  might,  for  example,  show  a  grav- 
ity of  45^13,  but,  instead  of  being  a  comparatively  homogeneous  oil, 
might  be  composed  of  a  mixture  of  oils  lighter  and  heavier,  of  which 
the  indicated  gravity  simply  showed  the  mean  value.  What  is  more 
important,  however,  such  a  mixture,  instead  of  requiring  a  somewhat 
elevated  temperature  (about  120^  F.),  to  evolve  an  inflammable  vapor, 
as  would  be  the  case  with  a  nearly  homogeneous  oil  of  this  gravity, 
might  ignite  at  all  ordinary  temperatures. 

In  regard  to  the  inflammability  of  the  petroleum  products,  two  in- 
dications have  been  fixed,  by  which  this  quality  may  be  conveniently 
estimated,  and  which  at  the  same  time  afford  the  only  9ure  indication 
of  the  safe  or  dangerous  character  of  any  of  these  products.  These 
standards  are  called  respectively  the  flashing  and  burning  point.  The 
first  is  the  temperature  at  which  the  sample  evolves  an  inflammable 
vapor ;  the  second  is  that  at  which  the  oil  itself  ignites. 

It  will  be  evident,  from  what  has  been  said,  that  we  have  here  an 
infallible  means  of  determining  that  which  the  hydrometer  fails  to  in- 
dicate ;  namely,  whether  a  sample  of  oil  is  a  mixture,  or  is  compara- 
tively homogeneous. 

Subjected  to  the  first  test,  the  lighter  portions  of  the  oil  will  suc- 
cessively rise  to  the  surface,  will  be  there  converted  into  vapor,  which, 
when  evolved  in  appreciable  quantity,  will  ignite  with  a  succession  of 
flashes  on  the  approach  of  a  lighted  body. 

If  the  sample  is  mainly  composed  of  a  heavy  oil  (whose  boiling 
point  is  therefore  high),  this  succession  of  flashes  will  be  the  only 
phenomenon  at  first  observed ;  for  the  heat  evolved  from  the  moment- 
ary ignition  of  the  lighter  vapors  given  off,  will  not  be  sufficient  to 
start  the  ignition  of  the  whole  body  of  oil.  The  temperature  at  which 
this  phenomenon  is  first  observed,  is  called  the  flashing  point. 

If  the  heating  of  the  sample  is  continued,  a  temperature  will  soon 
be  reached  at  which  the  remaining  heavy  constituent  begins  to  evolve 
its  vapors,  which,  when  sufficiently  rapid,  will,  upon  being  ignited,  in- 
flame the  body  of  the  oil  itself.  This  temperature  is  called  the  burn- 
ing point.  By  this  test  alone  is  it  possible  to  determine  the  character 
of  these  miscible  oils ;  and  so  certain  are  the  indications  which  it  af- 
fords, that  in  the  several  legal  enactments  with  which  it  has  been 
found  necessary  to  surround  the  traffic  in  these  oils,  it  has  been  relied 
upon  to  correctly  indicate  their  quality. 
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In  the  preceding  illustration,  it  appeared  that  the  addition  of  a 
fmall  quantity  of  light  oil  to  a  heavy  one  acted  in  such  a  way  as  to 
noticeably  lower  its  flashing  point.  This  actiom  grows  more  marked 
as  the  amount  of  the  adulteration  increases,  and  will,  when  a  very 
moderate  dilution  has  been  reached,  also  seriously  affect  the  burning 
point  of  the  mixture,  the  lighter  portion  of  the  sample  being  readily 
inflamed  from  the  flash  of  the  greatly  increased  volume  of  vapor  which 
it  throws  off. 

Dr.  D.  B.  White,  President  of  the  Board  of  Health  of  New  Or- 
leans, found,  for  example,  in  experimenting  with  an  oil  which  flashed 
at  US'"  Fahr.,  that  an  addition  of 

One  per  cent,  of  naphtha  caused  it  to  flash  at  108^  Fahr. 
Two  "  "  "  "  92**     " 

Five  "  "  "  *'  85*     " 

Ten  "  "  "  **  69°     " 

Twenty       «  "  "  "  40^     " 

After  the  addition  of  twenty  per  cent.,  the  oil  burned  at  50^. 

It  must  be  noticed  that,  though  in  general  character  the  petroleum 
compounds  are  almost  identical,  yet,  when  considered  in  relation  to 
their  adaptability  as  illuminants,  a  marked  distinction  can  be  made. 

The  heavy  oil  boils  at  an  elevated  temperature,  and  at  the  ordi* 
nary  temperature  throws  off  only  an  inappreciable  quantity  of  vapor. 
A  lighted  match,  approached  to  an  open  vessel  containing  it,  will  not 
ignite  it,  and  if  plunged  into  the  oil,  it  will  be  extinguished.  With 
the  other  members  of  the  series,  however,  the  boiling-point  is  but  a 
trifle  removed  from  the  ordinary  temperature ;  and  at  the  ordinary 
warmth  of  our  dwellings,  they  are  constantly  throwing  off  vol- 
umes of  vapor  (the  gasoline,  of  course,  to  a  much  greater  extent  than 
the  naptha).  A  lighted  match  approached  to  an  open  vessel  of  either 
of  them,  will  ignite  them  at  once,  and  at  some  distance  from  the  sur- 
face of  the  material. 

It  appears,  therefore,  that  the  light  oils,  owing  to  their  extreme 
volatility,  cannot  be  handled  with  the  same  indifference  as  the  heavy 
ones.  An  open  vessel,  containing  either  of  them,  placed  at  some  dis- 
tance from  the  neighborhood  of  a  flame,  may,  more  likely  than  not, 
be  the  cause  of  sad  mischief,  and  from  a  very  simple  cause.  The 
vapor  which  it  is  constantly  and  imperceptibly  giving  off,  flows  from  it 
in  all  directions,  seeking  the  floor,  in  virtue  of  its  superior  density  to 
the  air — and  once  in  contact  with  the  flame — a  flash — and  the  ignition 
arts,  in  an  instant,  back  to  its  source. 
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Of  the  invidious^  imperceptible  nature  of  the  dangers  attendant 
upon  their  employment  as  illuminants,  the  public  cannot  be  too  clearly 
conscious,  or  too  forcibly  warned.  And  under  no  circumstances  is 
the  employment  of  these  incendiary  materials  so  severely  to  be  con- 
demnedy  as  in  the  portable  lamp  so  generally  employed  in  the  house- 
hold. There  are,  it  is  true,  circumstances  under  which  they  may  be, 
with  certain  precautions,  employed  for  other  purposes  than  as  light- 
ing agents — and  of  these  the  writer  will  have  occasion  to  speak  fur- 
ther on — ^but,  in  the  portable  lamp,  they  may  at  any  moment  add 
another  to  the  list  of  terrible  accidents  with  which  the  public  is  al- 
ready too  familiar.  Let  the  attention  be  but  for  a  moment  directed 
to  the  state  of  things  involved.  The  body  of  the  lamp  is  invariably 
of  glass,  and  hence  fragile.  It  is  supposed  to  contain  some  of  one  of 
the  lighter  oils,  the  peculiar  properties  of  which  have  just  been  al- 
luded to.  In  the  process  of  burning,  the  metallic  attachments  of  the 
lamp  will  communicate  sufficient  heat  to  the  body  of  the  oil  within,  to 
fill  the  whole  of  the  space  above  the  oil  with  its  vapor.  So  long,  now, 
as  the  lamp  remains  unbroken,  and  its  attachments  without  leakage, 
this  circumstance  is  of  little  consequence,  as,  of  itself,  the  confined 
vapor  cannot  be  made  to  explode  or  ignite.  But  suppose  the  lamp, 
in  this  condition  of  things,  to  be  shattered  by  a  fall — a  circumstance 
by  no  means  infrequent — the  consequence  will  inevitably  be  that  the 
inflammable  vapor  in  the  neighborhood  of  the  flame  would  at  once  ig- 
nite, and  with  it  the  whole  body  of  oil  in  the  lamp,  to  the  imminent 
peril  of  person  and  property.  Qr  suppose  the  equally  probable  cir- 
cumstance, that  the  lamp,  as  before,  should  be  refilled  while  burning, 
when  the  result  might  be,  if  possible,  more  disastrous  than  in  the  pre- 
ceding case  ;  for  the  volatile  and  inflammable  vapors  filling  the  upper 
portion  of  the  lamp  would  inevitably,  by  their  rapid  difiusion  into  the 
air  immediately  surrounding  the  flame,  form  an  explosive  mixture, 
from  the  effect  of  which  the  lamp  and  its  burning  contents  would  be 
scattered  in  all  directions.  Where  the  oil  made  use  of  is  one  of  proper 
quality,  neither  of  the  accidents  here  hypothetically  stated  would  be 
possible,  since,  in  no  case,  with  a  properly  constructed  lamp,  could 
there  be  generated  within  the  body  of  the  lamp  an  amount  of  vapor 
sufficient  to  cause  an  explosion  ;  nor  could  the  oil  itself  be  ignited  at 
80  moderate  a  temperature. 

It  is  simply  to  be  set  down  to  good  fortune,  if  one  who  has  em- 
ployed these  oils  for  household  purposes  has  escaped  scot  free,  since 
no  amount  of  care  can  avail  against  the  inevitable  result  which  must 
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follow  one  accident.  It  is  easy  to  understand  how  persons  ignorant 
of  the  highly  dangerous  character  of  the  light  petroleums  may  un- 
knowingly  make  use  of  them  in  the  manner  aboye  named ;  but  it  is 
really  a  matter  of  concern  and  surprise  that  so  many,  even  of  those 
who  are  thoroughly  aware  of  the  nature  of  the  incendiary  they  are 
introducing  into  their  households,  are,  nevertheless,  thoughtless  or 
indiflFerent  enough  to  continue  the  suicidal  practice — for  no  term  can 
be  too  strong  to  properly  characterize  the  fearful  nature  of  the  risk 
one  is  constantly  running  while  employing  these  oils  in  the  house- 
hold. 

There  is,  unfortunately,  such  a  thing  as  too  much  legislation,  as 
most  communities  are  unfortunately  aware,  but  there  would  seem  to 
be  no  grounds  for  such  a  complaint  on  a  subject  which  so  inti- 
mately concerns  the  safety  of  the  individual  and  the  general  public, 
as  just  this  one.  There  are,  it  is  true,  laws  which  are  intended  to 
regulate  the  sale  of  this  material,  an  inspection  of  its  quality,  and 
severe  penalties,  on  paper,  designed  to  punish  those  who  sell,  for  il- 
luminating purposes,  an  oil  which  will  inflame  below  a  temperature 
fixed  by  law  at  110^  Fahrenheit.  But,  most  unfortunately,  the  legis- 
lation on  the  subject  utterly  fails  to  accomplish  the  end  for  which  it 
was  intended,  namely,  to  protect  the  great  body  of  the  people,  who 
are  not  supposed  to  be  familiar  with  the  nature  of  these  materials, 
from  the  possibility  of  unknowingly  running  into  such  dangers  as 
those  which  the  writer  has  endeavored  to  make  clear  in  what  has  pre- 
ceded. And  this  lamentable  state  of  aifairs  is  due  to  the  fact  that 
the  powers  of  the  Inspector  are  limited  to  the  examination  of  oils 
which  are  sold  as  refined  petroleum,  thus  placing  the  host  of  dan- 
gerous patented  compounds  now  flooding  the  market  beyond  his  con- 
trol— and  from  the  fact  also  that  the  inspection  is  made  before  the  oil 
leaves  the  hands  of  the  wholesale  dealer,  and  not  after  it  has  passed 
into  the  hands  of  the  retailer,  where  it  commonly  is  adulterated  with 
a  fair  proportion  of  benzine.  The  temptation  to  this  reckless  prac- 
tice is  to  be  found  in  the  fact  that  the  benzine  or  naptha  is  consider- 
ably cheaper  than  the  kerosene ;  and  to  this  fact,  as  much  as  to  the 
first  named  evasion,  and  insufBciency  of  the  laws  on  this  subject,  is 
to  be  ascribed  the  host  of  misfortunes,  which  of  late  have  multiplied 
with  such  alarming  frequency  as  to  horrify  our  public  into  serious 
consideration  of  the  dangers  they  were  unconsciously  running. 

An  average  crude  oil  contains — 
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Price  per  gallon  Price  per  gallott 

Per  cent  wholesale.  retail. 

Cymogene,  1 

Rhigolene,  ]    ^  '^  ^^• 

Gasolene,  1*5  48  to  85  cents. 

Naphtha,         10  5  to  7  cents.  12  to  20  cents. 

Benzine,  4  12  to  16  eents.         16  to  20  cents. 

Kerosene,        55  20  to  25  cents.        80  to  40  cents. 

Paraffin,  19*5  14  to  18  cents. 

Of  these  products,  a  yery  considerable  proportion  (about  15  per 
cent.,  as  shown  by  the  table)  consists  of  the  benzine  or  naphtha,  and 
for  this  the  demand  in  the  yarious  industrial  arts  is  by  no  meana 
equal  to  the  supply ;  in  consequence  of  which  it  commands  but  an  in- 
ferier  price  in  the  market ;  in  fact,  considerably  less  than  that  de- 
manded for  the  burning  oils  proper.  Here,  then,  exists  a  direct 
temptation  to  dishonest  or  ignerant  manufacturers  and  dealers  to 
adulterate  their  stock  of  burning  oil  with  oils  of  inferior  price  and 
dangerous  quality.  To  what  extent  this  reckless  practice  is  carried 
on,  the  community  haye  no  just  conception,  but  the  writer  feels  safe 
in  asserting  that  it  is  as  general  as  any  of  the  trade  adulterations. 
The  assertion  is  based  upon  the  results  of  a  large  number  of  examin- 
ations into  the  character  of  oils  from  yarious  portions  of  Philadelphia^ 
sold  to  the  public  as  burning  oils ;  an  examination  which  reyealed  the 
startling  fact  that,  of  a  number  of  samples  thus  tested,  only  a  trifling 
per  centage  of  the  whole  number  passed  the  ordeal  of  the  fire  test. 
In  other  words,  the  oils  irere,  with  the  yery  few  exceptions  indicated 
aboye,  simply  burning  oils,  more  or  less  liberally  adulterated  with 
benzine.  How  far  these  facts  will  go  to  explain  the  too  often  repeated 
instances  of  ^'  coal  oil  horrors,"  the  intelligent  reader  will  be  able  to 
judge  for  himself.  And  it  is  certainly  a  melancholy  species  of  con- 
solation to  know  that  what  has  been  here  shown  to  be  true  of  Phila* 
delphia,  is  true,  also,  of  other  large  cities  and  towns.  As  an  indica- 
tion of  the  condition  of  things  existing  elsewhere,  the  wrjter  would 
refer  to  the  recently  published  annual  reports  of  the  fire  inspectors  of 
neighboring  cities,  in  which  attention  is  called,  in  most  earnest  terms^ 
to  the  unusually  large  proportion  of  fires,  accompanied,  at  times,  with 
loss  of  life,  during  the  year  just  passed,  which  were  ascribable  to 
petroleum ;  tracing  them  directly  to  an  utter  disregard  for  and  in- 
adequacy of  the  laws  designed  to  protect  the  public  against  the  dan- 
ger of  employing  the  light  oils  for  household  purposes. 
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From  a  recently  published  tabulation  by  the  Fire  Marshal  of  the 
city  of  Baltimore,  it  appears  that  out  of  63  samples  of  oils,  collected 
from  various  quarters  of  that  city,  but  eight,  or  less  than  13  per  cent, 
of  the  whole  number,  were  found  to  stand  the  fire  test ;  and,  as  the 
laws  regulating  the  trafiSc  in  these  products  have  suffered  no  material 
modification  since  its  publication,  it  is  fair  to  conclude  that  this  state- 
ment represents  the  average  quality  of  the  oils  sold  in  that  city  to- 
day, i{f  indeed,  an  investigation  should  not  show  a  yet  lower  per- 
centage. 

The  writer  regrets  that  it  is  not  in  his  power  to  add  to  the  above 
the  results  obtained  by  Prof.  Chandler  in  his  recent  report  to  the 
Board  of  Health  of  the  city  of  New  York,  a  report  replete  with  valu- 
able information  upon  this  subject,  since  that  portion  of  the  report 
relative  to  this  item  has  not  yet  appeared  in  available  form ;  but,  from 
the  tenor  of  the  portion  already  made  public,  there  can  be  no  doubt 
that  the  results  of  his  examination  into  the  quality  of  the  New  York 
oils  will  strengthen  that  above  quoted. 

The  following  table  gives  the  results  of  the  examination  made  by 
the  writer,  in  connection  with  Dr.  T.  R.  Wolf,  of  Delaware  College, 
of  a  number  of  samples  of  oils  furnished  by  Dr.  J.  B.  Burleigh, 
Chairman  of  your  Committee,  as  having  been  obtained  from  various 
dealers,  wholesale  and  retail,  in  this  city  and  its  neighborhood,  and 
which  may  therefore  be  fairly  considered  to  represent  the  average 
quality  of  the  oils  our  citizens  are  using  in  their  households : 


No.  of 

Spec.  Grav. 

Flashing  Point 

Burning  Point 

Sample. 

Baome. 

Fahr.                                   Fabr. 

1 

46°       . 

84»       .         .         .         86° 

2 

46-5      . 

74 

86 

3 

65 

54 

64 

4 

66 

61 

61 

5 

64 

56 

65 

6 

48        .        . 

117 

120 

7 

64 

54 

64 

8 

45 

74 

86 

9 

64 

54 

64 

10 

70 

51 

61 

11 

46 

.        89 

.      100 

12 

48 

64 

75 

18 

46 

98 

.      100 
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No.  of 

Spec.  Grav. 

Flashing  Point. 

Barning  Point 

Sample. 

BMme. 

Fahr. 

Fahr. 

14 

63 

62 

52 

15 

70 

54 

64 

16 

70 

54 

54 

17 

48 

56 

61 

18 

63-5     . 

52 

52 

19 

64 

52 

52 

20 

46 

;       97        . 

.    '106 

21 

64 

54 

54 

22 

46 

85 

92 

23 

47 

84 

95 

24 

25        . 

aboTe  800 

.     above  800 

25 

46 

.      146 

.      156 

26 

48 

.      128 

.      186 

Most  of  these  samples,  notably  Nos.  7,  9,  10  and  12,  were  ob- 
tained from  firms  who  drive  an  extensive  trade  in  retailing  to  small 
dealers  ;  and  establish  the  character  of  the  material  which  is  sold  by 
the  quart  or  pint  at  at  least  five  thousand  shops  and  stores  throughout 
this  city  and  its  neighborhood.  These  prove  to  be  amongst  the  most 
dangerous  of  any  of  the  tested  samples.  That,  however,  which  adds 
a  peculiar  interest  to  these  specimens,  is  the  fact  that  they  are  ex- 
tensively advertised  as  safe  oils,  under  specious  names  which  disguise 
from  the  public  their  highly  dangerous  character. 

Taking  into  consideration  the  extensive  sale  of  the  tested  samples 
— ^as  well  as  the  fact  that  three  of  the  four  which  were  found  to  pass 
the  government  standard  (Nos.  24,  25  and  26)  were  head  light  oils, 
which  are  rarely  used  in  the  household,  but  are  mainly  confined  to 
railway  use,  lanterns,  &c. — the  proportion  of  safe  oils  really  in  com- 
mon use  by  this  public  is  so  small  as  to  be  worthy  of  the  gravest  con- 
sideration. Inclading  the  oils  just  excepted,  the  proportion  of  safe 
oils  used  in  our  midst  would  be  practically  about  one-twelfth  of  1  per 
cent.  An  examination  of  the  ten  oil  samples  sold  in  the  City  of 
Wilmington,  Del.,  by  Dr.  Wolf,  shows  a  better  result,  the  propor- 
tion of  safe  oils  reaching  as  high  as  12  per  cent.  It  is  probable, 
however,  in  view  of  the  results  published  from  other  localities,  that 
this  showing  is  exceptionably  favorable. 

There  seems  to  exist  a  notion  that  the  explosive  or  inflammable 
properties  of  the  light  petroleums  can  be  effectually  neutralized  by 
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adding  various  substances  to  them.  The  Patent  Office  records  for  the 
past  few  years  contain  numbers  of  claims  for  such  mixtures  of  naph- 
tha or  gasolene  with  a  great  variety  of  substances,  too  numerous  to 
mention. 

Whether  or  not  the  inventors  of  these  recipes  really  have  faith  in 
the  claims  they  present  is  a  matter  of  small  importance ;  but  the  de- 
ceptive illustrations  which  they  are  able  to  offer  in  vindication  of  their 
assertions,  no  less  than  the  attractive  names  which  they  attach  to  their 
incendiary  mixtures,  are  the  fruitful  sources  of  many  distressing 
calamities. 

There  is  one  simple  and,  for  practical  purposes,  satisfactory  method 
of  determining  the  character  of  all  such  mixtures,  and  which  applies 
equally  as  well  to  the  common  oils.  Let  a  few  drops  be  poured  into 
a  saucer,  and  apply  a  match ;  if  the  material  burns,  reject  it  as  unsafe. 
The  fact  that  the  material  can  be  set  on  fire  at  the  ordinary  tempera- 
ture of  our  dwellings  should  be  a  sufficient  evidence  to  a  person  of 
ordinary  intelligence  that,  when  employed  in  the  household  for  heat- 
ing or  lighting  purposes,  it  may,  at  the  first  thoughtless  or  careless  act^ 
become  the  cause  of  a  frightful  accident. 

Hanging  or  stationary  lamps  of  great  variety  of  form  and  design 
have  been  constructed  for  burning  these  light  compounds ;  gas  and 
vapor  stoves  in  similar  variety  have  been  introduced  for  household 
beating  and  cooking ;  but  all  of  them  should  be  shunned  like  the 
plague,  and  left  severely  alone. 

In  addition,  another  question  of  much  practical  importance  preeenta 
itself,  namely,  What  is  the  temperature  to  which  the  oil  within  the 
body  of  a  lamp  is  heated  while  being  consumed  7  From  what  has 
already  been  presented  for  your  consideration  it  will  require  no  expla- 
nation to  assert  that  no  oil  is  safe  which  can  under  such  circumstances 
be  heated  above  its  flashing  point. 

For  your  inspection  I  append  herewith  several  tables,  containing 
the  results  of  an  extended  examination  of  this  branch  of  the  subject^ 
published  with  the  recent  report  of  Dr.  Chandler,  before  alluded  to. 

For  the  sake  of  completeness,  similar  experiments,  though  not 
upon  so  extensive  a  scale,  were  conducted  by  the  writer,  which  fallj 
confirmed  the  results  herewith  quoted. 

These  results  indicate  that  with  lamps  in  common  use  the  tempera- 
ture of  the  oil  within  may  even  rise  above  the  point  fixed  by  law  as 
the  temperature  of  safety,  and  furnish  excellent  reason  to  urge,  as 
does  the  author  of  the  tables,  that  the  laws  upon  this  vital  subject 
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should  fix  the  flashing  point  of  the  oils  used  in  the  household  at 
120^  Fahr.,  instead  of  at  100^  Fahr.,  as  is  nominally  the  case  at 
present. 

THE  TBMPBRATURB  OF  OIL  IN  BURNING  LAMPS. 

First  ^^mw.— Temperature  of  the  Room  78  to  74°  F. 


Kind  of  Lamp. 

Capacity 
of lAunp. 

TCMPIBATORC  Ot  TBI  OIL. 

d 

After 
one 
hoar. 

After 

two 

hourt. 

After 
four 
hours. 

After 
eeren 
boun. 

Arerage 
forth, 
•area 
hours. 

Air  of  the  room.. 

73« 

73«» 

74" 

Ti" 

74» 

1 

2 

8 

4 

6 

€ 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

Brus  hand  lamp 
Brass  hand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  hand  lamp 
Glass  hand  lamp 
Glass  hand  lamp 
Brass  student  lamp 
Glass  stand  lamp 
Brass  stand  lamp 
Tin  lantern 
Glass  bracket  lamp 
Glass  stand  lamp 
Brass  student  lamp 
Brass  stand  lamp 
Brass  stand  lamp 
Metal  stand  lamp 
Brass  stand  lamp 
Bronze  stand  lamp 
Glass  hand  lamp 

8  OS. 

24 

8 
11 
20 

7 
10 

9 

6 

7 
18 
10 
11 

7 
19 
29 

7 
14 
12 

9 
12 
16 

85 
79 

77 
77 
78 
82 
84 
79 
81 
80 
82 
81 
92 
89 
82 
82- 
80 
84 
100 
82 
91 
83 
79 

82 
83 

78 
81 
79 
80 
86 
78 
82 
78 
80 
81 
89 
86 
82 
80 

85 
100 
82 
92 
76 
80 

85 

84 
79 
84 
79 
85 
84 
85 
86 

88 
79 
88 
88 
84 
80 
88 
87 
92 
88 
88 
79 
82 

,    86 
82 
80 
82 
80 
84 
82 
85 
86 

84 
78 
86 
87 
83 
84 

87 
91 
87 
85 
85 
82 

84-5 

82 

78-5 

81 

79 

82-75 

84 

81-75 

83-76 

79 

82-25 

79-75 

8.8-75 

87-5 

82-75 

81-5 

84 

85-75 

95-75 

84-75 

89 

80-75 

80-75 

<<  With  the  air  of  the  room  at  from  73  to  74""  F.,  the  temperature 
of  the  oil  in  the  burning  lamps  ranged  from  76  to  100^  F.,  the  high- 
est temperature  of  100^  having  been  reached  in  a  metal  lamp  at  the 
end  of  one  hour.  That  this  was  an  exceptionally  high  temperature 
is  shown  by  the  fact  that  the  highest  temperature  reached  in  any  other 
lamps  was  92^  F.     The  following  is  a  synopsis  of  the  obseryations :" 
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23  Lamps. 
Highest  temperature  reached,      100^ 
Lowest  "  "  76 

Average  temperature,  83 


11  Metal 

12  01aM 

Lamps. 

Lampa. 

100° 

SC* 

76 

76 

86 

81 

Second  Sbries.- 

—Temperature  of  the  Room  82  to  84° 

F. 

Kind  of  Lamp. 

Capacity 
of  Lamp. 

TEMPEBATURI  OF  TUC  OIL. 

d 

After 

After 

After 

After 

Areragfr 

for 

fonr 

hoort. 

one 

two 

three 

four 

hoar. 

hours. 

hoars. 

hours. 

Air  of  the  room ' 

82° 

83° 

84° 

83° 

83° 

A^*a      *r«      VA«^r     Jk^#x^hAA*«     •••»• 

1 

Brass  hand  lamp 

8oz. 

92 

95 

96 

95 

94-5 

2 

Brass  hand  lamp 

24 

88 

94- 

94 

98 

92-25 

8 

Qlass  stand  lamp 

8 

84 

88 

86 

84 

85-5 

4 

Glass  stand  lamp 

11 

84 

86 

86 

84 

85 

5 

Glass  stand  lamp 

20 

85 

86 

87 

86 

86 

6 

Glass  stand  lamp 

7 

86 

87 

88 

88 

87-25 

7 

Glass  stand  lamp 

10 

88 

87 

89 

88 

88 

8, Glass  hand  lamp 

9 

87 

90 

90 

90 

89-25 

9 

Glass  hand  lamp 

6 

87 

91 

89 

87 

88-5 

10 

Glass  hand  lamp 

7 

84 

86 

86 

84 

85 

11 

Brass  student  lamp 

13 

86. 

88 

88 

88 

87-5 

12 

Glass  stand  lamp 

10 

85 

86 

86 

85 

85-5 

13 

Brass  stand  lamp 

11 

104 

103 

101 

101 

102-25 

14 

Tin  lantern 

7 

95 

96 

94 

96 

95-25 

ISiGlass  bracket  lamp 

19 

84 

85 

84 

84 

84-26 

16 

Brass  stand  lamp 

29 

84 

85 

84 

84 

84-25 

17!  Glass  student  lamp 

7 

87 

88 

86 

84 

86-25 

ISlBrass  student  lamp 

14 

91 

93 

92 

91 

91-75 

19;Bra88  stand  lamp 

12 

101 

100 

98 

96 

98-75 

20  Metal  stand  lamp 

9 

89 

92 

94 

93 

92 

21  Brass  stand  lamp 

12 

88 

98 

94 

96 

94 

22;Bronze  stand  lamp 

16 

82 

88 

88 

89 

86-75 

23|Glas8  hand  lamp 

6 

84 

86 

85 

84 

84-75 

24  Brass  student  lamp 

10 

120 

120 

120 

118 

119-5 

25  Brass  student  lamp 

1  12i 

112 

116 

115 

116 

115 

"  With  the  air  of  the  room  at  from  82  to  84°  F.,  the  temperature 
of  the  oil  in  the  burning  lamps  ranged  from  82  to  120°  F.  The  tem- 
perature 120°  was  exceptional,  being  confined  to  one  lamp.  The  foU 
lowing  is  a  synopsis  of  the  observations:" 
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In  23  Metal 

In  12  Glass 

In  25 

Lamps. 

Lamps. 

Lamps. 

Highest  temperstare  reached,      120° 

91» 

120 

Lowest            «                "            82 

84 

82 

Average          "                "            96J 

86 

91J 

Third  Setliw.— Temperature  of  Boom  90  to  92®  F. 


Kind  of  Lamp. 
1  • 

Gapacitj 
of  Lamp. 

TKHPEBATtTBE  Or  THE  OIL. 

A 

After 
one 
hoor. 

After 

two 

hours. 

After 
three 
hours. 

After 

four 

hours. 

Average 

for 

four 

hours. 

Air  of  the  room 

92° 

90° 
98 

98 

90 

92 

92 

94 

96 

96 

96 

92 

100 

92 

114 

106 

92 

91 

99 

100 

112 

96 

110 

90 

92 

129 

126 

92° 

90° 

91° 

1 

2 

8 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

Brass  hand  lamp 
Brass  hand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  stand  lamp 
Glass  hand  lamp 
Glass  hand  lamp 
Glass  hand  lamp 
Brass  student  lamp 
Glass  stand  lamp 
Brass  stand  lamp 
Tin  lantern 
Glass  bracket  lamp 
Glass  stand  lamp 
Brass  student  lamp 
Brass  student  lamp 
Brass  stand  lamp 
Metal  stand  lamp 
Brass  stand  lamp 
Bronze  stand  lamp 
Glass  hand  lamp 
Brass  student  lamp 
Brass  student  lamp 

8oz. 
24 

8 
11 
20 

T 
10 

9 

6 

7 
13 
10 
11 

7 
19 
29 

7 

14 
12 

9 

12 
16 

6 
10 
12i 

90 
89 
88 
88 
86 
90 
90 
88 
89 
88 
89 
88 

106 
99 
86 

.86 
92 
94 

108 
91 

104 
84 
90 

124 

120 

100 

102 

93 

94 

94 

96 

96 

98 

96 

93 

102 

93 

116 

107 

91 

92 

100 

100 

112 

100 

108 

95 

94 

129 

127 

98 

100 

94 

94 

94 

93 

96 

98 

97 

94 

102 

93 

110 

106 

91 

92 

100 

100 

107 

99 

106 

98 

94 

128 

127 

96-6 

97-25 

91-26 

92 

91-25 

93-26 

94-5 

94-75 

94-26 

91-76 

98-25 

91-6 

111-6 

104-25 
89-75 
90-26 
97-75 
98-5 

109-75 
96-5 

107 
91-75 
92-5 

127-6 

125 

"With  the  air  of  the  room  at  from  90  to  92°  F.,  the  temperature 
of  the  oil  in  the  burning  lamps  ranged  from  84  to  129°  F.  The  high- 
est temperature  being  exceptional.  The  following  is  a  synopsis  of 
the  observations  ;*' 
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129° 

98» 

84 

86 

104i 
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In  25  LampB. 
Highest  temperature  obseryed,     129^ 
Lowest  "  «  84 

Average  **  "  98f 

^^  By  these  results  it  appears  that  the  temperature  of  oil  in  lamps 
often  rises  much  above  100^  F.,  thus  reaching  a  temperature  at  which 
oily  which  doe$  not  emit  a  combustible  vapor  below  100^  F,j  would  be 
dangerous.  It  is  apparent  that  100^  F.  is  too  low  a  standard  for 
safety;  120^  F.  would  not  be  too  high  a  standard,  and  its  adoption 
would  add  but  a  few  cents  per  gallon  to  the  cost  of  the  oil." 

In  view,  therefore,  of  the  facts  here  set  forth,  there  would  seem  to 
be  but  one  remedy  available  to  the  thinking  portion  of  the  commu- 
nity, namely,  to  urge  the  legislative  bodies,  with  all  the  earnestness 
which  the  gravity  of  the  existing  condition  of  the  subject  demands, 
to  make,  with  the  least  possible  delay,  such  amendments  to  the  laws 
regulating  the  sale  and  inspection  of  the  petroleum  oils,  as  shall  ren- 
der inspection  a  reality  instead  of  a  farce,  which  shall  positively  pro- 
hibit the  sale  or  use  of  the  dangerous  petroleum  products  for  house- 
hold heating  or  illuminating  purposes,  and  which  shall  punish  with  a 
severity  commensurate  with  the  gravity  of  the  offence  any  violation 
of  them,  whether  committed  through  ignorance  or  intention.  The 
remedy  here  suggested  could  simply  be  reached  by  a  judicious  modifi- 
cation of  the  existing  laws ;  and  their  vigorous  enforcement  would 
prove  an  effectual  barrier  against  the  sale  of  the  adulterated  stuff 
which  now  provides  almost  every  household  with  a  treacherous,  in- 
sidious enemy. 

Continuing  the  consideration  of  the  modern  innovations  in  the 
field  of  illumination,  certain  methods,  by  which  the  light  oils  of  pe- 
troleum (gasoline  especially)  are  made  use  of,  to  improve  the  illumi- 
nating power  of  ordinary  burning  gas,  warrant  attention.  These 
processes  are  essentially  the  same  in  principle,  though  differing  very 
greatly  in  the  details  of  the  devices  in  carrying  out  the  idea ;  and 
when  carried  into  effect,  with  certain  obvious  precautions,  which  will 
be  referred  to  hereafter,  are,  to  some  extent,  though  by  no  means 
entirely,  free  from  the  vital  objections  on  the  score  of  danger,  upon 
which  so  much  stress  has  been  laid  in  the  preceding  pages  of  this  re- 
port. And  the  writer  begs  leave,  once  for  all,  to  state  his  firm  con- 
viction, that  it  would  prove  a  matter  of  inestimable  benefit,  if  some 
method  should  be  discovered  and  applied,  either  for  converting  these 
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volatile  bodies  into  useful  and  harmless  compounds,  or  if  some  process 
should  be  devised  for  utilizing  them  largely  in  the  industrial  arts. 
By  either  of  these  remedies  the  direct  employment  of  the  light  oils 
for  household  illumination  could  be  altogether  avoided ;  since,  though 
the  ingenuity  of  invention  may  be  exercised  to  devise  preventives 
and  precautions  against  accident  with  them,  it  is  very  gravely  to  be 
doubted,  from  the  very  nature  of  the  materials,  whether  they  can 
ever  be  so  employed  with  a  reasonable  degree  of  safety. 

The  philosophy  of  the  processes  here  referred  to  will  be  more  clearly 
understood  by  a  general  reference  to  the  principles  involved  in  the 
utilisation  of  illuminating  agents.  These  are  generally  compounds  of 
carbon  and  hydrogen,  the  so-called  hydro-carbons,  and  are  either  al- 
ready in  the  gaseous  state,  or  are  converted  to  this  condition  in  the 
process  of  burning.  A  certain  proportion  of  these  elements  is,  how- 
ever, necessary,  in  order  that  the  illuminant  shall  bum  with  proper 
brilliancy.  To  the  hydrogen  of  the  burning  body  is  to  be  mainly 
ascribed  the  heating  power  of  its  flame,  while  to  the  carbon  alone  are 
we  indebted  for  its  illuminating  qualities.  It  is,  therefore,  possible 
that  a  hydro-carbon  may  possess  too  much  hydrogen  in  proportion  to 
its  percentage  of  carbon  (as  is  the  case  with  the  light  carburetted  hy- 
drogen, for  example),  when  the  effect  will  be  that  of  a  hot  flame,  but 
almost  or  entirely  blue,  and  with  little  or  no  light-giving  power.  Or, 
on  the  other  hand,  the  burning  body  may  contain  an  excessive  pro- 
portion  of  carbon  (as  is  the  case,  for  example,  with  turpentine  oil), 
when  the  result  will  be  a  dull  red,  dirty,  smoking  flame,  which,  though 
giving  out  more  light  than  the  first,  is  utterly  objectionable  on  the 
score  of  the  abomination  of  its  smoke.  It  is,  therefore,  a  matter  of 
the  first  importance  that,  in  an  illuminant,  these  essential  constituents 
shall  be  present  in  such  proportions  as  shall  produce  the  best  illumi- 
nating effect. 

With  the  common  burning  gas,  the  reason  of  its  very  general  in- 
feriority is  to  be  referred  to  the  large  percentage  of  the  light  carbur- 
etted hydrogen  gas  and  of  free  hydrogen  itself,  which  it  contains. 
The  rationale  of  the  introduction  of  these  feeble  or  non-illuminating 
ingredients  into  the  gas  is  not  difficult  to  comprehend  if  a  glance  be 
taken  at  the  operation  of  its  manufacture. 

In  the  process  of  obtaining  burning-gas  from  fat  coal,  which  is  the 

one  almost  universally  employed  in  gas-works,  the  rich,  light-giving 

gas  is  evolved  during  the  earlier  portions  of  the  heat ;  but,  owing  to 

the  natural  desire  of  the  companies  to  secure  from  a  charge  the  largest 
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quantity  of  gas,  the  heat  is  continued  for  a  considerable  time  after 
the  richer  portions  of  the  gas  have  passed  off ;  the  consequence  of 
which  is,  that  the  gas  passed  over  in  the  holder  during  this  period  is 
very  largely  composed  of  hydrogen,  which  has  no  illuminating  power, 
and  of  the  light  carburetted  hydrogen,  which  is  not  much  better. 

The  fact  that  the  gas  supplied  for  household  consumption  is  gener- 
ally but  of  indifferent  quality,  mainly  from  the  cause  specified  above, 
has  originated  a  number  of  plans  for  improving  its  brilliancy,  by  sup- 
plying it  indirectly  with  a  portion  of  the  constituent  in  which  it  is 
lacking,  namely,  carbon.  This  process  involves  the  passage  of  the 
gas,  before  consumption,  through  a  reservoir  of  some  one  of  the  light 
petroleum  oils,  preferably  gasoline,  on  account  of  its  eminent  vola- 
tility ;  by  which  treatment  it  becomes  charged  to  saturation  with  the 
vapor  of  this  material,  the  illuminating  power  of  which  is  very  supe- 
rior, and  comes  to  the  burner  greatly  improved  in  quality. 

This  process,  which  bears  the  name  of  "carburetting,"  has  received, 
in  several  cities,  a  limited  introduction.  The  volume  of  the  gas  is  by 
this  process  considerably  increased,  as  well  as  its  illuminating  power ; 
and  this,  together  with  the  cheapness  of  the  carburetting  material, 
the  smaller  quantity  of  gas  which  need  be  consumed  to  produce  a 
given  amount  of  light,  as  compared  with  that  which  would  be  required 
without  its  presence,  combine  to  considerably  diminish  the  expense  of 
employing  gas — ^an  item,  it  must  be  granted,  of  no  inconsiderable 
importance  in  large  establishments  where  a  large  number  of  burners 
are  regularly  in  operation.  And  it  is  in  such  establishments  that  this 
plan,  or  others,  which  will  presently  be  alluded  to,  have  been  received 
with  the  most  favor. 

Where  a  limited  number  of  burners  are  in  requisition,  as  in 
smaller  workshops,  stores  or  private  dwellings,  the  saving  which 
may  thus  be  effected  in  the  item  of  expense,  is  scarcely  a  matter 
sufficiently  important  to  offset  the  disagreeable  routine  of  atten- 
tion which  it  is  necessary  to  devote  to  the  apparatus  to  keep  it 
in  effective  operation.  Other  incidental  difficulties,  such  as  the 
natural  hesitation  on  the  part  of  those  familiar  with  the  unavoidable 
risk  entailed  upon  the  handling  of  the  carburetting  material,  and 
perhaps  the  still  more  cogent  reason,  that  the  insurance  interests 
have,  in  most  localities,  prudently  refused  to  sanction  or  permit  the 
introduction  of  the  process,  in  connection  with  risks  assumed  by  them, 
have  so  combined  to  limit  the  application  of  the  process  o^  carbur- 
etting, that  it  is,  though  not  new,  still  comparatively  unknown  to  the 
general  public 
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Although  the  introdaotion  of  any  of  the  lighter  oils  of  petroleum 
into  bnildings  for  illuminating  purposes  will  be  discountenanced  bj 
all  who  seriously  and  candidly  reflect  upon  the  unavoidable  risks 
which  attend  their  employment,  it  must  still  be  granted  that,  if  these 
substances  are  to  be  employed  at  all,  this  and  allied  plans,  in  which 
the  inflammable  material  is  securely  confined  in  a  metallic  reservoir, 
is  infinitely  to  be  preferred  to  the  practice  of  using  them  in  the  lamps 
or  stoves. 

In  connection  with  the  modern  processes  for  the  utilization  of  the 
light  petroleum  oils,  there  remain  yet  to  be  reviewed  a  number  of  plans 
by  which  this  is  accomplished  directly ;  although,  through  the  interven- 
tion of  appliances  considerably  more  complex  than  the  portable  lamps. 
Reference  is  here  made  to  the  numerous  devices  which  are  popularly 
termed  gas  machines. 

These  consist,  in  general  terms,  of  a  reservoir,  generally  a  strong 
metallic  vessel,  supplied  with  the  oil  to  be  utilized,  through  or  over 
which  a  regulated  supply  of  air  (or  in  some  cases  of  hydrogen)  is  passed, 
the  illuminating  agent  resulting  from  this  contact  being  then  led,  by 
the  usual  distribution-pipes,  to  the  burners.  In  the  simplest  form  of 
apparatus  operating  upon  this  principle,  this  result  is  accomplished  by 
permitting  the  gasoline  vapor,  which  is  considerably  heavier  than  the 
air,  to  fall,  in  virtue  of  its  gravity,  down  a  descending  pipe,  and  thus, 
by  the  current  established,  induce  a  flow  of  air  over  the  surface  of  the 
oil.  The  material  is  suitably  contained  within  a  reservoir  provided 
with  an  opening  at  one  extremity,  to  permit  of  the  access  of  the  air, 
and  further,  with  a  series  of  alternating,  imperfect  partitions.  The 
object  of  the  latter  is  to  increase  the  amount  of  contact  between  the 
entering  air  and  oil,  and  to  effect  what  would  be  equivalent  to  a  large 
evaporating  surface.  The  more  rapidly  the  gas  is  consumed  from  the 
burners,  the  more  rapid  will  be  the  evaporating  process,  which  will,  of 
course,  cease  as  soon  as  the  burners  are  turned  off.  Thus,  by  inge- 
niously taking  advantage  of  the  extreme  volatility  of  the  light  oil,  an 
air-current  is  induced,  by  which  an  abundant  supply  of  excellent  illu- 
minating gas  is  obtained  automatically,  without  the  introduction  of 
any  appliance  other  than  the  reservoir  with  its  simple  partitions. 
This  plan,  though  very  interesting,  from  its  simplicity  and  the  scien- 
tific principle  which  it  so  ingeniously  illustrates,  involves  the  serious 
necessity  of  placing  the  reservoir  of  oil  in  the  upper  story  of  the  build- 
ing'to  be  lighted.  It  contains  the  essential  features,  though  the  ob- 
ject is  attained  in  the  simplest  possible  manner,  of  all  the  numerous 
gas-mftohinee.     In  the  others,  a  fan  or  its  equivalent  is  employed  to 
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blow  into  the  reseryoir  a  stream  of  air.  Thoagh  aomeirliat  more  oem« 
plex  m  constmction,  this  form  of  the  apparatus  is  less  objectioiiable 
than  that  first  described,  from  the  fact  that  the  reservoir  of  oil  may 
be  located  at  a  considerable  distance  from  the  house,  and  beneath  the 
ground,  in  a  pit  prepared  for  the  purpose— thus  lessening  the  risk  by 
lessening  its  proximity  to  the  building  endangered  by  its  presence ; 
though,  with  all  of  them,  the  personal  dangers  attending  the  replen- 
ishing of  the  reseryoir,  remain  the  same,  as  does  also  the  liability  to 
explosion,  when  a  leakage  occurs  or  from  an  accidental  deficiency  of 
oil  in  the  reservoir,  or  extremely  cold  weather,  a  defect  in  the  proper 
working  of  the  apparatus,  or  from  any  other  cause,  an  excess  of  air 
is  introduced  by  the  blower.  Where  such  a  condition  of  things 
occurs,  an  explosion  is  the  inevitable  consequence,  since  the  instant 
the  proper  mixture  of  air  and  vapor  is  reached,  the  combustion  of  the 
gas  at  the  burners  will  dart  instantly  back  to  the  reservoir  with  all 
the  explosive  violence  of  gunpowder. 

With  the  hydrogen  machine,  where  a  current  of  hydrogen  gas  (gen- 
erated, in  an  appropriate  vessel,  from  the  action  of  diluted  sulphorie 
acid  upon  iron  scrap),  is  passed  through  the  reservoir  of  oil,  though 
it  seems  not  to  be  so  liable  to  an  accident  from  this  source,  and  affords 
a  light  much  superior  to  that  obtainable  with  the  other  forms  of  ma- 
chine, is  more  obviously  objectionable,  on  the  score  of  complexity  of 
the  operations  involved  in  its  working,  not  the  least  of  which  consists 
in  the  replenishing,  from  time  to  time,  of  the  generating  vessel;  an 
operation  which,  from  the  character  of  the  acid  and  its  refuse,  is  a 
most  disagreeable  one.  Another  objection,  however,  which  far  more 
effectually  extinguishes  the  possibility  of  this  process  ever  gaining 
popularity,  resides  in  the  fuct  that  the  gas  obtained  by  it  costs,  to  say 
the  least,  three  times  as  much  per  thousand  feet  as  the  ordinary  bnm- 
i^8  gM-  The  sale  of  the  refuse  to  the  manufacturing  chemist,  for  the 
extraction  of  the  green  vitriol,  and- the  diminution  in  the  quantity  of 
gas  consumed,  by  reason  of  its  excellent  illuminating  quality,  may  ef- 
fect a  slight  reduction  in  the  grave  item  of  expense,  but  this  will, 
even  under  the  most  favorable  circumstances,  be  too  great  to  permit 
of  any  other  than  a  very  limited  introduction. 

With  this  somewhat  lengthy  consideration,  the  gas  machines  may 
be  passed  by ;  though,  in  conclusion  of  this  branch  of  the  subject,  a 
few  words  upon  their  merits  may  not  be  thrown  away. 

They  possess,  one  and  all,  the  objectionable  feature  of  employing 
the  incendiary  petroleum  oils ;  and  though  they,  as  a  olasa,  rednos 
the  danger  of  its  presence  to  a  minimum,  by  confining  the  material 
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in  a  9tnng  metallie  yessel,  and  bj  locating  this  at  some  distance  from 
the  buildings  to  be  lighted,  the  danger  from  disarrangement  or  care- 
lessness is  bnt  incompletely  guarded  against,  as  has  already  been 
pointed  out,  and  the  personal  risk  involved  in  the  execntion  of  the 
roatine  of  attention,  which  thej  demand,  remains  unprovided  for. 

In  the  foregoing  pages,  the  entire  unfitness  of  the  light  petroleum 
oib  has  been  urged,  under  whatever  name,  or  with  any  form  of  lamp 
or  machine,  as  household  illuminating  or  heating  agents,  from  the  be- 
lief that  under  no  circumstances  can  these  substances  be  so  employed 
without  great  risk :  with  the  least  objectionable  modes  of  their  appli- 
cation, namely,  in  the  carburetter  and  the  gas  machine,  the  writer 
was,  until  lately,  of  the  opinion  that  they  might,  with  the  exercise  of 
well-defined  precautions,  be  used  with  a  reasonable  degree  of  safety; 
but  a  thorough  examination,  with  the  knowledge  gathered  from  a 
more  extended  acquaintance  with  the  statistics  of  the  subject,  have 
prompted  a  revocation  of  that  opinion  and  this  expression  of  it. 

There  is  no  field,  at  present,  in  which  invention  would  prove  of  such 
eminent  service  to  the  community  at  large,  as  in  that  of  devising  meth- 
ods by  which  these  oils  would  be  utilized  upon  a  vast  scale,  and  thus 
effect  their  withdrawal  from  those  applications  in  which  their  danger- 
ous qualities  are  so  prominently  involved,  to  the  constant  peril  of  life 
and  property.  That  this  object  will  ultimately  be  accomplished  there 
can  be  no  doubt.  Already,  large  quantities  of  these  materials  are  ex- 
ported, to  be  converted  into  permanent  illuminating  gas,  by  a  process 
analogous  to  that  employed  in  our  gas-works,  the  retort  and  its  set- 
ting being  modified  to  suit  the  purpose.  Their  utilization  in  other  de- 
partments of  the  industrial  arts  is  gradually  extending,  and  it  is  sin- 
cerely to  be  wished  that  the  time  may  be  not  far  distant  when  the  de- 
mand for  them  in  these  legitimate  fields  of  employment  may  be  more 
than  sufficient  to  meet  the  supply.  As  an  indication  that  progress  is 
being  made  in  this  direction,  this  report,  which  has  grown  into  far 
more  considerable  proportions  than  was  originally  intended,  may  be 
appropriately  concluded  by  a  description  of  the  most  recent  of  all  the 
plans  for  illumination,  and  in  which  the  light  petroleums  are  called 
upon  to  do  good  and  proper  service. 

The  plan  consists  of  three  distinct  steps :  First,  the  continuous  pro- 
duedon  of  hydrogen  gas ;  second,  the  passage  of  the  hydrogen  through 
a  well  of  the  light  oils  ;  and  third  and  most  important,  the  conversion 
of  tba  vapor-laden  hydrogen  into  a  permanent  gas. 

The  first  step  in  this  ingenious  invention  consists  in  leading  steam 
into  a  fnmaoe  charged  with  coke  and  heated  to  redness,  by  which  pro* 
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eesfl  hydrogen  and  carbonic  oxide  are  formed.  From  this  mixtare  the 
carbonic  oxide  is  removed  by  passing  the  gases  through  cylinders  of 
hydrated  lime  heated  to  redness.  The  result  of  this  treatment  is  the 
formation  of  a  fresh  equivalent  of  hydrogen,  and  the  conversion  of  the 
carbonic  oxide  into  carbonic  acid  by  union  with  the  oxygen  of  the  de- 
composed water  of  hydration.  The  carbonic  acid  is  removed  from  the 
hydrogen  by  passing  through  more  lime,  and  the  hydrogen  is  passed  on- 
ward into  another  chamber,  where  it  comes  into  intimate  contact  with 
a  body  of  light  petroleum  oil.  Here  it  loads  itself  with  the  oil-vapor, 
and  continues  on  its  course,  passing  next  through  tubes  heated  to  a 
low,  red  heat,  whereby  a  permanent  coal-gas  is  formed  precisely  analo- 
gous in  all  its  properties  to  the  ordinary  coal-gas,  though  superior  to  the 
last  (as  ordinarily  furnished  the  public)  in  illuminating  quality. 

A  process  which  would  secure  to  those  living  remote  from  cities, 
and  who  are  necessarily  deprived  of  the  luxury  of  coal-gas,  some  sub- 
stitute for  the  petroleum  gas  machine,  which  shall  equal  it  in  the 
quality  of  its  illuminant,  but  at  the  same  time  shall  be  free  from  its 
objectionable  features,  would  be  a  more  direct  means  of  effecting  this 
much-to-be-desired  result,  though  it  affords  a  problem  far  more  diffi- 
cult of  solution. 

In  the  report  herewith  submitted  to  you,  it  has  been  my  constant 
effort  to  present  for  your  consideration,  the  facts  at  my  disposal  freed 
from  any  bias. 

In  the  city  of  Baltimore,  during  the  past  year,  69  fires  were  caused 
by  petroleum  and  its  products.  During  the  same  period,  in  the  city 
of  New  York,  there  were  203  from  the  same  cause ;  while  in  your  own 
city,  no  less  than  59,  or  more  than  from  any  other  single  cause,  are 
officially  announced  to  have  occurred. 

Many  of  these  disasters  were  accompanred  with  considerable  pecu- 
niary loss,  and  not  a  few  with  deplorable  loss  of  life  or  injury  of  per- 
son ;  and  I  need  hardly  remind  you  that  the  memorable  calamity  at 
Ghicago,  which  has  become  historical  from  its  appalling  magnitude,  is 
popularly  ascribed  to  a  similar  cause. 

Suitable  laws  respecting  the  sale  and  employment  of  these  sub- 
stances, rigidly  enforced,  might  have  averted  the  greater  number  of 
these  misfortunes. 

It  is  for  you,  gentlemen  of  the  committee,  to  present  your  convic* 
tions  upon  this  subject  so  forcibly  as  to  leave  no  ambiguity  in  the 
public  mind  as  to  your  meaning ;  and  thus,  by  the  authority  which 
any  recommendation  from  you  must  carry  with  it,  to  pave  the. way 
for  that  stringent  legislation  upon  this  matter  which  is  so  nrgenily 
needed. 
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If  the  matter  herewith  presented  for  your  consideration  proves  of 
any  service  in  adding  force  to  such  an  expression  from  you,  I  shall 
regard  my  labor  as  not  having  been  altogether  in  vain. 

Very  respectfully,  yours,  William  H,  Wahl, 

To  Messrs.  J.  B.  Burleigh,  Ch'n,  Frederick  Fraley,  Henry  Cartwright, 

Chas.  S.  Close,  Dr.  George  A.  Koenig,  Dr.  T.  R.  Wolf,  Committee. 


Proceedings  of  the  Stated  Meeting^  January  15,  1878. 

The  meeting  came  to  order  at  the  usual  hour,  with  the  President, 
Mr.  Coleman  Sellers,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers, 
and  reported  that,  at  the  stated  meeting  held  January  8th,  1878,  the 
following  donations  to  the  Library  had  been  received,  viz. : 

Transactions  of  the  American  Society  of  Civil  Engineers  for  1871 
-72.     From  the  Society. 

Account  of  the  Operations  of  the  Qreat  Trigonometrical  Survey 
of  India,  Vol.  I.     From  the  Director  of  the  Survey. 

Quarterly  Weather  Report  of  the  Meteorological  Office,  London, 
from  January  to  March,  1872.    From  the  Meteorological  Office. 

Memoirs  of  the  Historical  Society  of  Pennsylvania,  Vol.  X ;  with 
a  Catalogue  of  the  Paintings  and  other  Objects  of  Interest  belonging 
to  the  Society.     From  the  Society. 

Proceedings  of  the  Philosophical  Society  of  Glasgow,  Vol.  VIII, 
for  1871-72.    From  the  Society. 

T^^entieth  Annual  Report  to  the  Council  of  the  City  of  Manches- 
ter on  the  Working  of  the  Free  Public  Libraries ;  with  Catalogues  of 
the  Libraries.     From  the  City  of  Manchester. 

The  President  next  presented  his  annual  report  for  the  year  just 
passed,  in  which  the  operations  of  the  various  branches  of  the  Insti- 
tute were  reviewed*  The  report  dwelt  particularly  upon  the  continu- 
ally improving  prospects  of  the  Journal,  and  the  enlarged  capacity 
and  usefulness  of  the  Drawing  School.  The  reasons  for  the  post- 
ponement of  the  expected  Exhibition  were  reviewed  by  the  President, 
and  the  adverse  decision  of  the  Committee  having  the  project  in 
charge  was  approved.     The  report  was  accepted. 

The  Actuary  next  reported  the  minutes  of  the  several  Standing 
Committees. 
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The  report  of  the  Meteorological  Section  of  the  Institute  was  next 
presented,  by  Mr.  Hector  Orr,  and  showed  that  daring  the  past  year 
regular  meetings  had  been  held,  and  several  papers  of  practical  and 
scientific  interest  had  been  read  before  the  Section* 

The  report  of  the  Optical  Section  it  was  stated  would  be  presented 
at  the  following  meeting. 

The  Jadges  of  the  Election  next  announced  the  result  of  the  elec- 
tion for  officers  for  1873  to  be  as  follows : 

For  President^  Coleman  Sellers. 
"     VtcerPre^ident^  Henry  J.  Morris. 
"    Treamrery  Frederick  Fraley. 
«    Secretary,  William  H.  Wahl. 

To  serve  a$  Managers  of  the  Institute  for  three  years,  William  Set 
lers,  J.  Vaughan  Merrick,  B.  C.  Tighlman,  Hector  Orr,  John  H. 
Cooper,  Henry  Cartwright,  Henry  W.  Bartol,  Theodore  Bergner. 

For  two  yearsy  F.  B.  Miles,  J.  E.  Mitchell. 

For  Auditor,  to  serve  three  years,  James  H.  Cresson. 

The  President  pronounced  the  above  named  to  be  the  officers  of  thp 
Institute  for  1878. 

The  President,  in  a  brief  address,  acknowledged  the  compliment  of 
re-election,  and  added  thereto  an  earnest  appeal  to  the  members  to 
enlarge  the  sphere  of  usefulness  of  the  Society  by  aiding  in  securing 
large  and  desirable  accessions  to  the  roll  of  membership  during  the 
present  year ;  remarking,  in  connection  with  the  subject,  that  this 
year  would  complete  the  first  half  century  of  the  life  of  the  Insti- 
tute. 

Upon  motion,  the  Committee  on  Horse-power  of  Steam-boilers  was 
continued. 

The  Secretary  next  read  his  monthly  report  upon  Kovelties  in  Sci- 
ences and  the  Mechanic  Arts. 

Under  the  head  of  New  Business,  Mr.  J.  B.  Burleigh  moved  that 
a  Committee  be  appointed  to  investigate  the  causes  of  conflagrations, 
and  to  devise,  if  possible,  more  efficient  methods  of  preventing  them, 
supporting  his  motion  by  reference  to  the  numerous  and  very  disas- 
trous occurrences  of  this  nature  at  Chicago  and  Boston.  The  motion 
was  carried. 

The  President  appointed  the  following  gentlemen  to  serve  upon  the 
Committee,  viz.:  J.  B.  Burleigh,  Chairman;  Frederick  Fraley, 
Henry  Cartwright,  Chas.  S.  Close,  and  Dr.  George  A,  Kcsnig. 

Upon  motion,  the  meeting  was  then  adjourned. 

W.  H.  WiHL,  Secretary. 


Digitized  by  VjOOQ IC 


The  Wharton  R.R.  Safety  Switch. 

IIAIN  TRACE  UNBROKEN  AND  GONTINUOnS. 

In  use  by  the  Penneylvania  R.  R. ;  Phila.,  Wilmington  & 
Bait.  R.  R. ;  Northern  Central  R.  R. ;  Camden  &  Amboy 
R.  R. ;  Bait.  &  Potomac  R.  R. ;  Chesapeake  &  Ohio  R.  R. ; 
New  Orleans,  Jackson  &  Great  Northern  R.  R. ;  New  Orleans, 
Mobile  &  Texas  R.  R. ;  Lake  Superior  &  Missouri  R.  R. ; 
Louisville  &  Nashville  R.  R. ;  Spuyten,  Duyirl  &  Port  Mor- 
ris R.  R. ;  New  Haven  &  Northampton  R.  R. ;  and  others. 

For  Circulars,  Drawings  and  other  information 
Apply  to 

THE  WHARTON  R.  R.  SWITCH  CO, 

No.  28  SOUTH  THIRD  STRBET^ 

Ornamental  and  Plain  Iron  FencefS,  Bailings,  Window  Qnards, 
Vases,  Fountains,  Iron  Bedsteads,  eto.,  etc. 

WICKERSHAM'S  AmYrICAN  OIL  FEEDER. 

For  oiling  Journals  of  Shafting.  Maohlnary,  Bnglaes,  Cars,  Loose  Polleya,  etc. 
The  A.  0.  F.  has  thus  far,  during  seven  years,  proved  itself  to  be  the  most  re- 
liable and  economical  Oil  Feeder  in  use. 

J.  B.  WICEEBSHAM  ft  SOXS,  Mannfactnrers, 

lOOS  JRinGM  AVENUE,  Offlce  408  X.  TENTH  STREET, 

PHILADET^PHIA. 

SnCD  rOE  ClHCULAU. 

N.  B.— In  the  manufacture  of  Iron  Railing  J.  B.  W.  haa  an  experience  of  25  years.    16  years  in 
New  York  City. 


W.    KUEBLEB.  F.    SBKLHOBST. 

Kuebler  &  Seelhorst, 


MANUrACTUBBBS   OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

No.  27  South  Eighth  Street,  cor.  Jayne, 

Batraaee  oa  Jayne  Street* 

PHILADELPHIA. 

Wt  call  tht  attention  of  Engineers  to  our  Patented  Improvement  on  I  elet  opea 

Jan.  '73—1  yr. 
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THE 


llIIiEOAl 


PUBLISHED  AT 

UO  and  U2  MADISOX  STREET,  CHICAGO, 

By  A.N.  KELLOGG, 

Is  a  WEEKLY  ILLUSTRATED  JOURNAL  of  Twenty^four  Pagea, 

as' large  as  those  of  "  Every  Saturday" 

It  contains  a  Complete  Record  op  Railroad  News: — ^the  pro- 
gress of  new  roads ;  elections  and  appointments  of  officers ;  contracts 
to  let  and  to  be  let ;  summaries  of  annual  reports ;  illustrated  descrip- 
tions  of  railroad  improvements ;  articles  both  original  and  selected  on 
railroad  operation  and  civil  and  mechanical  engineering,  and  discussions 
of  the  relations  of  railroad  companies  to  the  community. 

This  journal  is  prepared  especially  for  stockholders,  directors  and 
officers  of  railroads,  and  all  railroad  employees.  Price,  W.00  per  annum, 
in  advance. 

JOHN  L.  ENOWLTON, 

ENaiNEER,  MILLWRiaHT  AND  MACHINIST, 

SHARON  HILL,  DEL.  CO.,  FA. 

MANUFAOTUBEB   OF 

Portable  and  Stationary  Steam  ENGINES  and  BOILERS: 

Noiseless  and  Safe  Boisting  Engines  for  all  pnxposes. 

ALSO   ALL   KINDS   OF 

Saw  Mill,  Planing  MiU  and  Flour  Mill  Macbinaiy. 

Sole  Manufacturer  of  Kuowlton's  Pateut  Bevel  Scroll  Saw,  for  Sawing  Ship  Timbers. 

Also  Knowlton's  Patent  Bevel  Circular  Saw,  for  Sawing  Ship  Plank  to  the 

curve  and  bevel.     Knowlton's  Improved  power  setting  Circular 

Saw  Mill,  for  sawing  lumber  of  all  description^ 

Gate,  Gang  and  Mulay  Saws.    Mill  and  Scroll  Saws  made  to  order. 
Particular  attention  paid  to  Repairing. 

OFFICE,  SSr  S.  F-IJTTH  SXIi.ES'r,  PHIHiilL. 

Jan.  '73—1  yr. 
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The  Best  Nautical  Newspaper  in  the  World. 

JPublished  Every  Saturday^ 
AT    83    SOUTH   ST., 


iTE^w  -z-oi^/K:. 


—CIRCULATES— 


In  over  200  ship  yards,  50  machine  shops,  55  vessels  of  war,  30  rev- 
enue cutters,  in  all  the  navj  yards  and  stations,  on  board  nearly 
200  yachts,  150  steamboat  offices,  and  reaches  over  2000 
ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commerce,    Navigation,    Ship  -  Building, 

MARINE  ENGINEERING,  YACHTING, 
The  Navy  Bevenue  and  Mercantile  Marine, 

And  treats  of  Nautical  Matters  generally. 


Subscription,  ^.00  a  year,  in  advance      Advertising  rates  sent  on 
application. 

Send  for  Sampl*  Copy. 

B.  S.  OSBOIff^ 

EDITOR  AND  PROPRIEOR. 
P.  O.  Box,  4778. 

Oct.  '72— lyr. 
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Mathematical,  Optical 

AND 

Dividers,  Bow  Pens, 

Drawing  Pens,  Scales, 

Surveying  Compasses, 

Surveying  and  Engineer's  Transits, 
Levels,  Chains, 

Linen  and  Steel  Tape  Measures. 

Spectacles,    Lenses,   Microscopes,   Spy   Glasses,   Opera  Glasses,    Mirrors, 

Magic  Lanterns  and  Pictures. 

Thermometers,  Electric  Machines,  Air  Pumps,  Globes,  Magnetic  Apparatus^ 

RuhmkorfF  Coils,  Geissler  Tubes,  &c.,  &c.  made  and  imported  by 

MMMS  w.  QJ^mm^  ^  C9.. 

Qataloffues  furnished  for  10  oents  each. 

Dr.     .  A.  GENTH 

Consulting  A  Analirtical  Chemist. 

AND 

MINERALOGIST, 

XTniversity  of  Pennsylvania,  34th  and  Locust  St., 
W.  PHILADELPHIA,  PA. 

Assays  and  analysis  of  ores,  minerals,  mineral  and  other  waters,  guanoes,  ma- 
nures, soils,  &c.,  promptly  and  carefully  made. 

Bzaminations  of  all  natural  and  artificial  products. 

Advice  and  opinions  given  in  patent  and  other  legal  cases,  in  which  chemical 
questions  are  involved. 

(Lata  Chief  Engineer  of  the  Philadelphia  ^7ater  Works.) 

TSo.  431   I^^IlOE   SXBEEX, 

PHILADELPHIA,   PA. 

Water  Worki  constnieted,  Surrojs  and  Bstlmates  made,  DravlngB  and  Spedflca- 
tlons,  a&d  an  kinds  of  Bydravllo  Xabhinoxy  and  Materials  famishei 

#an.  '73—1  yr. 
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I'ownded  hj  Profotfor  Sillimjlit  in  1818,  and  now  numbering  100  TOlwaM, 
in  two  Seriei  of  60  yolumei  each. 

Editor$  and  Proprietors: — ^Professors  Silliman  and  Dana. 
AsiodaU  Editors^ — Professors  Gray  and  Gibbs  of  Cambridge, 
and  NEWTONy  Johnson,  Bkubh  and  Yerkill  of  Tale. 

Devoted  to  Chemistry,  Physics,  Geology,  Mineralogy,  Natural 
History,  Astronomy,  Meteorology,  etc. 

A  Third  Series  in  MONTHLY  numbers,  making  two  vol- 
umes a  year  of  about  450  pages  each,  from  January,  1871.  Sub- 
scription price,  (6.00  a  year,  or  50  cents  a  number. 

A  few  complete  sets  on  sale  of  the  first  and  second  series. 

Address 

BTTiTiTMA'W  A  DANA,  New  Haven,  Ot 

GEO.  V.  GRESSON, 

8  H  A.  IT  T  I  ]Sr  » , 

"VIZ; 

PATENT  VISE  COUPLINGS, 

Improved  Patent  Ball  and  Socket  Adjustable  Hangers. 

PULLEYS  OF  ALL  SIZES, 

Also  eTer7  dAseriptlon  of  Tiztnres  eonnocted  with  the  above  btudnest. 
Comer  Eighteenth  and  Hamilton  Streets, 

BHlLADELPHIAf  BA. 


Jam.  '73—1  yr. 
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VESSELS,    APPARATUS,    SHEET,    WIRE,    ETC. 

FOR  ALL 
IdAlioratoiT  and  Maimfactnring  PnxpoiMB. 

Platinum    Scrap    and    Ore    purchased. 

H.  M.  BATN OB, 

Office,  25  Bond  St.,  New  York, 


FOR 

PRACTICAL  &  ANALYTICAL  CHEMISTRY, 

Chant  Street,  Tenth  Street,  below  Market, 

'Rear  of  8t  Stephen^s  Church.) 

PHILADELPHIA. 

ESTABLISHED  IN  1836. 

'  Instruction  given  in  CHEMISTRY,  MINERALOGY  and  GEOLOGY,  by  LEO- 
TURBS  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES and  MEDICINE. 

.  Analyses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce  and 
manufacture.    Opinions  given  on  chemical  questions. 

^   ^  BOOTH  A  QARRKTT. 

Ja.1118  C.  Booth. 
Thob.  H.  Gabrbtt. 


RICHARDS,  LONDON  &  KELLEY 

(Suocesson  to  RICHARDS,  KELLEY  A  GO.) 

Engineers  and    Machinists, 

ManuflK»tttren  of 

IMPBOVEO  BAND  SAW  MACHINES, 

And  other  Wood-Working    Machinery  for  Ship  Work 

and  Car  Building,  Planing  Mills,  Mi. 

TwMatj-AMMmd  Street  abore  AroK  Street* 

PHILADELPHIA. 


Cor.  S.  Front  ft  Beod  Sts.,  ft  Nos.  614  ft  616  Market  Stnet^ 

PHILADELPHIA. 

Manafaotare  Enamelled  EvaporatiDg  Dishes ;  Iron  Mortars,  of  differo&t  itjlM; 
Tinned,  Tamed,  and  Plain  Enamelled  Oaaldrons,  from  12  to  120  galloafy  wilk 
•B  assortment  of  other  articles  suitable  for  Chemists'  nse. 
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MANUFACTURERS  OF 


m^rnt  ||atet=||l|eel 


FOR 
SiafPiTCJlT, 

AND  ECONOMY  OF  WATBB, 

Unequalled  by  any  Iron  Wheel  Manufactured. 

Manufactories  at  WESTFIELD,  Hampden  Co.,  Mass.,  and 
MOUNT  MORRIS,  Livingston  Co.,  N.  Y. 


C.  LAFLIN.  President,  Westfield.  Mass. 
G.  L  LAFLIN,  Secretary  and  Treasurer,  Westfield,  Mass. 
G.  S  WHITNEY,  Secretary  and  Treasurer,  ^/!ount  Morris. 


Digitized  by  VjOOQ IC 


Washington  Avenue  &  Fifth  Street, 


IRON  AND  BRASS  CASTINGS  OF  EVERY  DESCRIPTION. 

BTBAM  JBSNGnrEa. 

'  stationary,  Pumpfng,  Blowing  and  Marine  Engines ;  HorijEontal,  Vertical* 
Beam  or  Oscillating;  High  or  Low  Preasare;  Fixed  or  Variable  Expansion;  8ta* 
tionarj  Engines,  for  Mills  or  Factories. 

Cornish,  Cornish  Bull,  Simpson  Compound  Cylinder  Botative,  Bolton  &  Watt 
Botatiye,  Pumping  Engines,  for  water  supply  of  Cities  or  for  Mine  Work. 

Vertical,  Horizontal,  or  Beam,  Blowing  Engines,  for  Blast  Furnaces  or  Bee* 
semer  Work. 

The  most  approved  forms  and  construction  of  Marine  Engines,  for  Biver  and 
8ea-going  Steamers. 

STJEAM  HJLMMEB8. 

Jot'b  Patxnt  Valtxlxss  Hamsczb,  in  several  sizes,  for  Smith-work  or  for 
Drawing  Steel  or  Iron. 

A  great  variety  of  styles  and  weights  of  Stxam  Hammxbs,  for  all  the  uses  of 
the  Smithy  or  Forge,  from  the  lightest  to  the  most  ponderous  Work. 

STEAM  BOILEIta  AND  BOZLEB  WORK. 

BoiLJCBA,  Takks,  B00F8,  and  every  kind  of  Bitbtxd  Plats  Wokx. 


SUGAB  APPABATUS. 

Complete  Machinery,  (including  Enoikzs,  Mills,  Baoabss  CAKBixxfl, 
Vacuum  Paxs,  Pumps,  DxrxcAToRs,  Bokx-Black  Filtkbs  and  PuRirixsa^ 
Wabhxbs,  Elzvatobs,  CabSj&c.,)  required  for  the  manufacture  of  Cakx  Suqab. 

Comflktx  Maobinebt,  with  all  the  requirements  for  the  manufacture  ef 
Bxxt-Root  Suoab.  Everything  demanded  in  the  erection  and  fitting-up  of  Rb-> 
FnrzBixa  fob  Workimq  Suoab  ob  Molasses. 

Especial  attention  is  called  to  Rillikuz'  Suoab  Appabatus  (originally  in- 
troduced and  owned  by  the  Soutbwark  Foukdbt,  andjproved  to  be  the  most 
profitable  and  succesoAil  process  ever  known);  also,  to  Wkstok's  Patent  Cxk* 
TBiFUGAL  and  jAspxB'f  Patxnt  Gbanvlatob  ;  of  which  the  SOUTHWARD 
FOUNDRY  is  sole  maker  in  the  United  States. 


OAS'WOBKS  FOB  COAL  GAS. 

RxTOBTS,  Bench  Castings,  6as-Holdebs  and  Fbames,  Pubifiebs,  Valysb^ 
Gotebnobs,  Roofs,  Tanks,  &c. 

BEAVT  MACHLNEBT. 

Bbssemxb  Plant,  Htpraulic  and  other  Cbanxs,  Rolling  or  Stamping 
Mill  Machinebt,  Shxxjis,  Punches,  Mebbick's  Patent  Hoist,  A<l 

Plans,  Specifications  and  Estimates  for  any  of  the  above  work  supplied  at 
the  shortest  notice. 
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CAPITAL 


1600,000 


T.H.  BABCOCE 


J.  M.  ALLEN, 


<IV0JM6ll(* 


ISSUES    POLICIES     OF    INSURANCE, 

AFTEB  A  OABEFUL  IHSPEOTIOH  OF  THE  B0ILEB8, 
OO^BRXNO-    JLlalu     riOSS    OR.    T>  A.  M,  A.  €3- Si     TO 

BOILERS,  BUILDINGS,  AND   MACHINERY, 

ABIBINQ    FBOM    BTBAM    BOIIilDB    EXPI1O8ION8. 
JWI  if^fbrmmUm  oonetrMing  tht  plmn  </  Ou  Company' »  operaUom  can  b4  oUaimd  at  the  Oampan^^i  qfict^^ 

ADVISORY   BOARD    OP   DIRECTORS. 

Wm.  B.  B^rnent,  of  Wm.  B.  Bement  A  Son ;  B.  F.  Hart,  of  VeiT<»e  A  Mitch«ll ;  Stephen  P.  BL 
Iteker,  of  Morris,  Tasker  A  Go. ;  Henry  Disston.  of  Henry  DiMton  A  Son ;  John  Gardner,  of  Wnu 
MatMy  k  Go. ;  A.  H.  McFadden,  of  Marshall,  Philips  k  Co. :  Caleb  Matfhall,  of  Marskall,  Philips  A 
Co.;  wm.  Adamaon,of  Baeder,  Adamson  k  Co.;  Robert  Oray,  Brewer:  Robert  Wood,  of  Robert 
Wood  k  Go. ;  Stephen  Bobbins,  Iron  Manafaotnrer;  Chas.  T.  Parry,  of  Baldwin  LocomotiTe  Works. 
B.  F.  HART,  Secretary.  CHAS.  T.  PARRY,  Chairman. 

CORBIN  *  GOODRICH,  General  AffMits, 


s 
Hi  i 

M  O    Cm    O 


^'Saw  and  Edge  Tool  Makers,  File  Grinders  and  others  can  obtain  any  sise  or  grit» 
on  sending  a  half  ounce  sample  by  mail— 1000  tons  to  select  from. 

GRIIVDSTOIVE  SHAFTS,  with  self-adjusting  plates,  clamp  boxes,  and 
pulleys,  Ac,  made  to  order. 

I   Bend  for  descriptive  pamphlet.    Factory,  Beach  above  Green  street. 

Address,  J.  E.  MITCHELL,  310  York  are.,  PhUadelphia.  Jan.  '72—6  m. 
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The  Allen  Engine  Works 

JBbiirth  Ave.  and  180th  Jb  131st  Streets, 
NEW  YOBE  CITT. 

The  Allen  Engine,  Porter's  Governor, 

THE  ALLEN  BOILER, 

AMD 

Standard  Straight  Edges,* 
Snr&ce  Plates  and  Angle  Plates. 


70TJB  First  Premiums  were  awarded  to  us  at  the  Fair  of  the  American 
Institute,  1870.    Send  for  our  illustrated  circular. 
lit-llt. 


CINCINNATI,  OHIO, 


UANmrACTVREBS  or 

WOODWOBTH  PLANEBS  &  MATCHERS, 

BABU  AND  MOirjLDIffQ,  TEMONIIVG,  JMLORTISIMO 
AND  SAWIIVG  JMLACmiVES, 

AND  SYERT  VARIETY  OF 

or  TnB 

MOST  APPSOVED  CONSTRUCTION. 

SBHD  FOR  CmCVIJUSU 
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F4f  iMf  em^ii, 

AMERICAN  AND  EUROPEAN, 

OP 

IVtUNN   <&:   CO., 

No.  37  PABK  BOW,  New  Tark. 


Fob  a  period  of  nearly  twentj-fire  jears,  Munn  k  Co.  have  occupied  the  position 
of  leading  Solicitors  of  American  and  Eoropean  Patents,  and,  daring  this  extended 
experience  of  nearly  a  qaarter  of  a  century,  they  have  examined  not  less  than  fifty 
thousand  alleged  new  inventions,  and  hare  prosecuted  upwards  of  thirty  thousand 
applications  for  patents ;  and,  in  addition  to  this,  they  have  made  at  the  Patent  Office 
over  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
a  careftil  report  on  the  same. 

MuHM  k  Go.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  is  assisted  by  a  Branch  Office  at  Washington,  which  watches 
and  supervises  all  their  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
cases,  they  may  expect  from  us  an  honest  opinion.  For  such  consultations,  opinion 
and  advice,  we  make  no  charge,  A  pen-and-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

Pbbliihhaby  Examination  is  made  into  the  novelty  of  an  invention  by  personal 
search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  fob  a  Patent,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  ^  Co.^  37  Park  Roto^  New  Tork^  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Oovtrnment  fee,  revenue  and  postage  stamps. 

Caveats  Filed;  Interferences  Managed;  Extensions  and  Re-Issues  Obtained. 
Assignments  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  on 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  Ac, 
see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MTJNN  ft  CO., 
No.  37  JPurk  Maw,  New  York  City. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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THE  SWAIN  TURBINE  COMPANY 

PROPBISTOBS  AND  MANUFAOTUBEBS  OF 

I'm  Z>Atexi.t 


TuRBIHI1WAT£RWH££L 


These  wheels  gaye  several  per  cent,  better  results  than  any 
other,  at  the  recent  test  of  Turbines  at  Lowell,  Mass.,  although 
its  chief  competitors  were  got  up  for  the  occasion,  whereas  this 
one  was  made  before  the  test  was  thought  of,  and  no  better  than 
we  will  warrant  all  of  oar  wheels. 


J.  A.  COLEMAN,  139  Federal  St.,  Boston,  110  Broadway, 

New  York,  HOLYOKE  MACHINE  CO., 

Holyoke,  Mass.,  Agents. 


C.  B.  HILL,  PreavderU,  Boston,  Mass. 

A.  P.  NICHOLS,  Treasurer,  Lowell,  Mass. 

A.  M«  SWAIN,  Superintendent,  North  Chelmsford, 


TTr\TQT^Q  ^^  Elevators  for  any  location  or  weight,  operated  by  Inde- 
XlVJlOXOt  pendent  Engine,  Belts,  Cranks,  Ropes  or  Pumps;  for  Con- 
tractors, Hotels,  Factories  and  Shops.  The  Hand  Machines  are  operated  with  the 
least  labor  and  sold  at  a  low  price.  The  Balanced  and  Power  Machines  have  the 
most  approved  Safety  Attachment.  Hatchways  arranged  with  rolling  doors,  opened 
nad  closed  automatically  as  platform  passes. 

GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila.,  Pa. 
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WILLIAM  SELLERS,  JOHN  SELLERS,  Je 


WM.  SELLERS  &  CO., 

No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

BOILER  MAICERS*  TOOLS. 

SHAFTING, 

With   Ball  and  Socket-bearings  and   Double  Cone  Vise-couplings,   admitting   of 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

PULLET  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EQDIPMENTSp 

Tunung  and  Transfer  Tables  and  Pivot  Bridges. 


SOLE  MANUFACTURERS  AND  LICENSEES  OF 

GIFFi^KID'S       nSTJEOTOR, 

FOR  FEEDING  BOILERS. 
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M.  BAIRD  &  COMPANY 

FHILADELFHIA,  FENN'A. 

M!fi]iufb.cture 


ESPECIALLY  ADAPTED  TO 


Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Wood^  Cokcy  Bituminous  and  Anthracite  Coal  as  Fuel     All  Work 

accurately  fitted  to  Gauges^  and  thoroughly  interchangeable, 

Plany  Materials,    Workmanship^  Finish  and 

Efficiency  fully  guaranteed, 

M.  Baird.  Chas.  T.  Parry.  Wm.  P.  Henswy. 

Geo.  Burnham.  Bdw.  H.  William 8.  Edw.  Longstretb. 

JACOB  NAYLOR, 

Successor  to  HUNSWORTH  k  NATLOR, 

GIRARD  AVE.   AND   FRONT  STREET 
PHILADELPHIA. 


STEAM  ENGINES,  BOILERS  AND  TANKS, 

Shafting  and  Gtoarlng,  Coapllnga,  Palleya  and  Hangers. 

STEAM  AND  HAND  CRANES. 

Passenger  and  FreigU  Hoisting  Manhinery  for  Stores  &  Factories^ 

Marble  Sawing  and   Polishln^r  Machinery  of  all   Kinds, 

SPECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTURERS, 
Retorts,  Meters,  Stills,  &c.,for  Chemists. 

Sugar  Boilers,  Tanks  and  Machinery.     Castings  in  green  sand  or  Loam,  and 
Machinery  in  general. 

W.  W.  TUFFEB  A  GO'S  FATSNT  QHATES  AND  QBATB  BAB8. 

RIDER'S  PATENT  AUTOMATIC  CUT-OFF  ENGINE,  either  Vertical  or  Horitontal. 


.1 
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THE  BOYDEN   PREMIUM. 


URIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  hag  deposited  with  the  Franklin 
Institute  the  sum  of  one  thousand  dollars,  to  be  awarded  as  a  premium  to 

''Any  resident  of  Korth  America  who  shall  determine  by  ezperiment 

whether  all  rays  of  light,  and  other  physical  rays,  are  or  are 

not  transmitted  with  the  same  velocity." 

The  following  conditions  have  been  established  for  the  award  of  the 
premium : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
eompetitor  for  the  premium ;  the  southern  boundary  of  Mexico  being  consid- 
ered as  the  southern  limit  of  North  America. 

2.  Each  competitor  must  transmit  to  the  Secretary  of  the  Franklin  Institute 
a  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
the  results ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-three,  will,  as  soon  as  possible  after 
this  date,  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  of  the  Franklin  Institute  shall,  before  the  first 
day  of  January,  one  thousand  eight  hundred  and  seventy  three,  select  three 
citizens  of  the  Uuited  States,  of  competent  scieutific  ability,  to  waom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so,'which  of 
their  memoirs  is  worthy  of  the  premium.  And,  on  their  report,  the  Franklm 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recomn.eLded 
by  the  Judges. 

4.  Every  memoir  shall  be  anonymous,  but  shall  eontain  some  motto  or  siga 
by  which  it  can  be  recognized  and  designated,  and  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  sign,'and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
duty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 
should  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
author  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
in  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  as  it  may  direct. 

TJ  V  T\  UArTI    T^^  a^id  Screw  Pressee,  to  operate  by  Power  or  Hand, 
XI  JL  ly liXX  U  J_J J  Vj  Friction  or  Pressure.      CALENDERS  aud  Em- 
bossers with  Chilled  Iron  or  Paper  Rolls.     PLATE   and  Lithographic  Presses  for 
Hand  or  Power.  GEO.  C.  HO  WARP,  17  S.  ISlh  St.,  Phila.,  Pa. 
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PAPER  MANUFACTURERS 


AND  AQCNTS  OF  THK 


wmm  ^ni  %^n  ^0. 


omcES  A>a)  wa}ue:kouses: 
Ho.    87    NORTH  SIXTH    STREET,    FHILADELFHIA, 

AND 

Ho.  18S  WnUAM  STREET,  HEW  T0R3L 


HftT*  oa  band  snd  make  to  mder,  at  ■hwt  notloa^ 

raws  ium  BOOS  vsmnro  paf^^ 

AU  QVAUTIBS  ASS  nZBS. 

J^A.iTII.l-A.      PAPERS. 

IMPORTERS  OF  CHEMICALS  AND  FELTINGS, 

^  or  ETBBT  nSKIBIFTIOH.  w 

Ctsh  Market  Prices  Paid  for  all  kindt  of  Paper  Stook. 
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JL  Treatiiie  on  the  Streng^th 

OP 

BRIDGES  AND  ROOFS, 

Comprising  the  determination  of  Algebraic  formulas  for  Strains  in 
Horizontal  Inclined  or  Bafterj  Triangular,  Bowstrings  Lenticu- 
lar and  other  Trusses,  from  fixed  and  moving  loads,  with 
practical  applications  and  examples,  for  the  use  of 

XnVGIlVEERS   AND  STUDEIVTS. 

By  SAMUEL  H.  SHREVE,  GivU  Engineer. 

1  vol.  Svo.,  88    Wood  Out  Illustrations. 
Cloth,  $5.00. 

^^  The  rules  for  the  determination  of  strains  given  in  this  work,  in 
the  shape  of  formuTae,  are  deduced  from  a  few  well  known  mechanical 
laws,  and  are  not  based  upon  assumed  conditions ;  the  processes  are 
given  and  applications  made  of  the  results,  so  that  it  is  equally  valu- 
able as  a  text-book  for  the  student  and  as  a  manual  for  the  practical 
engineer.  Among  the  examples  are  the  Greithausen  bridge,  the 
Kuileinberg  bridge,  a  bridge  of  the  Saltash  type,  and  many  other 
compound  trusses,  whose  strains  are  calculated  by  methods  which 
are  not  only  free  from  the  use  of  the  higher  mathematics,  but  are  as 
simple  and  accurate,  and  so  readily  applied,  as  those  which  are  used 
in  proportioning  a  Warren  Girder  or  other  simple  truss/' 

D.  VAN  NOSTRAND,  Publisher  and  importer, 

23  Murray  Street  and  27  Warren  Street,  N.  York. 

Copies  of  the  above  sent  free  by  vuiil  on  receipt  of  price. 
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IN  HEATING  BY  STEAM  OR  HOT  WATER, 

ALSO. 

Dealers  in  Wrotight-Iron  Pipe,  Fittings,  Brass  Workjand  Boiler  Pines. 

April.  '73 — 1  yr. 


BAIRD'S 


My  lu'w  revised  and  enlarjjed  ('ata- 
logiie  of  PRACTICAL  AND  SCIEN- 
TIFIC BOOKS,  9G  pfl^e?.  Mvo.,  will  We 
sent,  tree  of  p(»sijij;e,  to  any  one  who 
will  favor  me  willi  hi^^'suldrees. 


HENRY  CAREY  BAM 


J 

ut  St.. 
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FubliBhed  Monthly.    Price,  $5  per  annum,  in  advance. 


FKAWKLJN  l.NSTlTLi'Ji: 


J'EV(»TKI»  Tn 


SCIENCE  AND  THE  MECHANIC  ARTS. 


EM'J'KU  BY 


WILLIAM  H.  WAHL,  Pir.  D. 


A88IflTKD     BY     THB     COMMITTER     ON     PUBLICATIONS. 


Vol.  XCV. — IVo.  ««». 

THIRD  <KKir:s. 

Vol.  LXV.— MAY,  1873.— No.  5. 


F  H  I  I,  A  !•  KL  PH  I.X: 

PUBLISHKD  BY  THE  FRANKLIN  IXSTITUTK  AT  THEIR  HALL. 

187?,. 


Single  Copies,  50  cents.   ™B™-''by  Google 


Stevens  Institute  of  Teehnolo^. 

Hoboken,  N.  J. 


The  s«cond  College  year  commences  September  18th,  1872. 


FACULTY. 

HKNRY  MORTON,  Ph.  D.,  Prbsidbnt. 

A.  M.  MAYER,  Ph.  D.,  Professor  of  Physics. 

Late  of  the  Loliigh  Univeraity,  Bethlehem,  Pa. 
R.  H.  THURSTOX,  C.  E.,  Prof,  of  Engineering. 

Late  of  the  U.  S.  Naval  Academy,  Annapolis,  Md. 
Dfi  VOLSON  WOOD,  0.  E.,  Professor  of  Mathematics. 

Lato  of  University  of  Michigan. 
C.  W.  MoCORD,  A.  M.,  Professor  of  Mechanical  Drawing. 
A.  R.  LEEDS,  A.  M.,  Professor  of  Chemistry. 
C.  F.  KR(EH,  A.  M.,  Professor  of  Languages. 
Rev.  EDWARD  WALL,  A.  M.,  Professor  of  Belles  Lettrcs. 

The  course  of  the  Stevens  Institute  is  of  four  years  duration,  and  covers  all  that 
appertains  lo  the  profession  of  a  Mechanical  Engineer.     By  means  of  Workshops 
provided  with  excellent  machinery,  Physical  Laboratories  whose  appointments  are. 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportunitj 
for  the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

BEQUIREMENTS  FOB  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in  arith- 
metic, algebra,  (including  quadratic  equations)  geometry  as  given  in  Davies' 
Legendre  and  the  six  elementary  propositions  of  plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satis- 
factory examination  in  all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  investigations, 
may  make  arrangements  to  that  end  with  the  President. 

For  further  particulars  apply  to  the  President,  H.  MORTOX,  Hoboken,  N.  J. 
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THORNE,   DeHAVEN  &  CO., 

Twenty^rst  Street,  above  Market, 
PHILADELPHIA. 


PATENT 

PORTABLE  DRILUNa  MACHINES 

PATENT 

RADIAL  DRILUNa  MACHINES. 


ANTI  LAMINA 


PREVENTS  AND  REMOVES  SCALE  IN  STEAM  BOILERS. 

JDoes  riot  Injure  the  Iron.    In  use  over  JPive  Tears. 

REFBPENCES  m  PHILADELPHIA  s 

Mr.  JOHN  H.  COOPER,  People's  Works,  Jacob  Najrlor,  Proprietor. 
Mm.  HENRT  BOWER,  Manafacturing  Chemist,  Gray's  Ferry  Road. 
Mb.  JACOB  NAYLOR,  Peoples'  Works,  John  H.  Cooper,  Sup%  4  S.  Delaware  Ar. 
Meian.  BJBDBR,  ADAMSON  k  CO.,  Glae  Works,  Store  A  Office,  tSO  Market  st. 
<«      FITZGERALD  A  FLAGG,  Iron  Founders,  Store  A  Office  2ia  N.  Third  t^ 

YO0ZAB  ».  At&mr,  Patentee, 

Feb..im-lyr.  PHILADELPHIA. 


OAK  LEATHER  BELTING 

AND  FIRE  HOSE. 

SORFEI.DT  A  RIOHIE. 

TANNERS  AND  MANUFACTURERS, 
JTo.    4:18  NORTH  THIRD   STREET,  Philadelphia, 

XiACfi  LBATHBR.       BAND  LBATHBR.       PICKBR  IiBATHBS. 
FVMP  LBATHBR.        TALVB  X.BATBBR. 


Ajri], 


nz-ijr. 


STB  AM  TRAPS  I 

JORDAN'S   PATENT, 


I 


Working  ander  an 

UNALTSRABLB  XiAW  OF  NATXTRa. 

the  expansion  and  eontractlon  of  metal  under  different  temperatures. 

We  will  proTe  our  traps  to  be  the  simplest,  best,  most  durable  and  oheapest  in  use.    Amoiia 
oUier  adTantages  they  retain  no  water  and  cannot  freeze. 

Piloe  Ho.  1,  for  10,000  feet  pipe,  -    $20. 

No.  2,        40.000  feet  pipe,  •    $40. 

Cirenlarsand  references  fomlahed  on  application  to 

A.  a.  BBOOZS  &  BBOTHZB,  General  Agents, 

426  Walnut  Street,  Bhiiadelphia* 

improved  Oomper  Rogaiaiort,  Gage  Coofct  sad  other  Boiler  Fittings.    Eagiaeor^s  Supplies. 

April,  Til— 8  mos. 
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THE  JOURISTAL 


OP  THE 


(Established    1826.) 

DEVOTED  TO  SCIENCE  AND  THE  MECHANIC  ARTS. 


.  This  Journal  is  issued  in  monthly  numbers  of  72  pages 
each,  and  regularly  contains  original  matter  of  interest  to 
the  Engineering  and  Scientific  professions,  and  to  the  Manu- 
facturer. 

Subscription  Price  $5.00  per  annum. 

Business  letters  should  be  addressed  to  the  Actuary  of  the 
Institute ;  matter  for  publication,  to  the  Editor. 

IMPROVED    PATENT   COPPER    LIGHTNING    CONDUCTORS   AND    DISK. 

All  work  warranted,  and  satisfaction  always  guaranteed. 
Tbifl  Equilibrium  Disk  or  large  ground  plate  of  72  diacharging  points  Is  designed  to  iDcrease 

MAKT  HVHimSll  TIMBB  TBI  OONDUOTHfO  POWIB  OF 

A  LiOHyHiKa  Bod.  It  silently  disarmB  the 
clouds  charged  with  a  positive  electric  force 
by  conveying  upwards  an  invisible  negative 
force  or  eartn  current,  thereby  silently  and 
perpetually  securing  an  equilibrium  be- 
tween the  negative  earth  and  the  positive 
air,  tending  invariably  to  either  prevent  or 
lighten  all  electric  discharges  that  may 
reach  a  building.  If  there  be  any  concua- 
sion  of  the  air,  if  there  be  any  thunder  at 
all  heard  by  the  unerring  principles  of  exact 
science,  it  will  be  many  times  less  than  it 
would  if  the  edifice  were  protected  by 
the  best  iron  rod.  The  diffusive  equili-  ^ 
brium  power  of  tne  Disk  is  centered  ex- 
actly wnere  it  is  needed,  at  the  bottom  of 
the  Rod,  imbedded  deep  enough  in  the 
ground  to  be  i-urrounded  by  perpetual 
moisture.  As  a  candle  instantly  diffuses 
light  in  a  dark  room,  so  the  Disk  Instantly 
diffuses  lightning  in  the  damp  earth.  The 
rod  forms  the  armature  between  the  posi- 
tive currents  of  the  air  and  the  negative 
earth. 

Professor  J.  B.  Burleigh,  the  inventor,  will 
.  soperintend  the  erection  of  Lightning  Con- 
ductors. Weather  Vanes  of  every  kind,  and 

Emblematic  Signs  of  every  description.  His  £scilitles  are  the  amplest  In  the  world.  The  raw 
material  is  bought  directly  from  the  mines,  and  made  with  all  the  improvements  of  modem 
machinery.    His  Circuit  Lfghtn  ing  Rod  and  Disk  are  considered  an  mfalllble  protection. 

The  manufHcturers  offer  a  reward  of  Five  Hundred  Dollars  to  any  one  who  can  find  even  a 
single  failure.  In  view  of  the  infallible  proteciion  given  by  a  properly  constructed  copper  light- 
ning rod,  the  agents  and  owners  of  public  and  private  buildings  assume  a  fearful  responsibility, 
who,  by  withholding  a  few  dollars,  jeopardize  the  lives  of  innocent  persons  committed  to  their 
charge.  Let  no  one  needlessly  brave  the  moHt  terrible  element  of  nature,  which  the  truths  of 
science,  through  the  goodness  of  an  all  wise  Creatbr,  have  placed  entirely  under  human  control. 

Address,  giving  the  longest  possible  notice,  J.  B.  BURLEIGH,  at 
REYBURN,  nUNTER  ^  CO,,  No.  495  St.  John  Street,  PMladelphia,  Pa. 
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Dr.  T.  R.  A^OLB", 

Analytical  and  Consulting  Chemist, 

Is  prepared  to  undertake  the  analysis  of  Ores,  Minerals,  Natural 
and  Artificial  Products,  such  as  Guanos,  Phosphates,  Coals,  Mineral 
Waters,  Gases,  Chemical  Preparations,  etc.,  etc. 
Opinions  rendered  in  Chemical  Questions. 

Address  STATE  CHEMIST, 

DELAWARE  COLLEGE. 

March,  '73--T  vr. NewEFk,  Delaware, 

DUII    Ar\ei   DUIA      nr/^^^l        i>/\AADAMV 


MAVUrAOTUBRS  OF 


DAVIS'     PATENT     DUPLEX    WRENCH, 

A  tool  well  made  of  BMt  MatcrlMS,  combinlog  all  the  good  qualities  of  a  regular  Nut  Wrench 

of  equal  gtae  with  that  of  at  leant  six  pairs  of  Pipe  Tongs.    For  circulars  and  price  lists,  address, 

PHILADELPHIA  TOOL  do.  Offlns  A  Tark.  B.  W.  cr.  13th  k  Bnttonwood  Btreeti.  PUla. 

_  MORQu^N'8   PATENT 

DOUBLE  ROTATING  DROP  PIPE, 

1 


^4    '4  He] 

11 !  1 1 


J3 


^   ?.  'S  ^ 


^ 


S3  g 

^  S 


OB 

For  Railroad  use.    It  is  water-tight,  and  will  accommodate  itself  to  the  varying 
heighU  of  locomotive  tenders.  q.     ^^    MOROAN, 

Sole  Manafiictiirerf  188  W.  Madiion  St.  Chicago. 
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PeeyUariy  adapted  for  ScienUfle  taS^ 
tureg,  Chetnieal  MaBperitnenis,  ete.l 

Fxiee,  latest  improTexnenti  complete, 
with  Cuner*  Oljeotivei.      $15.00 

Slides  of  the  best  quality  and  at 
the  lowest  rates. 

For  Circulars  address 

L.  J.  MARCT, 

1340  Chestnut  St, 

Philadelphia,  Pa. 

THE  SCIOPTICON  MANUAL, 

IncludiDg  Optics,  Experiraeats,  Photo- 
graphing, and  Coloring  Slides,  Ao. 
4^  Sent  by  mail  on  receipt  of  fiO  cenU. 
May  '72, 1  yr. 


W.  H.  HARRISON  &  BROTHER, 

Successors  to  Andrews,  Harrison  &  Co., 

MANUFACTURERS  OF 

6rat®®9  laigest  f  wraaeesy 

AND 

STEAM  HEATIN8  APPARATUS, 

1327  &  1329  Market  St.,  Philadelphia. 

N.  B.. — Low  and  Elevated  Grates  a  specialty. 

M«y,  72— «pl,  •73. 

PROR  HENRY  WURTZ, 

Scientiflo  and  Praotioal  Ghemtt  and  Geologist, 

26  FINE  STREET,  Boom  36,  NEW  TOSK 

(  Ojfice  hours,  1  to  4t  daily,  exeq>t  Saturdays.) 

Geological  Explorations  and  Reports,  Chemical  Analyses,  advice  and  Inyestiga- 
tions  in  all  the  Chemical  Arts,  Chemical  Inventions  and  Improvements  made. 

Prof.  W.  makes  specialties  of  GAS  CHEMISTRY,  and  the  Analysis  of  Gas  and 
Coals.    Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office.    Practices  as 

PATENT  AGENT,  COUNSEL  AND  ADVISER 

of  INVENTORS,  in  all  the  CHEMICAL  ARTS ;  for  which  his  great  general  expe- 
rience in  these  Arts,  and  his  special  experience  inside  the  Patent  Office,  have  quali- 
fied him  to  an  unparalleled  degree. 

Prof.  WURTZ  is  Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL  AND  CHE- 
MICAL REPERTORY,  a  journal  whose  circulation  and  patronage  is  among  dassea 
of  the  community  of  the  highest  position,  influence  and  enterprise;  and  which  fur- 
nishes therefore  an  unequalled  medium  for  communication  to  the  general  public,  of 
valuable  inventions  and  novel  enterprises. 

For  procuring  British  and  other  Foreign  Patents  promptly,  and  on  moderate 
terms.  Prof.  W.'s  arrangements  are  unusually  complete  and  perfect.  Inventors  maj 
assure  themselves  of  the  most  competent^  diligent  and  faithful  attention  to  their  inte- 
rests. ax-etbiB. 
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BOSH  HILL  IRON  WORKS, 

Corner  16th  and  Buttonwood  Streets, 

PHTT.AT)ELPHIA. 
JAMESS   MOORE, 

(Successor  to  MATTHEWS  &.  MOORE,) 

Engineer,  Machinist,  Founder,  and  Boilermaker, 

CA.SXINOS  or  e-v-et7  deHoriptton. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

XaUs  Tamed  for  Ralli,  Seamt.  Aoflei,  and  all  sbapei  for  XroUf 
Steel  or  Oompoiitiom  Metals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL. 

BOX&B&S— vine,    Tabalar,    and  Cylinder,  and   all    kinds    of 

Jan.  '72— 1  yr.]         TANK  AND  PLATE  IRON  WORK. 

J.    BISECOF, 

Hefiner  and  Worker  of  Flatinxm, 

(ESTABLISHED  IN  1843), 
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J|ditoi^iAL. 


ITEMS  AND  NOVELTIES. 

A  Section  Liner. — ^We  have  received  from  the  makers  of  the 
iDStrament  (Messrs.  J.  W.  Qaeen  k  Co.,  Philadelphia),  the  accompa« 
nying  engraving  of  a  very  simple  and  useful  instrument  for  indicat- 
ing sections  of  objects  in  mechanical  and  architectural  drawings,  for 
drawing  screw  threads,  laying  out  the  spaces  of  brick-work,  and  for 
use  in  all  oases  where  narrow-spaced  parallel  lines  are  needed.  The 
instrument  was  exhibited  some  months  ago  at  a  meeting  of  the  Frank* 
iin  Institute,  by  the  inventor,  Mr.  Theodore  Bergner,  a  member  of 
the  Institute.  With  it  a  person  of  moderate  ability  or  practice  can 
produce  a^  effect  of  uniformity  and  neatness  in  sectional  drawings 
almost  or  quite  equal  to  the  engine  dividing  of  engravings. 

The  accompanying  cut  gives  a  perspective  view  of  the  instrument, 
together  with  a  specimen  of  work  executed  with  it.  It  consists  of  a 
ruler,  covered  on  the  under  side  with  rubber  cloth,  a  triangle  with  a 
elamping  screw  passing  through  near  one  of  its  edges,  and  a  plate 
with  the  neoessary  arrangement  for  producing  a  movement  over  equal 
spaces. 

The  several  parts  are  placed  together  as  represented  in  the  engrav* 
ing,  there  being  a  little  spring  beneath  the  front  edge  of  the  top 
Vol.  LXV.— Thiep  Sibus,— No.  5.— May,  1873.  21 


Digitized  by  VjOOQ IC 


290  EdUorial. 

plate,  which  presses  against  one  edge  of  the  ruler,  while  the  triangle 
is  clamped  against  the  other  edge. 
The  ruler  may  be  placed  upon  the  paper  in  any  desired  position^ 


the  india-rubber  cloth  underneath  keeping  it  there  with  perfect  secu- 
rity, and  it  thus  acts  as  a  guide  for  the  triangle,  which  can  be  moved 
along  over  equal  steps  by  alternately  pressing  down  the  ivory  button 
and  letting  it  spring  back.  This  movement  is  produced  by  the  action 
of  a  little  pawl  upon  the  ruler,  which  is  always  to  be  kept  quite  sharp^ 
so  that  it  will  take  a  quick  and  certain  hold.  The  length  of  the  steps 
taken,  i.  e.,  the  distance  between  the  lines  drawn,  is  regulated  by  the 
screw  above  the  spring,  the  distance  moved  over  each  time  being 
greater  as  the  spring  is  allowed  to  have  more  play.  By  changing  the 
clamping  screw  on  the  triangle,  any  edge  can  be  placed  against  the 
ruler. 

Tke  35-ton  Steam  Hammer. — There  is  at  present  being  con- 
structed,  for  the  use  of  the  Royal  Gun  Factories  in  Woolwich  Arse- 
nal, perhaps  the  largest  steam-hammer  ever  built.  The  building  for 
containing  this  machine  will  be  150  x  100  feet. 

The  unusual  size  of  the  proposed  machine  necessitates  a  special 
arrangement  for  the  bed  plates.  All  of  these  are  of  a  very  massive 
and  solid  character,  and  consist  in  the  first  place  of  a  hundred  12- 
inch  square  Umber  piles,  arranged,  at  equal  distances  apart,  in  the 
form  of  a  square,  80  x  30  feet.  Around  and  between  the  piles,  for  a 
depth  of  4  feet  from  the  heads,  is  a  bed  of  concrete.  Upon 
the  piles  is  laid  a  cast-iron  plate,  11  inches  thick  and  weighing 
164  tons.  This  plate  is  in  three  parts,  and  upon  it  is  placed  a  double 
layer  of  1^-inch  oak  baulks,  the  upper  layer  being  placed  at  right 
angles  to  the  lower  one.  Upon  these  oak  baulks  comes  a  second 
plate  of  cast-iron,  10  inches  thick  and  weighing  121  tons.  This  plate 
is  cast  in  two  pieces  and  covers  an  area  of  27  x  27  feet.  Then  comes 
a  2-ft.  thickness  of  oak  timber,  consisting  of  baulks  placed  with  the 
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grain  vertical,  or  end  on,  the  collection  of  baulks  being  held  together 
by  an  iron  strap  6  inches  deep  by  2  inches  thick.  These  baulks  carry 
a  third  cast-iron  plate,  12  inches  thick  by  24  feet  square  and  weighing 
116  tons.  Upon  this  will  come  a  fourth  plate,  12  inches  thick  by  22 
feet  square,  and  weighing  100  tons,  a  thin  packing  of  oak,  just  suffi- 
cient to  prevent  contact,  being  interposed  between  them. 

On  the  top  of  the  last  plate  will  come  another  thin  oak  packing, 
and  then  the  round  anvil  block,  which  weighs  102  tons  and  is  8  feet 
4|  inches  deep,  15  feet  in  diameter  at  base,  tapering  to  12  f^et  at  the 
top. 

Upon  this  yet  will  come  a  cylindrical  block,  not  yet  cast,  2  feet  8 
inches  deep  and  12  feet  in  diameter,  which  will  weigh  between  60  and 
70  tons,  and  which  will  carry  the  movable  anvil  blocks,  which  will  be 
of  various  sizes,  to  suit  the  work  to  be  done. 

These  foundations  will  be  seen,  then,  to  include  nearly  700  tons  of 
cast-iron,  so  disposed  as  to  present  the  utmost  solidity,  while  at  the 
same  time  retaining  sufficient  elasticity  to  prevent  any  detrimental 
consequences  arising  from  the  jar  of  the  blows  of  the  hammer,  the 
falling  weight  of  which  will  be  35  tons. 

For  the  above  details  we  are  indebted  to  our  contemporary  ''  Engi- 
neering." 

Buildup  Stones  and  Fire. — In  a  paper  upon  the  fire-with- 
standing qualities  of  various  building  stones.  Dr.  Adolph  Ott,  of  New 
York,  who  haci  paid  much  attention  to  the  subject,  remarks  that,  as  a 
class,  the  limestones  are  the  worst  building  material  of  any  of  the 
natural  stone,  inasmuch  as  they  calcine  rapidly  when  exposed  to  a 
high  temperature,  a  fact  which  was  abundantly  manifested  in  the 
memorable  calamities  which  befel  Boston  and  Chicago. 

Of  the  limestones,  it  is  further  remarked,  the  varieties  known  as 
dolomite  are  the  poorest,  as  the  presence  of  magnesia  lowers  the  tem- 
perature required  to  effect  the  calcination  and  disintegration  of  the 
stone. 

Referring  to  the  property  of  granite,  gneiss,  mica  and  other  related 
primitive  rocks  to  crack  and  explode  when  exposed  to  the  radiant 
heat  of  a  neighboring  fire,  a  fact  which  has  also  recently  received 
abundant  verification,  the  writer  refers  the  property  to  the  expansive 
force  of  the  water  which  all  these  rocks  contain  in  their  fissures. 

Of  all  the  natural  stones,  the  author  gives  the  highest  place,  as 
regards  their  heat-withstanding  qualities,  to  the  sandstones,  which 
are  composed  almost  entirely  of  quartz,  a  material  which  is  only  fusi- 
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ble  at  an  enormously  high  temperature.  The  artificial  stones,  such 
as  Portland  and  other  cements,  are  also  ranked  very  high  for  build- 
ing purposes,  their  composition — essentially  lime  and  alumina  silicate 
— rendering  them  quite  as  capable  of  withstanding  fire  as  the  sand- 
stones. 

A  Combined  Heating  and  Ventilating  Apparatus.— The 

accompanying  engravings  illustrate  devices  of  this  kind,  designed 
and  patented  by  Mr.  Geo.  R.  Barker,  a  member  of  the  Institute  : 

Fig.  1.  Pig.  2. 


The  apparatus  is  placed  in  a  single  flue,  at  the  floor  of  the  room  to 
be  warmed  and  ventilated. 

The  first  figure  shows  a  section  of  the  plan.  The  flue,  it  will  be 
observed,  is  supplied  with  a  partition  at  some  little  distance  below  the 
register  opening,  through  which  the  heat  from  the  furnace  below  is  to 
be  delivered. 

Upon  this  partition,  and  communicating  directly  with  the  heated 
air  column,  is  placed  a  sheet-metal  pipe,  which  terminates  in  the  up- 
per half  of  the  register.  Through  this  the  heated  air  is  poured  into 
the  room.  The  lower  half  of  the  register  is  designed  for  the  ventila- 
tion ;  the  design  being  thus  to  take  advantage  of  the  circulation 
which  would  be  naturally  established,  and  to  draw  off  the  somewhat 
cooled  and  vitiated  air  from  below. 
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The  second  figure  is  a  front  riew  of  the  register  face,  showing  the 
lateral  division  separating  the  heating  and  ventilating  compartments 
from  each  other. 

In  the  upper  part  of  the  hot-air  pipe  there  is  an  adjustable  valve 
secured,  which  can  be  operated  by  means  of  a  haDdle  projecting  on 
the  outside  of  the  register-plate  of  the  hot-air  opening,  whereby 
either  a  portion  or  the  whole  of  the  hot  air  rising  in  the  said  pipe  can 
be  discharged  at  any  time  into  the  vitiated  air  flue — the  register  of 
the  hot-air  pipe  being  either  opened  or  closed  accordingly — and  thus 
increasing  the  warmth  and  consequently  the  draft  of  the  vitiated  air- 
flue  ;  a  result  of  great  importance  in  crowded  rooms-  when  the  heat 
becomes  excessive  and  the  air  very  impure. 

A  simple  experiment  with  an  ordinary  register,  especially  if  it  be 
large,  will  show  that  the  greater  bulk  of  the  heated  air  which  it  emits 
is  thrown  out  from  its  upper  part,  while  a  considerable  indraft  from 
the  room  is  constantly  entering  its  lower  part. 

It  was  this  observation  which  led  to  the  construction  here  described. 
A  candle  or  handkerchief  held  before  the  two  halves  of  the  combined 
device  indicates  clearly  the  direction  of  the  ingress  and  egress  cur- 
rents. 

Blackweirs  Island's  Water  Supply.— Quite  lately  the 
engineers  of  the  Department  of  Public  Works  succeeded  in  solving  a 
problem  which  has  apparently  baffled  them  for  years,  and  established 
what  promises  to  be  a  means  of  permanent  supply  of  water  for  Black- 
well's  Island.  As  long  ago  as  1850  one  or  more  mains  were  laid  for 
conveying  Groton  to  the  island,  but  being  of  small  diameter,  gene- 
rally six  inches,  they  were  subject  to  the  action  of  the  frost,  and  also 
liable  to  be  detached  and  carried  away  by  vessels  catching  their  an- 
chors under  them.  In  this  way  the  sections  were  repeatedly  detached 
and  had  to  be  renewed  sometimes  once  or  twice  in  a  single  season. 
During  the  winter  the  temperature  of  the  water  in  the  river  very  often 
sank  to  80  degrees  Fahrenheit,  and  the  motion  of  the  current  also 
abstracted  the  heat  from  the  pipe,  which  was  of  iron,  to  such  an  ex- 
tent that  if  the  water  inside  Was  not  kept  running  it  almost  immedi- 
ately froze,  which  it  repeatedly  did.  To  obviate  this,  at  one  time  gutta 
percha  pipes  were  substituted,  but  these,  in  addition  to  being  more 
easily  broken  by  the  anchors  of  vessels,  were  continually  being  worn 
through  by  the  current  rubbing  them  against  the  rock  bottom  of  the 
river.  So  repeatedly  were  the  pipes,  whether  of  iron  or  gutta  percha, 
rendered  useless  in  some  way  or  other,  that,  although  there  were  two 
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mains,  one  at  Sizty^first  street  and  another  at  Seventy-ninth  (at  one 
time  there  was  one' at  Seventieth  street),  the  island  was  continnaUy 
left  dependent  upon  the  two  weeks'  supply  in  its  reservoir,  and  some- 
times water  had  to  be  carried  over  in  boats.  The  main  recently 
laid  consisted  of  an  iron  pipe,  six  inches  in  diameter,  encased  in 
a  box,  formed  of  heavy  timber,  twenty- two  inches  square.  The 
planks  were  firmly  welded  and  riveted  together,  the  intervening  space 
being  filled  in  with  closely  packed  cement,  and  the  whole  forming  a 
single  continuous  mass  nearly  1300  feet  in  length.  When  lying  along 
Sixty-second  street,  in  process  of  formation,  it  extended  nearly  to 
Second  avenue.  The  total  weight  was  about  200  tons.  The  river  at 
this  point  is  1140  feet  wide  and  nearly  100  feet  deep,  while  the  cur- 
rent moves  at  least  six  miles  an  hour,  so  that  the  safe  landing  of  this 
enormous  mass  was  quite  a  triumph  of  engineering  skill.  The  means 
used  were  a  dredge-boat  of  100  horse-power,  worked  along  a  wire 
cable  one  inch  and  a  half  in  diameter,  and  two  powerful  tug-boats. 
Under  the  main,  at  intervals  of  every  seventy-five  feet,  were  launch- 
ing ways,  and  human  power  was  distributed  all  along  the  line.  In 
case  of  the  breaking  of  the  cable,  ropes  were  ready  at  hand  to  be 
used  with  the  tugs  alone.  A  successful  start  was  made,  and  by  ten 
o'clock  nearly  100  yards  of  the  mass  was  projected  into  the  river* 
Then  the  strain  on  the  cable  proved  so  great  that  a  wait  was  made  for 
slack-tide,  which  was  about  four  o'clock.  From  that  time  forward 
the  work  was  rapidly  pushed,  and  did  not  cease  till  the  end  of  the 
main  was  securely  rested  on  a  stone  abutment  waiting  to  receive  it  on 
the  island.  Water  was  let  in  soon  afterwards,  but  turned  off  as  soon 
as  it  was  perceived  that  the  experiment  was  a  success. 

Chemistry  of  the  Bessemer  Process. — The  conclusions  reached 
by  Kessler  in  regard  to  the  theory  of  the  Bessemer  process  may  pos- 
sess some  interest  to  our  metallurgical  readers,  since  they  differ  some- 
what from  the  views  generally  advocated. 

The  observer  in  question  finds  that  in  the  Bessemer  process  of  steel- 
making  the  entire  amount  of  carbon  present  at  first  is  relatively  in- 
creased, owing  to  the  more  energetic  oxidation  of  certain  other  sub- 
stances in  the  iron  in  the  earlier  portions  of  the  '^blow,"  and  that  the 
carbon  first  begius  to  oxidize  after  the  major  portion  of  the  silicon 
has  disappeared. 

Concerning  phosphorus — the  most  obstinate  impurity — Kessler  de- 
clares that  its  amount  is  decreased  during  the  middle  portion  of  the 
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process,  but  that  its  proportion  is  relatively  increased  both  at  the 
comnencement  of  the  *^  blow/'  owing  to  the  mor^  energetic  oxidation 
of  the  other  imparities,  and  towards  the  end  of  the  operation,  when 
it  is,  to  some  extent  at  least,  taken  up  again  from  the  slag.  Sulphur 
decreases  rapidly  at  first,  but  increases  again  in  the  middle  stage,  up 
to  the  addition  of  the  spiegel-eisen,  for  the  reason  that  a  portion  of 
it,  which  in  the  first  stage  went  into  the  slag,  is  afterwards  taken  up 
again  by  the  iron.  When  the  spiegel-eisen  is  added  and  the  '^  blow  *' 
recommenced,  the  sulphur  again  diminishes,  and  the  suggestion  is 
made  that  if  it  were  possible  to  remove  the  first  slag,  which  contains 
much  of  the  sulphurous  impdrities,  it  would  be  possible  to  use  brands 
of  iron  which  are  known  to  contain  sulphur  for  making  Bessemer 
steel. 

Rubber  Tubes  and  Goal-Oas. — It  has  lately  been  observed 
that  the  illuminating  power  of  coal-gas  was  considerably  affected  by 
the  passage  of  the  gas  through  rubber  tubing  before  combustion.  For 
this  observation  we  are  indebted  to  M.  Zulkowsky,  who  has  made  a 
series  of  photometric  experiments  to  determine  the  amount  of  this 
deterioration. 

The  following  series  of  experiments  are  tabulated  by  the  author : 

lUuminating  Power  of  Q-ae. 


1st  Series, 

Estimated 
direct 

18-2 

After  ]>assing 

through 
rubber  tubing. 

10-7 

Eatim»t«d 
direct. 

12-9 

After  pMting 

through 
rubber  tubing. 

EsUmated 
diiect. 

2d  Series, 

12-2 

9-2 

12-1 

3d  Series, 

7-8 

11-2 

7-5 

11-3 

4th  Series, 

9-8 

11-6 

9-9 

12- 

The  diminution  in  the  intensity  of  the  light  was  so  marked  after 
the  gas  had  been  passed  through  rubber  tubing  of  4|  yards  in  length 
that  it  could  be  perceived  without  the  help  of  a  photometer ;  so  per- 
ceptible, indeed,  that  the  author  deemed  it  to  prove  beyond  question 
the  fact  that  a  positive  absorption  of  some  of  the  light-giving  constit- 
uents of  the  gas  takes  place  under  these  circumstances. 

To  ascertain  which  of  the  ingredients  of  the  gas  were  thus  effected 
the  author  carefully  dried  and  weighed  several  pieces  of  black  tubing 
and  passed  a  stream  of  carefully  dried  gas  through  them  for  62  hours, 
and  found  that  at  the  end  of  that  time  the  tubing  had  increased  in 
weight  8*64  per  cent.     The  tubing  was  subsequently  placed  beneath 
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the  air-pump  with  sulphuric  acid,  when  the  gaseous  ingredients  wer^ 
again  evolved,  the  sulphuric  acid  indicating  by  its  blackening  that  it 
had  absorbed  at  least  some  of  that  which  had  thus  been  liberated  from 
the  tubing. 

Further  observation  proved  that  about  1*1  per  cent,  of  the  total 
Tolume  of  the  gas  was  absorbed  by  the  tubing,  and  the  author  holda 
it  to  be  proven  that  only  the  heavy  hydro-carbons  and  vapor  ingredi- 
ents of  the  gas  are  so  absorbed. 

In  future  investigation  with  coal-gas,  the  behavior  of  rubber  tubing 
in  this  respect  must  be  carefully  taken  into  account. 

More  Tin  Discoyeries. — The  technical  journals  have  of  late 
years  contained  every  now  and  then  accounts  of  wonderful  tin  discov- 
eries in  our  Western  country,  all  ot  which  however  shortly  proved 
either  to  be  entirely  unfounded  or  greatly  exaggerated.  The  last 
statement  of  this  kind  comes  to  us  in  the  form  of  the  declaration 
that  tin  deposits  of  great  richness  have  been  discovered  on  the  north 
shore  of  Lake  Superior.  These  discoveries  seem  to  possess  the  qua- 
lity of  genuineness,  inasmuch  as  their  reality  has  been  vouched  for 
by  several  excellent  witnesses.  The  region  in  which  the  deposits 
have  been  found  is  situated  in  the  Province  of  Ontario,  about  mid* 
way  between  the  Sault  Ste.  Marie  Canal  and  Thunder  Bay.  A  num- 
ber of  explorations,  it  is  said,  were  conducted  in  this  wild  and  unin- 
habited region  after  the  first  announcement  of  the  find  of  tin,  and 
with  the  result  of  finding  quite  a  number  of  veins  of  the  ore. 

As  regards  the  abundance  of  the  ore,  or  the  precise  geological  char« 
acter  of  the  locality,  no  precise  data  are  given.  The  extent  of  the 
region,  as  far  as  explored,  is  stated  to  be  some  twelve  miles  in  a  south* 
easterly  direction  along  the  lake  shore. 

The  ores,  which  are  said  to  have  been  analyzed  by  Drs.  Torrey  and 
Jennings  and  Prof.  Williams,  are  described  by  those  gentlemen  aa 
quite  rich  and  remarkably  free  from  injurious  impurities. 

The  account  of  these  discoveries  bears  such  an  aspect  of  genuine- 
ness that,  unless  great  exaggeration  has  been  perpetrated  by  the  local 
explorers,  the  region  will  soon  attract  the  attention  of  capitalists. 

During  the  coming  summer  the  localities  will  probably  be  explored 
by  competent  observers,  when  the  true  extent  and  value  of  the  reputed 
discoveries  will  be  brought  to  light.  Should  the  first  accounts  prove 
in  no  way  exaggerated,  the  fears  of  those  who  are  troubled  concern- 
ing the  probable  scarcity  in  the  supply  of  this  invaluable  metal,  in 
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view  of  the  great  draws  upon  the  deposits  of  Cornwall  and  Banca,. 
may  be  quieted,  especially  since  to  the  new  region,  then,  we  may 
safely  add  that  of  Queensland,  an  account  of  which  was  published  in 
one  of  the  late  issues  of  the  "  Journal." 

Olyceiin  as  a  Solvent. — ^M.  Klever  has  published  a  lengthy 
table  of  the  solubility  of  various  substances  in  glycerin,  the  following: 
abstract  of  which  may  be  of  value  to  some  readers  of  the  '^  Journal. "^ 
From  his  published  observations  it  appears  that  one  hundred  parts,  by 
weight,  of  glycerin  dissolve,  at  ordinary  temperatures : 


>art8by 
height. 

20 

Subfltence. 

Arsenious  Acid. 

Parte  by 

Weight.        Substance. 

0-20  Phosphorus. 

20 

Arsenic  Acid. 

20       Plumbic  Acetate. 

10 

Benzoic  Acid. 

50       Potassium  Arsenate. 

10 

Boric  Acid. 

3-50        "         Chlorate. 

15 

Oxalic  Acid. 

25             "         Bromide. 

50 
40 

Tannic  Acid. 
Alums. 

82             *<         Cyanide. 
40              "         Iodide. 

20 

Ammonium  Carbonate. 

8       Acid  Sodium  Carbonate. 

20 

"         Chloride. 

60       Borax. 

6-50  Tartar  Emetic. 

98       Sodium  Carbonate. 

10 

Barium  Chloride. 

20            "       Chlorate. 

30       Guprie  Snlpliate. 
7'50  Mercuric  Chloride. 

0-10  Sulphur. 
50       Zinc  Chloride. 

27 
1-9 

"        Cyanide. 
Iodine. 

35       Zinc  Sulphate. 
60       Urea. 

Parts  by  Weight. 
0-45 
0-50 

Sabstance. 
Morphine. 
Quinine. 

0-25 

Strychnine. 

Portable  Ink. — ^From  the  "Journal  of  the  Society  of  Arts"  we- 
learn  that  Prof.  Boettger  has  suggested  an  idea  that  may  prove  of 
service  to  exploring  parties  and  others.  White  blotting-paper  is  sat- 
urated with  anilin  black,  and  several  sheets  are  pasted  together  to 
form  a  thin  pad.  When  wanted  for  use,  a  small  piece  is  torn  off  and 
covered  with  a  little  water.  The  black  liquid  which  dissolves  out  ia 
a  good  writing-ink.  A  square  inch  of  the  paper  will  be  found  to 
perform  considerable  service,  and,  as  water  is  always  available,  th& 
ink  is  readily  made. 
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duantitatiye  Spectroscopic  Analysis.— The  especial  merit 
^f  the  spectroscope  has  heretofore  been  regarded  to  be  the  determi- 
nation of  the  presence  of  certain  elements  in  a  laminous  body,  when 
there  in  such  minute  traces  as  to  altogether  defy  detection  by  other 
known  methods  of  analysis.  The  idea  of  extending  the  indications 
of  this  method  of  analysis  to  the  estimation  of  quantitati?e  valnea 
has  often  been  suggested,  but  the  difSculties  to  be  overcome  are  very 
^reat. 

Quite  recently  the  subject  has  received  considerable  attention  in 
learned  circles,  in  consequence  of  a  communication  to  the  French 
Academy  by  M.  Janssen,  the  eminent  spectrescopist,  who  has  pointed 
out  very  clearly,  in  a  memoir  to  that  society,  the  principles  upon 
which  such  an  application  of  the  spectroscope  might  be  based. 

Mr.  Janssen  indicates  two  independent  methods  of  procedure  in 
such  investigations,  which  may  be  employed  simultaneously,  and  so 
•serve  as  a  species  of  control  upon  results  obtained. 

One  of  these  methods  is  to  measure  the  intensity  of  the  bright  lines 
afforded  by  a  substance  in  the  spectrum  ;  the  other  is  the  measure- 
ment of  the  time  required  for  the  complete  volatilization  of  a  sub- 
stance in  the  flame. 

it  is  said  that  an  apparatus  constructed  to  take  advantage  of  the 
first-named  method  has  been  successfully  employed  to  determine  the 
•quantity  of  certain  elements  in  the  ashes  of  plants. 

Should  further  experiment  verify  the  expectation  here  expressed, 
the  practical  value  of  the  spectroscope,  which  has  already  achieved 
wonders,  will  be  greatly  enhanced. 

The  East  River  Bridge. — From  private  sources  we  learn  that 
work  upon  the  bridge  is  progressing  rapidly.  The  first  anchor-plate 
was  cast,  two  weeks  since,  very  successfully.  Anchorage  excavation 
will  be  completed  in  about  two  weeks.  The  first  set  of  anchor  bars, 
making  at  Phcenixville,  are  about  ready  for  testing.  Masonry  gangs 
4tll  at  work  on  piers. 

The  Signal  Service  Bureau. — It  is  stated  that  the  '<  bureau  " 
IS  about  to  extend  its  already  elaborate  system  of  weather  prophe- 
<;ies,  so  that  the  valuable  and  exact  information  which  is  now  daily 
distributed  about  the  country  through  the  agency  of  the  press,  may 
be  made  accessible  to  those  who  are  not  so  fortunately  located  as  to 
be  able  to  avail  themselves  of  morning  and  evening  papers. 

To  effect  this  extension  of  its  usefulness,  the  '*  bureau  "  proposes 
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to  avail  itself  of  the  rural  post-offices  as  mediams  for  the  distribation 
of  weather  intelligence.  The  territory  east  of  the  Mississippi  has 
been  divided  into  districts  of  about  two  hundred  miles  in  extent  in 
every  direction,  each  having  near  its  centre  a  telegraph  office,  to 
which  the  weather  intelligence  will  be  each  day  telegraphed  from 
Washington.  Immediately  on  receipt  of  this  intelligence,  copies  of 
the  same  will  be  sent  to  all  the  post-offices  within  the  district  which 
can  be  reached  by  post  as  early  as  6  o'clock  P.M.  These  weather 
maps  will  then  be  posted  up  on  bulletin-boards,  and  may  be  consulted 
by  the  farmers  and  others  interested,  who  may  thus  be  guided  in  their 
business  affairs.  The  arrangement  here  proposed  will  doubtless  con- 
tribute greatly  to  the  efficiency  of  the  '^bureau." 

Self-Lighting  Signal  Lantern. — Some  experiments  with  the 
Holmes  lamp  have  recently  been  published.  This  lamp  depends  for 
its  efficiency  upon  the  fact  that  the  phosphuret  of  calcium,  in  contact 
with  water,  develops  spontaneously  combustible  phosphuretted  hydro- 
gen gas.  The  experiments  in  question,  which  are  stated  to  have 
turned  out  very  satisfactorily,  are  as  follows :  A  long  tin  tube,  firmly 
closed,  in  which  was  contained  900  grains  of  the  phosphuret  of  cal- 
cium, was  kept  afloat  upon  the  water  by  being  fastened  to  a  piece  of 
board.  Before  putting  it  in  the  water,  the  bottom  of  the  tube  was 
perforated  to  allow  the  water  to  enter,  and  the  upper  point  cut  off, 
30  that  on  the  entrance  of  the  water  the  self-lighting  phosphuretted 
hydrogen  gas  was  developed. 

A  flame  four  or  six  inches  broad  and  twenty-four  inches  high, 
lighted  up  the  steamboat  and  pilot  boat,  which  had  gone  out  four 
miles  on  the  sea,  with  a  party  to  witness  the  experiments,  so  bril- 
liantly that  the  vessels  and  the  men  upon  them  are  stated  to  have 
been  distinct^ly  visible  from  the  lighthouse  at  that  distance. 

The  Planet  between  Mercury  and  the  Sun.— The  existence 
of  an  intra-mercurial  planet  has  been  frequently  argued  for  upon 
astronomical  grounds,  though  an  objective  proof  of  its  presence  has 
as  yet  not  been  forthcoming.  Mr.  Cowie,  however,  has  lately  tele- 
graphed from  Shanghai  an  account  of  a  recent  observation  in  which 
he  assumes  that  a  black  spot  seen  on  the  sun's  disk  at  9  A.  M.,  on 
March  24th,  marked  in  reality  the  transit  of  the  supposed  planet. 
It  must,  however,  be  added  that  both  the  observation  and  the  infer- 
ence drawn  therefrom  need  corroboration. 

*  Boston  Joarn.  of  Chem.i  April,  1873. 
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The  Oxyhydrogen  Light. — The  concluding  portion  of  M. 
Blanc's  report  upon  the  practical  application  of  the  light  of  M. 
Tessi^  du  Mothay  in  Paris,  contains  the  following  interesting  resume : 

The  oxygen  gas  supplied  for  the  purpose  by  the  company,  though 
never  containing  less  than  13  to  14  per  cent,  of  nitrogen,  is  believed 
to  be  as  pure  as  can  be  expected  when  manufactured  on  so  large  a 
scale  and  for  such  a  purpose.  Sufficient  time,  it  is  stated,  had  not 
elapsed  to  show  conclusively  whether  the  manganate  process  of  ob- 
taining oxygen  was  as  continuous  as  was  claimed.  With  regard  to 
the  price  of  the  oxygen,  the  same  uncertainty  exists  in  the  mind  of 
the  critic.  The  light,  the  report  continues,  would,  in  its  application 
to  the  public  streets,  encounter  too  many  disturbing  causes  to  render 
it  reliable.  For  private  purposes,  however,  the  objections  are  not  so 
great,  as  a  carburizer  and  regulator  can  be  more  readily  applied  than 
to  the  street  lamps. 

For  private  purposes  the  oxyhydrogen  light  will  require  to  each 
house  special  burners,  a  double  set  of  pipes,  two  meters,  two  regu- 
lators, and  a  well-appointed  carburizer,  arrangements  requiring  an 
outlay  of  money  and  an  amount  of  trouble  too  grefekt  to  be  deemed 
desirable. 

The  assertion  that,  with  oxygen,^  the  combustion  is  complete  is  in- 
correct. For  complete  combustion  more  oxygen  than  usual  is  re- 
quired, and  to  obtain  it  much  of  the  illuminating  power  of  the  gas  is 
lost.  The  experiment  in  the  boulevards  have  shown  that  for  the  illu- 
mination of  streets  the  oxyhdrogen  light  is  not  economical,  though^ 
in  a  hygienic  point  of  view,  it  may  be  far  superior  to  the  present 
modes  of  illumination. 

Eleotrioal  Conductivity  Affected  by  Light— A  most  curious 
experiment,  involving  an  alteration  in  the  electrical  conductivity  of 
the  element  selenium,  an  element  of  very  high  resistance,  has  recently 
been  published  by  Mr.  Willoughby  Smith.  Mr.  Smith  took  several 
bars  of  this  substance  of  from  5  to  10  c.  m.  in  length,  and  1  to  1} 
mm.  in  diameter.  Each  bar  was  hermetically  sealed  in  a  glass  tube, 
and  had  a  platinum  wire  at  each  end  for  the  purpose  of  connection. 
It  was  found  that  the  resistance  altered  materially,  according  to  the 
intensity  of  the  light  to  which  the  element  was  subjected.  When 
the  bars  were  fixed  in  a  box  wi£h  a  sealed  cover,  so  as  to  exclude  all 
light,  their  resistance  was  at  a  maximum,  and  remained  very  constant ; 
but  immediately  the  cover  was  removed,  the  conductivity  increased 
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from  15  to  100  per  cent.,  according  to  the  intensity  of  the  light  fall- 
ing upon  the  box.  The  mere  interception  of  the  light,  by  passing 
the  hand  before  an  ordinary  gas  burner  placed  several  feet  from  the 
bar,  increased  the  resistance  15  to  20  per  cent.  When  the  light  was 
intercepted  by  glass  of  various  colors  the  resistance  varied  according 
to  the  amount  of  light  passed  through. 
To  insure  that  temperature  had  nothing  to  do  with  the  results  ob* 

I  tained,  one  of  the  bars  was  placed  in  a  trough  of  water  so  that  there 

should  be  about  an  inch  of  liquid  for  the  light  to  pass  through.  The 
results  under  these  conditions  were  the  same.  And  again,  when  a 
strong  light,  from  the  ignition  of  a  narrow  band  of  magnesium,  was 
held  about  9  inches  above  the  sealed  tube,  the  resistance  immediately 

I  fell  more  than  two-thirds,  returning  to  its  normal  condition,  immedi- 
ately the  light  was  extinguished. 

I 

Asbestos. — The  attempt  which  has  recently  been  made,  with  some 

I  prospect  of  ultimate  success,  of  incorporating  asbestos  into  textile 
fabrics,  by  mixing,  the  fibres  of  this  substance  with  the  cotton  or  wool 
during  the  weaving  process,  has  attracted  some  attention  to  the  lo- 
calities where  suitable  deposits  are  known  to  exist.     The  material  is 

i  by  no  moans  rare,  since  it  is  most  generally  present  in  greater  or  less 

I  quantity  in  regions  where  the  so-called  primitive  formations  are 

found.  But  while  its  employment,  for  several  fire  proofing  compo- 
sitions, tolerably  well  known  to  the  manufacturing  public,  does  not 
demand  an  article  of  unusually  fine  character,  it  appears  that  for  its 
incorporation  into  textile  fabrics  only  those  qualities  with  the  finest 

I  and  longest  fibres  are  suitable. 

There  are  extensive  deposits  of  this  material  within  the  limits  of 
the  United  States;  that  found  in  the  eastern  slope  of  the  Green 
Mountains  and  in  the  Adirondack  region  being  of  the  best  quality 
thus  far  discovered,  for  fineness  and  tensile  strength.  Recent  dis- 
coveries, however,  in  North  Carolina,  may,  when  better  known,  carry 
the  attention  of  those  interested  in  the  material  to  that  region — it 
being  asserted  that  deposits  of  unequalled  quality  exist  in  that  State. 
The  fibre  of  the  New  York  and  Vermont  asbestos  varies  in  length 
from  two  to  forty  inches,  and  the  material  resembles  unbleached  flax 
when  found  near  the  surface,  but  when  obtained  from  greater  depths 
it  is  pure  white  and  very  flexible.  In  Europe,  the  material  is  found 
in  considerable  quantities  in  the  Tyrol^  in  Hungary,  Corsica  and 
Wales. 
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The  industrial  applications  of  asbestos  are  steadily  growing,  and  it 
bids  fair  to  become,  for  certain  purposes  where  its  fire-withstanding 
qualities  and  its  considerable  tensile  strength  are  prominently  in* 
volved,  an  indispensible  article,  on  which  account  the  discovery  of 
deposits  of  suitable  quality  may  be  regarded  as  of  importance. 

Ammonia  for  Mercury  Vapors. — The  fact  that  workmen  ex- 
posed to  the  vapors  of  mercury  for  any  considerable  time  seriously 
imperilled  their  health  has  long  been  well  known,  and  various  sugges- 
tions have,  from  time  to  time,  been  made  to  neutralize  this  danger  in 
the  industries  largely  employing  this  bubstance. 

The  last  suggestion,  which  was  made  to  the  French  Academy,  con- 
sists in  the  free  use  of  ammonia,  which,  it  is  stated,  has  been  em- 
ployed with  success  for  several  years  by  M.  Meyer,  in  the  mirror 
factory  at  Chauny.  During  the  time  that  mercury  has  been  em- 
ployed, that  is  since  1858,  no  workman  has  been  attacked  by  the 
mercury,  while  those  men  who  were  subject  to  the  attacks  of  the 
disease  have  since  suffered  more  rarely  and  less  severely.  The  am- 
monia, it  is  recommended,  should  be  thrown  around  the  shops  in  the 
evening  rather  than  in  the  morning. 


FRACTURE  OF  CAST-IRON  PIER  CYLINDERS. 

By  John  C.  Tbautwinb,  GIt.  Eogr, 
It  is  not,  perhaps,  generally  known  to  the  profession  that  cast-iron 
cylinders,  composed  of  sections  bolted  together  through  inside  hori- 
zontal flanges  and  filled  with  concrete,  as  is  usual  when  employing 
them  for  bridge  piers,  &c.,  have,  in  several  instances,  in  the  United 
States,  cracked  or  split  asunder,  entirely  around  their  circumference, 
under  the  influence  of  severe  cold  weather.  The  reason  of  this,  I 
presume,  is  that  the  outer  and  more  exposed  cylinder  tends  to  con- 
tract to  a  greater  degree  than  the  inside  and  more  sheltered  concrete^ 
and  that  the  hold  which  the  inside  flanges  have  upon  the  solidified 
concrete  in  which  they  are  imbedded  prevents  the  contraction  from 
taking  place  without  rupture  of  the  cylinder.  Unless  suitable  meana 
be  applied  to  prevent  this,  the  efficiency  of  such  cylinders  may  be 
much  impaired.  It  has  been  suggested  that  an  inside  lining  of  ver- 
tical wooden  staves,  projecting  inwards  as  far  as  the  flanges  do,  will 
be  an  effective  remedy.  Other  methods  will  no  doubt  present  them- 
selves. My  object  is  merely  to  give  greater  publicity  to  an  important 
fact. 
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NOTE  ON  THE  PRODUCTION  OF  AMMONIA  IN  NITRIC  ACID 

BATTERIES. 

By  W,  Levison. 

I  first  noticed  the  production  of  ammonia  in  a  nitric  acid  battery 
while  using  a  simple  combination  of  the  kind  in  the  month  of  Janu- 
ary, 1869,  and  on  the  23d  of  that  month  I  showed  the  phenomenon 
to  Mr.  Charles  Pearce,  at  Cambridge.  It  was,  however,  observed 
under  circumstances  that  led  to  its  being  for  a  long  time  considered 
due  to  a  merely  local  action  of  the  dissolving  zinc  upon  nitric  acid 
which  had  diffused  through  the  porous  cup,  but  recent  experiments 
show,  to  my  mind,  that  the  ammonia  produced  in  nitric  acid  batteries 
results  from  a  reaction  between  the  electrolytically  liberated  hydrogen 
and  the  nitrogen  of  the  nitric  acid  in  the  inner  cup. 

As  no  discussion  of  the  theory  of  the  battery,  to  the  best  of  my 
knowledge,  takes  cognizance  of  this  reaction,  I  thought  it  might  be- 
new  and  worthy  of  attention.  I  must,  however,  confine  this  note  to  a 
mere  statement  of  the  fact. 

January  14^A,  1873.  I  put  up  two  small  Qrove  cells,  constructed 
of  lino  and  platinum.     The  inner  cups  were  filled  with  a  mixture  of 

Saturated  solution  of  potassio  bichromate,  .     5    parts, 

Commercial  oil  of  vitriol,     .  .  .  2J     " 

Nitric  acid,  C.  P.,  .  .  .  .     1       « 

The  zincs,  newly  amalgamated,  were  put  in  dilute  sulphuric  acid.. 
Distilled  water  only  was  used.  One  cup  was  set  in  operation,  the 
other  left.  After  24  hours  the  liquids  in  these  two  batteries  were- 
examined  for  ammonia ;  the  cup  set  in  operation  being  called  Battery 
A,  the  other  Battery  B.  In  testing  the  liquids  from  inner  and  outer 
cells  of  both  batteries,  ten  cubic  centimeters  of  each  were  separately 
concentrated  to  about  one-fifth,  treated  with  an  excess  of  caustic  soda, 
and  the  platinum  dish  covered  with  a  watch-glass  having  a  piece  of  red 
litmus  paper  adherent  to  its  under  side. 

Battery  A.  Liquid  from  inner  cup.  Paper  immediately  turned 
blue.     Odor  of  ammonia  strongly  perceptible. 

Battery  A.  Liquid  from  outer  cell.  Paper  became  blue  in  a  short 
time.     Odor  of  ammonia  very  faint.     Only  a  trace  present. 

Battery  B.  Liquid  from  inner  cup.  Paper  faintly  changed  in  tea 
minutes.     No  odor  of  ammonia  perceptible. 

Battery  B.     Liquid  from  outside  cup.     Same  result  precisely. 

Local  action  does  not  produce  ammonia  in  important  quantity. 
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January  26thy  1873.  Set  up  a  single  cell,  Grove  foroiy  with  dilute 
Bulphuric  acid  in  outside  cup,  and  a  mixture  of  equal  parts  of  sata* 
rated  solution  of  potassic  nitrate  and  Kalbfleisch's  commercial  oil  of 
vitriol  in  inside  cup.  Proved  in  advance  each  liquid  to  be  free  from 
ammonia. 

I  [After  24  hours  tested  both  fiquids  for  ammonia.  That  from  inner 
<sup  contained  great  quantities,  but  that  from  outer  cup  gave  no  evi- 
dence of  containing  ammonia. 

JFebruary  Istj  1873.  Set  up  a  single  cell  grove  with  nitric  and 
dilute  sulphuric  acid.  Immediately  after  setting  up,  and  before  clos* 
ing]|circuit,  tested  both  liquids  for  ammonia.  The  nitric  acid  gave  no 
trace  of  the  sulphuric  acid;  gave  a  faint  ammonia  reaction,  and  yielded 
a  trace  of  nitric  acid,  which  probably  got  into  it  by  diffusion  through 
the  porous  cup.  Ten  minutes  after  putting  battery  in  operation,  am* 
monia  in  large  quantity  was  found  in  inner  cell. 

The  conversion  of  nitric  acid  into  ammonia  must  be  taken  into  con* 
«ideration  in  preparing  the  nitro-chromic  battery  fluid,  as  proposed  by 
me  in  the  '^  Journal  of  the  Franklin  Institute,"  vol.  59,  page  376, 
inasmuch  as  suflScient  nitric  acid  must  be  used  in  excess  of  the  quan- 
tity converted  into  ammonia  during  the  time  which  elapses  before  the 
last  molecule  of  chromic  acid  is  reduced  to  chromic  oxide. 


#iit0ml  §$nmpnimtt. 

QuBBBC,  March  25<A,  1873. 
Editor  of  Jonrnal  of  Franklin  Inatitnte  : 

Dear  Sir, — I  notice  in  this  month's  issue  of  your  journal  an  ac- 
count of  an  improved  method  of  bending  glass  tubes  for  laboratory 
purposes. 

I  have  long  used  a  plan  which,  though  probably  adopted  by  many, 
I  have  not  seen  recommended.  Instead  of  heating  the  tube  in  the 
flame  of  a  Bunsen  burner,  I  do  so  in  the  luminous  flame  of  an  ordi* 
nary  fish-tail  or  bat's-wing  burner,  placing  the  tube  across  the  flame 
when  I  want  a  sharp  bend,  but  lengthways  in  the  flame  when  I  wish 
it  to  be  gradual.  Of  course  the  tube  is  blackened,  but  the  carbon 
can  be  readily  wiped  off  with  a  dry  cloth  when  the  tube  is  cool.  The 
diameter  of  the  tube  is  much  less  likely  to  be  contracted  than  when 
the  ordinary  method  is  employed. 

Yours,  J.  Douglas,  Jr. 
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GAUGING  OF  RIVERS. 

By  Bvt.  Brig.  G«d.  Hbnrt  L.  Ab%ot»  Major  of  Engineers. 

The  report  upon  the  Physics  and  Hydraulics  of  the  Mississippi 
river  was  completed  during  all  the  hurry  and  confusion  attendant 
upon  the  commencement  of  civil  war.  Moreover,  the  scope  of  the 
work  confined  it  strictly  to  the  solution  of  the  problems  of  protection 
for  the  low  lands  of  the  Mississippi  against  river  floods,  and  of 
increased  depth  at  the  mouths.  For.  these  reasons  the  discoveries  in 
the  laws  governing  flowing  water  were  merely  announced  incidentally, 
in  order  to  establish  the  exactness  of  the  solutions  of  problems  which 
presented  themselves  in  the  prosecution  of  the  work.  As  a  practical 
treatise  setting  forth  these  discoveries  its  arrangement  is  therefore 
defective ;  and  from  the  terseness  of  the  language  in  which  the  prin- 
ciples are  laid  down,  engineers  have  fallen  into  errors  in  applying 
them.  Cautions  once  given  were  not  repeated,  but  were  supposed  to 
be  borne  in  mind  and  observed  wherever  applicable. 

The  chapters  relating  to  the  laws  of  flowing  water  have  been  trans- 
lated into  French  and  German,  and  extensively  reviewed  in  this  coun- 
try and  in  Europe.  The  newly  discovered  laws  and  formulae  are  now 
employed  upon  numerous  river  improvements  in  charge  of  officers  of 
the  Corps  of  Engineers.  An  important  work  upon  hydraulics  by 
MM.  Darcy  and  Bazin,  of  the  Corps  des  Fonts  et  Chauss^es,  pub- 
lished in  1865,  has  by  new  experiments  and  discoveries  furnished 
means  of  testing  and  extending  the  laws  laid  down  in  the  Hydraulics 
of  the  Mississippi.  A  still  later  work,  published  in  1867  by  M. 
Heinr.  Grebenau,  has  furnished  additional  and  valuable  data. 

For  these  reasons,  I  propose  to  invite  attention  to  such  points  in 
the  report  upon  the  Mississippi  as,  having  been  misapprehended, 
seem  to  require  more  full  development ;  to  define  precisely  the  method 
of  applying  the  new  discoveries  to  the  practical  gauging  of  rivers ; 
and,  lastly,  to  test  the  new  formulae  for  discharge  by  all  the  fresh  data 
furnished  in  the  works  of  MM.  Darcy  and  Bazin,  and  M.  Grebenau. 

Oautions  Relating  to  the  Use  of  River  Formulce. — The  subject  upon 
which  misapprehensions  have  been  most  frequent,  is  the  slope  of  nat- 
ural streams.     From  misunderstanding  this  matter,  the  formulae  have 
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been  erroneously  applied  in  two  ways — one  of  which  makes  them  appear 
to  give  too  large  and  the  other  too  small  mean  velocities.  A  few 
words  will  make  this  subject  clear,  and  define  the  limits  within  which 
it  was  contemplated  that  the  application  of  the  formulse  should  be 
restricted. 

Inflowing  between  two  points,  A  and  B,  most  rivers  encounter 
three  distinct  resistances  to  motion,  in  overcoming  which  thej  expend 
the  power  due  to  the  fall  in  water  surface  between  the  two  points. 
The  first  of  these  resistances  is  that  arising  from  the  adhesion  of  the 
water  to  its  bed,  and  from  the  cohesion  of  the  diflferent  particles  to 
each  other ;  the  second  resistance  is  that  arising  from  inequalities  of 
cross  section,  which  give  rise  to  disturbances,  eddies  and  loss  of  living 
force ;  the  third  resistance  is  that  due  to  bends,  which  act  in  a  man- 
ner analogous  to  dams— checking  the  flow  of  the  water  and  causing 
it  to  rise  until  it  attains  sufficient  head  to  regain  the  lost  velocity. 
The  fall  in  water  surface  between  A  and  B,  which  measures  the  power 
to  overcome  these  three  resistances,  may,  therefore,  be  considered  to 
be  divided  into  three  parts,  each  of  which  overcomes  one  of  the  resist- 
ances. 

Hence,  if  it  were  possible  to  obtain  a  complete  mathematical  ex- 
pression for  the  flow  of  the  river,  it  must  comprise  three  formula 
based  upon  this  triple  division  of  the  head.  Unfortunately  this  divi- 
sion is  impracticable  for  rivers,  for  the  reason  that  the  inequalities  in 
cross  section  occasioning  the  second  resistance  cannot  be  determined 
with  sufficient  precision.  This  fact  renders  inapplicable  to  rivers  the 
formulsa  for  '*  permanent  motion  "  upon  which  many  beautiful  theo- 
retical investigations  have  been  made. 

We  are  thus  compelled  to  represent  these  three  resistances  by  two 
formulsa.  It  would,  perhaps,  be  possible  to  do  this  in  the  way  which 
has  been  vainly  attempted  heretofore  by  hydraulic  engineers — i.  e.  to 
frame  one  formula  based  upon  the  supposition  of  perfect  uniformity 
of  motion  in  a  straight  line  for  the  distance  between  the  points  A 
and  B — provided  we  should  add  a  second  formula  which  should  meas- 
ure the  eflfect  of  the  sum  of  the  other  two  resistances.  In  other 
words,  a  formula  with  constants  deduced  froqi  experiments  upon 
smooth  artificial  canals,  would  be  combined  with  one  deduced  to  rep- 
resent the  total  head  consumed  in  rivers  in  overcoming  the  resist- 
ances due  to  variations  in  section  and  bends.  This  plan  was  not 
adopted  in  the  investigations  upon  the  Mississippi,  as  it  was  believed 
that  better  results  would  be  obtained  by  dividing  the  eflfect  of  the 
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second  resistance  between  the  constants  of  the  formulae  representing 
the  other  two.  In  straight  portions  of  rivers  with  ordinary  slopes, 
the  disturbances  arising  from  variation  in  section  do  not  materially 
differ ;  and  a  certain  kind  of  approximate  uniformity  of  motion  ex- 
ists, which  constants  properly  deduced  from  observations  on  rivers 
may  represent  as  accurately  as  others  do  the  perfectly  uniform  motion 
of  smooth  canals  and  troughs.  The  principal  effect  of  the  second 
resistance  is  confined  to  the  vicinity  of  bends,  where  the  changes  in 
cross  sections  are  the  most  violent ;  and  this  resistance  is,  therefore, 
chiefly  taken  into  account  by  the  bend  formula ;  but  it  must  be  care- 
fully borne  in  mind  that  the  portion  thus  accounted  for  does  not  in- 
clude the  whole.  There  is  a  distinct  part  of  this  second  resistance 
which  necessarily  affects  the  constants  of  any  formula  based  upon  the 
supposition  of  uniform  motion  and  derived  from  observations  upon 
natural  channels.  Such  formulsa  should,  therefore,  never  be  applied 
to  water  flowing  in  smooth  artificial  channels,  where  perfect  uniformity 
of  motion  is  obtained.  This  mistaken  use  has  in  a  few  instances  been 
made  of  our  formulae. 

A  second  and  worse  error  has  arisen  from  using  in  the  formula  for 
the  first  resistance,  the  whole  fall  in  water  surface  between  the  points 
A  and  B,  without  first  subtracting  the  portion  indicated  by  the  bend 
formula  as  consumed  in  overcoming  the  resistances  of  the  bends  and 
larger  irregularities  of  cross  section  between  the  two  localities. 

The  first  of  these  errors  of  application  causes  the  formulae  to  appa- 
rently give  too  small,  and  the  second  too  large  results.  A  caution 
against  both  errors  was  given  in  the  Report,  but,  as  already  stated,  it 
has  in  some  instances  been  overlooked.  It  should  be  distinctly  under- 
stood that  these  formulae  are  not  applicable  to  water  flowing  in  smooth 
artificial  channels ;  and  that,  where  bends  exist  in  natural  channels, 
their  effect  in  consuming  the  head  of  water  must  be  taken  into  account 
by  the  bend  formula  and  subtracted  before  applying  the  other. 

On  page  310  Physics  and  Hydraulics  of  the  Mississippi  the  appli- 
cability of  the  new  formulae  for  the  discharge  of  rivers  was  restricted 
to  cross  sections  not  less  than  100  sq.  ft.  in  area,  and  to  slopes  not 
exceeding  00008.  These  limits  were  adopted,  partly  because  they 
comprised  all  the  data  at  hand,  and  partly  because  it  was  foreseen 
that  the  width  must  exert  a  certain  influence  not  allowed  for  in  the 
equations  when  the  area  of  cross  section  was  reduced  much  below 
100  sq.  ft.  It  appears  from  the  new  data  now  available  that  these 
limits  of  application  may  be  considerably  extended,  especially  in  re* 
spect  to  the  slope. 
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Practical  gauging  of  Rivere, — For  practically  gauging  large  rir- 
ers,  the  following  has  been  found  to  be  the  best  plan :  A  locality  is 
selected  in  a  straight  portion  where  the  water  flows  smoothly  and 
without  obstruction.  A  base  line,  which  should  rarely  exceed  200  ft. 
in  length,  is  laid  out  parallel  to  the  current,  and  the  exact  cross  sec- 
tion in  front  of  this  base  is  determined  by  careful  sounding.  To  ob« 
tain  the  discharge,  two  theodolites  are  established,  and  the  angular 
distance  from,  and  time  of  transit  past  each  end  of  the  base,  is  noted 
for  numerous  -floats  well  distributed  between  the  banks.  On  the  Mis- 
sissippi, to  observe  75  floats  was  found  to  be  a  good  day's  work  for  a 
party  of  two  engineers  and  eight  boatmen  with  two  boats ;  the  maxi* 
mum  day's  work  was  to  observe  120  floats. 

The  floats  should  be  made  double ;  the  surface  float  being  a  minute 
tin  ellipsoid,  a  piece  of  cork,  or  some  other  small  light  body  bearing 
a  little  flag.  The  lower  float  may  be  a  large  box  or  keg  without  top 
or  bottom,  kept  upright  by  a  lead  ballasting; — or,  better  yet  because 
lighter,  two  sheets  of  tin  bent  at  right  angles  aud  soldered  together 
at  the  bend  so  as  to  make  all  the  angles  between  the  four  fans  right 
angles.  Annoyance  was  experienced  on  the  bar  of  the  South  West 
Pass  from  fishes  seizing  this  latter  description  of  float.  The  essential 
conditions  are  that  the  lower  float  shall  so  greatly  preponderate  in 
area  over  the  upper,  and  shall  be  connected  by  so  fine  a  wire  or  cord^ 
that  its  rate  of  movement  shall  govern  the  whole  combination. 

The  centre  of  the  lower  float  should  be  placed  at  the  mid  depth  of 
the  streamy  in  each  vertical  plane  of  transit;  because  the  rate  of  move- 
ment will  then  be  unafiected  by  wind  whether  blowing  strongly  or 
gently,  up  stream  or  down  stream.  This  very  important  fact  was 
discovered  during  the  investigations  upon  the  Mississippi,  and  a  know- 
ledge of  it  greatly  conduces  to  accuracy  and  facility  in  gauging  riv- 
ers. It  is  sometimes  a  little  troublesome  to  adjust  to  mid-depth  in 
the  different  planes  of  transit ;  but  with  a  tolerably  uniform  and  sym- 
metridal  cross  section,  the  average  mid-depth  of  the  river  may  be 
adopted  for  all  the  floats  without  sensible  error.  If  floats  passing 
near  the  surface  or  the  bottom  are  used,  errors  in  the  computed  dis- 
cbarge exceeding  four  per  cent,  may  be  caused  by  an  ordinary  breeze ; 
$ind  as  these  errors  are  positive  or  negative  according  to  the  direction 
of  the  wind,  discrepancies  of  nearly  ten  per  cent,  may  result  in  the 
measurements  on  different  days,  when  there  is  no  real  variation  in 
discharge.  All  this  uncertainty  is  avoided  by  using  mid-depth  floats. 
The  explanation  of  this  fact  is  found  in  the  oscillation  of  the  axis 
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(horizontal)  of  the  vertical  parabola  indicating  the  law  of  change  in 
Telocity  from  surface  to  bottom,  under  the  influence  of  wind.  The 
mean  of  this  curve  remains  the  same  for  a  given  discharge,  and  the 
curve  in  every  position  of  its  axis  crosses  the  same  mid-depth  point ; 
hence  the  ratio  in  question  is  constant,  but  no  other  is  so.  This  con- 
tinual oscillation  explains  many  of  the  discrepancies  which  annoy 
observers  in  measuring  sub-surface  velocity. 

The  exact  level  of  the  water  surface  on  a  permanent  gauge  rod, 
should  be  carefully  noted  when  the  observations  begin  and  terminate. 

The  following  is  the  method  of  plotting  the  results  thus  obtained 
and  deducing  the  discharge  per  second : 

Upon  a  sheet  of  section  paper,  the  base  line  and  the  two  perpen- 
diculars across  which  the  times  of  transit  were  noted,  are  laid  down. 
From  the  recorded  angles  and  a  table  of  natural  tangents,  the  dis- 
tances from  the  base  line  to  the  points  at  which  each  float  passed  both 
lines  are  plotted.  These  points  being  connected  by  twos,  indicate  the 
paths  of  the  floats.  Upon  each  path  the  seconds  of  transit — i.e.  the 
difference  between  the  two  recorded  times  of  transit — ^is  written. 
These  seconds  of  transit  are  next  examined,  and  the  total  width  of  the 
river  is  marked  off  into  as  many  ^^  divisions  "  as  it  seems  proper  to 
assume  are  traversed  by  water  moving  with  sensibly  unvarying  velo- 
city. On  the  Mississippi  the  width  of  these  ^^ divisions"  was  uni- 
formly assumed  at  200  ft. — the  total  width  being  about  2600  ft.  A 
mean  of  the  seconds  of  transit  of  all  the  floats  in  each  '' division  "  is 
next  taken,  and,  when  reduced  to  velocity  in  feet  per  second,  is 
adopted  as  the  mid-depth  velocity  in  that  '^division.'' 

A  mean  of  all  these  mean  mid-depth  velocities — interpolations  be- 
ing made  if  any  are  missing — closely  approximates  to  the  mean  velo- 
city of  the  river,  provided  the  "  divisions  '*  are  equal  in  width.  This 
method  of  deducing  the  mean  velocity  from  the  mean  mid-depth  ^Mivi- 
sion  "  velocities,  involves  two  errors  which  nearly  balance  each  other 
— viz.,  the  inequality  in  area  of  the  ^^  divisions,"  and  the  difference 
between  the  mid-depth  and  the  mean  velocity  in  any  vertical  plane. 
The  correction  ratios  for  these  errors  are  respectively  about  0*93  and 

0-93 

0*98  in  large  rivers — ^giving  a  resulting  mean  velocity =  0*95 

0-98 
times  the  true  value.     The  ratio  0*98  varies  for  natural  channels  be- 
tween the  limits  0-92  for  a  depth  and  mean  velocity  of  1  ft.  and  0*99 
for  a  depth  of  80  ft.  and  mean  velocity  of  8  ft.  per  second.     Its  law 
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of  variation  is  given  in  detail  on  page  298  Physics  and  Hydraulics  of 
the  Mississippi.  The  ratio  0*93  is  nearly  constant  for  ordinary  river 
channels ;  its  law  of  variation  is  unknown. 

If  a  very  exact  computation  is  required — as  for  instance  in  testing 
the  constants  of  a  formula — the  '^ divisions"  are  laid  down  on  the 
plot  of  the  cross  section  of  the  river,  and  the  area  of  each  is  com- 
puted for  the  stand  when  the  velocity  observations  were^made.  The 
different  ^'division"  mid-depth  velocities — including  interpolations^ 
if  any.  are  wanting — are  then  substituted  successively  for  F^^  in  the 

1 
expression  V\^  —  :^yVbv  in  which  v  is  the  mean  velocity  of  the 

1'69 
river,  D  the  mean  depth  of  the*  division,  and  b  =    ,>,  ;  each  re- 

suit  is  multiplied  by  the  corresponding  area  of  cross  section ;  and 
finally  the  sum  of  these  products  is  placed  equal  to  the  products  of  v 
by  the  total  area  of  cross  section.  The  resulting  equation  contains 
Vj  \/v  and  known  terms,  and  hence  may  be  readily  solved.  The  lesser 
root  is  the  true  mean  velocity  of  the  river.  This  method  of  compu- 
tation gives  the  most  accurate  determination  possible  of  the  discharge 
of  a  large  river.  It  is  analogous  to  the  plan  adopted  for  the  Missis- 
sippi, but  is  a  slight  improvement,  because  the  peculiar  properties  of 
the  mid-depth  velocity  were  not  discovered  in  time  for  use  upon  that 
survey. 

A  mean  velocity  intermediate  in  accuracy  to  those  given  by  the  two 
methods  just  described,  may  be  computed  by  substituting  the  grand 
mean  of  the  different  mean  *' division"  velocities — including  interpo- 
lated velocities  if  any  are  missing — for  Ui^r  in  the  following  equation^ 
in  which  the  value  of  b  is  that  given  above,  D  being  replaced  by  r  the 
quotient  of  a,  the  area  of  cross  section,  divided  by  jt?,  the  wetted  peri- 
meter, both  in  feet.  The  method  is  simple,  and  quite  exact  for  ordi- 
nary river  sections,  but  should  not  be  applied  to  a  rectangular  section. 

V  =(  [1-08  Uj^,.  +  0-002  6]  H  0-045  i/J  )2 

The  theory  of  these  different  methods  of  computing  v,  is  explained 
pp.  296-296  Physics  and  Hydraulics  of  the  Mississippi. 

Such  operations  and  computations  as  those  just  detailed  are  labo« 
rious  and  expensive,  but  are  essential  to  the  accurate  gauging  of  a 
river.  To  determine  the  discharge  of  the  Mississipi  at  permanent 
stations,  cost  nearly  $20  per  diem,  before  the  war.    At  present  prices^ 
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it  would  cost  at  least  $80.  For  these  reasons,  engineers  desirous  of 
ascertaining  the  amount  of  water  which  a  given  river  is  discharging, 
have  been  aocostomed  to  construct  a  table  from  a  set  of  single  meas- 
urements of  the  amount  passing  at  different  stands  of  the  river  be- 
tween high  and  low  water ;  and  then  to  deduce  the  discharge  on  any 
desired  date,  by  noting  the  stand  of  the  river  and  adopting  the  cor- 
responding volume  indicated  by  the  table.  This  method  gives  results 
worthy  of  no  confidence.  The  discharge  at  any  given  level  of  water 
surface  varies  enormously  for  different  freshets,  and  even  in  the  same 
freshet  is  quite  different  when  the  river  is  rising  from  what  it  is  when 
falling.  Near  the  mouth  of  the  Ohio,  when  the  Mississippi  was  about 
10  feet  below  high  water  and  rising  mo&t  rapidly,  its  discbarge  was 
1,200,000,  and  when  falling  most  rapidly  at  this  same  level  was  800,- 
000  cubic  feet  per  second — a  difference  of  one- third !  From  a  series 
of  careful  measurements  continued  daily  for  a  river  year,  a  table 
of  mean  discharges  for  each  foot  of  the  gauge  rod  between  low  and 
high  water,  may  be  constructed,  by  means  of  which  the  total  annual 
discharge  in  any  subsequent  year  may  be  deduced  from  recorded 
gauge  readings ;  but  such  a  table  wHl  furnish  no  means  for  deducing 
the  discharge  on  any  given  day.  It  is  at  best  a  rough  method  and 
suited  only  for  general  investigations. 

A  knowledge  of  the  discharge  of  a  river  both  in  long  periods  and 
on  single  dates  is  often  necessary  to  the  hydraulic  engineer,  in  order 
to  enable  him  to  decide  upon  practical  projects  connected  with  its  nav- 
igation, its  overflows  or  its  water  power.  Some  economical  and  sim- 
ple method  of  gauging  is,  therefore,  a  necessity ;  and  various  formulae 
have  been  proposed  to  replace  the  costly  operation  of  actual  measure- 
ment. These  formulae  were  all  tested  carefully  during  the  investiga- 
tions upon  the  Mississippi;  and  none  gave  results  indicating  the 
requisite  accuracy.  New  formulsB  were  framed  whose  precision  it  is 
confidently  believed  may  be  depended  upon  for  practical  use.  Some 
of  the  grounds  for  this  belief  will  soon  be  given,  but  here  the  point 
will  be  assumed,  and  the  method  of  using  them  detailed.  The  vari- 
ables which  enter  these  formulae  require  a  knowledge  of  the  mean 
cross  section  and  a  map  of  the  channel  between  two  points  of  the 
water  surface,  A  and  B,  whose  difference  of  level  is  exactly  known. 
Whenever  practicable,  A  and  B  should  be  located  on  a  straight  and 
regular  portion  of  the  river,  the  effect  of  bends  being  thus  eliminated. 

As  this  is  not  always  possible,  owing  to  the  very  gentle  slope  in 
water  surface  of  most  natural  streams  and  especially  of  large  rivers. 
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the  general  case  will  be  considered,  and  bends  be  assumed  to  exist 
between  A  and  B. 

The  field  operations  will  consist  in  making  a  survey  of  the  channel, 
including  numerous  soundings,  between  two  permanent  bench  marks 
placed  near  the  water  at  the  points  A  and  B ;  and  in  running  a  line 
of  levels  with  the  most  extreme  accuracy  between  these  benches,  so 
as  to  fix  their  relative  level  within  a  small  fraction  of  an  inch.  When 
practicable,  both  banks  should  be  occupied.  These  points,  A  and  B, 
must  be  located  with  care  as  far  apart  as  practicable,  and  distant  from 
any  eddy,  and  be  placed  where  the  current  on  the  bank  flows  with 
eqtial  velocity.  The  latter  condition  is  necessary  because  water  in 
motion  exerts  less  pressure  than  when  at  rest ;  and  if  it  moved  rap- 
idly past  one  bench  and  was  nearly  stationary  at  the  other,  a  differ- 
ence of  level  which  has  nothing  to  do  with  the  motive  power  of  the 
stream,  would  vitiate  the  observation.  This  matter  cannot  be  over- 
looked. Baumgarten  actually  measured  a  difference  of  level  in  water 
surface  amounting  to  0*4  of  a  foot,  between  the  middle  of  the  Garonne 
and  its  right  bank,  where  the  river  was  only  600  feet  wide  and  nearly 
straight.  The  corresponding  difference  in  velocity  did  not  probably 
exceed  three  or  four  feet. 

In  determining  the  mean  dimensions  of  cross  section,  care  must  be 
taken  to  extend  the  soundings  throughout  the  entire  distance  between 
the  benches,  A  and  B.  Errors  have  often  been  made  from  forgetting 
that  the  measured  fall  in  water  surface  between  two  stations,  corres- 
ponds to  the  mean  channel  between  therrij  and  not  to  that  at  a  short 
intermediate  base  for  velocity  observations.  The  water  level,  when 
the  soundings  are  taken,  must  of  course  be  referred  accurately  to  the 
bench  marks,  in  order  to  determine  the  area  corresponding  to  any 
subsequent  stand  of  the  river. 

These  surveys  completed,  a  frequent  gauging  of  the  river  can  be 
made  at  trifling  expense.  For  this  purpose,  it  is  only  necessary,  at 
any  desired  date,  to  refer  the  water  surface  at  A  and  B  to  the  bench 
marks  by  accurate  levels,  and  thus  to  determine  the  fall  and  corres- 
ponding cross  section  of  the  river — from  which  the  discharge  may  be 
computed.  Of  course,  it  will  be  desirable  to  make  a  few  actual  meas- 
urements in  order  to  test  the  applicability  of  the  formulas  to  the  pecu- 
liar conditions  of  the  river  bed  in  question;  and,  if  needful,  to 
deduce  a  correction. 

Two  precautions  must  not  be  neglected  in  measuring  the  fall  in 
water  surface.     The  observations  must  be  nmultaneovSj  in  order  to 
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avoid  the  effect  ef  any  oscillation  in  the  river,  and  ealm  days  must  be 
selected.  The  latter  precaution  is  necessary,  not  only  because  waves 
render  it  difficult  to  determine  exactly  the  level  of  the  water  surface, 
but  also  because  important  changes  of  level  result  from  the  general 
piling  up  or  lowering  of  the  water  under  the  influence  of  winds.  Bur- 
ricanes  have  raised  the  level  of  the  Gulf  of  Mexico  seven  feet  at  the 
mouths  of  the  Mississippi,  and  prevailing  winds  often  produce  two 
feet  difference  in  that  level. 

The  computations  from  such  data  are  simple.  A  line  following  the 
mid-channel  on  the  map,  is  drawn,  composed  of  straight  lines  with 
angular  changes,  wherever  necessary,  of  80^.  A  mean  velocity  is 
next  assumed  (to  be  corrected  subsequently  if  required)  and  the  value 
of  h  is  computed  in  the  following  formula,  in  which  N  represents  the 
number  of  the  deflections : 

,       r  ""  N  sin  ^  SO*' 
*= 184 

The  deduced  value  of  h  is  next  subtracted  from  the  total  fall  in 
irater  surface  observed  between  A  and  B ;  and  the  remainder,  divided 
by  the  distance  in  feet  between  these  stations  measured  on  the  middle 
line  of  the  river,  is  the  true  value  of  s  in  the  following  formula  for  the 
mean  velocity.  The  numerical  values  of  the  other  variables,  expressed 
in  feet;  are  taken  from  the  mean  cross  section.  The  discharge  of  the 
river  in  cubic  feet  per  second  is  the  product  of  this  mean  area  by  the 
value  of  V  resulting  from  the  computation.  If  any  material  error  has 
been  made  in  assuming  v  in  the  bend  formula,  the  work  must  be 
repeated  until  the  requisite  approximation  has  been  made.  W  is  the 
width;  the  other  quantities  have  been  already  defined.  A  table  to 
facilitate  the  use  of  this  formula  is  appended  to  this  paper. 


.  =(^4-0081  6  +  ('I'-f  J^O*  0-09  VB-y 

The  following  formulae  give  the  value  of  each  variable  in  this  equa- 
tion in  terms  of  the  others  and  known  quantities,  z  is  equal  to  0*98 
V  +  0*167  v^b  V  ;  and  when  p  is  not  known  by  measurement  it  may  be 
assumed  to  be  1*015  W. 

'  ~  ^      196  a       ' 
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PENNSYLVANIA  RAILROAD  SHOPS  AT  WEST  PHILADELPHIA. 

Bt  Joseph  M.  WilsoNj  G.  E. 
P.  Jl  Engineer,  Constraction  Department,  PennsylvanU  Bailrottd. 

(Gonclnded  from  Yol.  LXIII,  page  198.) 

Freight  Car  Repair  Shop. — This  building  is  located  No.  15  on 
Plate  I,  and  the  elevation  and  plan  are  given  on  Plate  XVI.  It  is 
227  feet  long  by  108  feet  9  inches  wide ;  outside  dimensions,  the 
walls  being  of  brick  and  built  according  to  the  same  details  as  pre- 
viously described  for  the  other  buildings.  There  is  only  one  story^ 
and  the  roof  is  nearly  flat,  being  supported  by  four  rows  of  inter- 
mediate timber  posts,  8  by  8  inches,  and  10  by  10  inches  section. 
The  principal  rafters  are  6  by  8  inches,  the  braces  5  by  6  inches  and 
the  purlins  3  by  7  inches.  The  arrangement  of  framing  is  very  sim- 
ple, and  is  easily  seen  by  reference  to  the  Plate.  It  allows  of  a  ven- 
tilator of  88  feet  span,  running  the  whole  length  of  the  building 
except  on  the  end  panels,  having  large  glazed  sash  hung  to  swing  on 
centres.  The  pitch  of  the  roof  is  5  degrees,  and  it  is  sheeted  with 
tongued  and  grooved  |  inch  sheeting,  covered  with  tarred  felt  and 
gravel.  There  are  six  large  circular  doors  at  each  end  of  the  shop^ 
having  11  feet  opening,  und  a  corresponding  number  of  tracks  run 
through  its  whole  length,  and  afford  room  for  forty-two  freight  cars. 
The  system  of  flooring  is  the  same  as  in  the  other  buildings,  and  work 
benches  are  fixed  along  the  walls  and  between  the  tracks,  with  closets 
attached,  for  the  workmen. 

Water  Supply. — For  some  years  the  supply  of  water  was  drawn 
from  the  city,  but,  in  consequence  of  the  great  and  increasing  con- 
sumption, it  was  decided  to  erect  private  works.  A  reservoir  was 
built  on  high  ground,  at  a  point  marked  18,  on  Plate  I,  60  feet  in 
diameter  and  16  feet  deep,  constructed  of  stone  masonry,  lined  with 
brick  laid  in  cement,  its  capacity  being  838,200  gallons.  A  well  waa 
sunk  to  a  gravel  bed  yielding  a  large  amount  of  water,  at  No,  16,  on 
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Plate  I,  and  a  steam  pump  erected.  Although  furnishing  a  copioua 
supply,  it  was  not  suflScient  for  the  demand,  and.  another  well  was 
sunk  at  No.  17,  Plate  I,  it  being  the  intention  to  use  both  wells. 
The  latter,  however,  furnishing  a  much  larger  supply  than  the  for- 
mer, the  use  of  the  old  well  was  abandoned.  A  pipe  was  laid  con- 
necting the  new  well  with  the  river,  so  that  in  case  of  necessity  river 
water  could  be  used,  but  it  has  not,  so  far,  been  needed. 

It  was  desirable  to  avoid  the  use  of  river  water  if  possible,  it  being 
so  often  impure  from  effects  of  rain  storms  and  freshets.  From  ex- 
periments made  in  1868,  the  amount  of  water  consumed  at  the  shops, 
locomotive  houses  and  passenger  stations  averaged  132,100  gallons 
in  every  24  hours,  and  since  that  time  it  has  considerably  increased. 
At  the  well  there  is  a  duplex  Worthington  steam  pump,  capable  of 
throwing  20,000  gallons  of  water  per  hour,  and  two  connected  boilers, 
each  20  feet  long  and  80  inches  in  diameter. 

Conclusion. — It  is  proposed,  in  conclusion,  to  make  a  general  re* 
view  of  the  different  buildings,  stating  where  we  think  improvements 
could  be  effected,  and  where  we  have  made  them  in  later  works  of  the 
same  kind.  In  regard  to  sewers,  we  are  now  using  terra  cotta  pipe 
largely  for  all  except  main  sewers,  say  up  to  18  inches  in  diameter. 
We  prefer  those  with  "loose  sleeves,'*  as  they  have  the  advantage  of 
securing  a  more  uniform  drain  surface  than  can  be  obtained  in  pipes 
with  fixed  collars,  and  they  also  allow  greater  facility  in  removing 
for  cleaning  or  repairs.  Instead  of  cast  iron  hinge  blocks  built  into 
the  brick  work  for  support  of  doors,  we  are  using  wrought  iron  hinge 
eyes,  of  such  shape  that  they  furnish  as  secure  a  hold  and  are  not 
open  to  the  objections  of  cast  iron.  We  have  adopted  white  pine 
floor  beams  throughout,  instead  of  white  oak,  as  we  find  that  they  last 
just  as  well  in  damp  situations  and  are  less  expensive.  The  track 
stringers  we  still  make  of  white  oak,  as  they  hold  the  spikes  much 
better  than  pine.  In  regard  to  double  flooring,  it  was  originally  laid 
in  this  way  so  that  when  the  upper  floor  wore  out  it  could  be  removed 
and  renewed,  the  sub-flooring  being  saved.  We  find,  however,  that 
where  much  water  is  used,  as  in  the  locomotive  house,  it  gets  in  be- 
tween the  floors  and  very  much  increases  the  rapidity  of  decay.  Sin- 
gle flooring  would,  therefore,  seem  to  be  the  best.  From  trials  now 
being  made,  however,  it  seems  probable  that  some  variety  of  asphalte 
pavement  will  take  the  place  of  timber  flooring  altogether  for  shops, 
and  prove  the  best  material  yet  adopted. 

In  roof  trusses  for  locomotive  houses  we  are  now  using  a  7  inch 
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deck  beam,  neight  58  lbs.  per  yard,  for  the  principal  rafter,  instead 
of  the  6  inch  I  beam  of  40  lbs.,  and  the  struts  are  of  wrought  iron 
instead  of  cast.  We  also  connect  the  trusses  together  at  the  ridge 
by  a  7  inch  deck  ridge  beam,  weight  48  lbs.  per  yard,  so  that  in  case 
of  fire,  and  the  roof  of  the  building  burning  off,  the  trusses  will  keep. 
their  places. 

Gutters  of  double  cross  roofing  tin,  as  described  in  the  locomotive 
house,  are  now  used  altogether.  The  use  of  copper  has  been  aban- 
doned on  account  of  the  cost  and  the  trouble  caused  by  its  great  ex- 
pansion and  contraction  under  changes  of  temperature. 

The  conductors  from  the  gutters  are  now  always  run  down  on  the 
interior  of  the  building,  as  it  lessens  the  danger  of  freezing  up  in 
winter.  Turn-tables  60  feet  in  diameter  have  been  adopted  for  all 
locomotive  houses. 

Galvanized  iron  cornices  have  been  adopted  entirely  for  shop  build- 
ings, as  a  great  safeguard  against  fire  communicating  from  one  build- 
ing to  another.  All  of  our  later  shops  are  heated  by  steam,  direct 
radiation,  and  the  method  has  been  found  very  satisfactory. 

The  pitch  of  roof  in  these  shops  is  generally  too  low,  and  we  have 
adopted  as  a  uniform  pitch  for  slate  roofs,  rise  of  roof  equal  ^  the 
span.  We  are  also  using  smaller  slate  than  given  on  these  buildings, 
the  larger  slate  being  more  apt  to  break  and  cause  leaks.  Very  good 
sizes  are  8  by  16  inches  and  9  by  18  inches.  As  regards  the  roof 
truss  of  the  locomotive  and  machine  shop,  we  would  remark  gener- 
ally upon  roofs,  that  we  are  adopting  iron  roofs  wherever  we  can, 
using  timber  roofs  only  where  we  suspend  shafting  and  machinery 
from  them,  the  greater  stiffness  of  the  wooden  tie  beam  being  advan- 
tageous here,  although  we  may  eventually  use  iron  even  for  these 
cases.  The  so-called  counters,  introduced  in  the  sloping  portion 
of  the  roof,  Plate  V,  are  of  no  use,  as  not  necessary  to  the  system, 
and  should  be  left  out.  The  purlins  in  this  roof  are  entirely  too 
large,  three  by  seven  inches  being  plenty  large  enough  for  the  dis- 
tance of  the  trusses  apart. 

In  the  second  story  of  the  store  house  the  ventilation  is  not  suffi- 
cient for  hot  summer  weather,  and  either  windows  or  extra  ventilators 
should  be  introduced. 

In  the  roof  truss  of  passenger  car  shop  some  of  the  timbers  are 
unnecessarily  heavy,  and  they  might  be  made  lighter  in  a  future  roof 
of  the  same  kind.  We  have  now  adopted  the  system  of  filling  in  the 
gable  ends  of  our  shops,  above  a  line  level  with  the  eaves,  with  heavy 
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sash,  glazed  with  rolled  glass  ^  inch  thick,  adding  much  to  the  light 
of  the  interior. 

In  large  shops  we  also  introduce  sash  in  the  roof  in  long  rows  par- 
allel with  the  length  of  the  building  and  six  or  twelve  feet  wide,  hav- 
ing the  same  slope  as  the  roof.     The  glass  used  being  f  inch,  rolled. 

Freight  car  repair  shops  we  are  now  building  in  a  circular  form,  on 
the  same  principle  as  the  locomotive  house,  with  a  turn-table  in  the 
centre,  the  depth  of  building  being  sufficient  for  three  freight  cars  on 
each  track.  We  find  them  much  more  convenient  in  every  respect 
where  large  accommodation  is  required,  and  these  circular  buildings 
are  cheaper  than  any  other  form  for  the  same  amount  of  floor  surface. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS. 

A  regular  meeting  of  this  Society  was  held  at  its  rooms,  in  New 
•York,  January  15th,  1873. 

«  A  paper  by  Casimir  Constable,  C.  E.,  of  New  York,  "  On  Re- 
taining Walls ;  an  Attempt  to  Reconcile  Theory  with  Experiment,'* 
illustrated  by  a  model,  was  read. 

A  retaining  wall  is  stable  when  the  moment  of  its  weight  about  the 
^oint  of  rotation  exceeds  the  moment  of  a  certain  triangular  prism 
of  material  back  of  the  wall  about  the  same  point-^the  intersection 
of  the  line  of  rupture  of  the  wall,  and  the  resultant  thrust  of  the 
prism. 

Many  formulsd  and  tables  for  retaining  walls  are  presented  for  use 
(without  a  factor  of  safety,  since  walls  proportioned  therewith,  well 
jbuilt  and  carefully  '^back  filled,"  have  been  permanent. 
I  Experiments  made  on  a  small  scale,  in  which  the  theoretic  con- 
ditions were  more  nearly  fulfiled  than  in  practice,  show  that  such 
walls  are  more  than  stable,  and  point  out  the  reason  why. 

The  problem  having  been  thus  solved,  a  factor  of  safety  may  be 
introduced  in  the  formula,  which  will  allow  for  shocks,  irregular  work- 
manship and  uncertain  material. 

The  problem  may  be  considered  under  these  several  heads :  the 
angle  of  rupture,  the  height  of  the  prism  of  rupture,  and  the  direc- 
tion and  point  of  application  of  the  pressure  of  the  prism. 

Angle  of  Rupture. — This  was  first  supposed  to  be  the  angle  of  re- 
pose with  the  vertical ;  the  thrust  was  assumed  to  be  horizontal,  and 
at  two-thirds  the  height  of  the  wall. 
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Selidor  assumed  the  angle  at  45^,  and  that  the  earth  moved  in 
layers  parallel  to  the  line  of  rupture. 

Coulomb  first  considered  the  slope  of  earth,  with  the  attendant 
physical  conditions.  His  theory,  as  amplified  by  M.  de  Prony,  is 
discussed  by  M.  Gauthey,  who  gives  a  clear  analysis  of  the  angle  of 
rupture. 

Supposing  the  resistance  of  cohesion  is  proportional  to  the  surface 
of  rupture,  and  the  friction  to  the  normal  pressure,  the  pressure 
against  a  retaining  wall  is  that  of  the  prism  of  earth,  which  would 
at  once  fall  if  the  wall  were  removed.  The  inclination  of  the  plane 
of  separation  of  this  prism  will  vary  with  the  cohesion  and  friction 
of  difierent  earths.  If  a  series  of  planes  be  conceived  less  inclined 
than  that  of  repose,  and  originating  from  the  same  point,  one  of  them 
will  have  such  a  position  that  the  separating  prism  will  have  need  of 
a  greater  opposing  force  to  its  sliding  motion  than  any  other. 

Upon  this  hypothesis  it  is  proved  that  the  prism  of  greatest  pros* 
sure  is  given  by  the  plane  which  bisects  the  angle  of  repose,  and  that 

P  =  l.Wih»  tan»l 

in  which  P  =  the  horizontal  force  which  sustains  the  prism  ;  w^,  the 
weight  per  cubic  foot ;  h,  the  height ;  and  i,  the  angle  of  repose  of 
the  prism. 

Lieut.  Hope  found,  with  layers  of  colored  sand,  the  average  angle 
of  rupture  to  be  24^,  and  of  repose  54^.  This  small  difi^erence  in 
practice  from  theory  is  probably  due  to  the  cohesion  of  particles,  an 
element  which,  from  lack  of  sufficient  data,  is  generally  disregarded. 

Height  of  Prism  of  Rupture. — From  the  first  it  has  been  assumed 
that  the  wall  turned  over  as  a  solid  mass  about  the  bed  joint  at  its 
base.  In  practice  it  is  not  so  ;  the  line  of  rupture  is  a  stepped  line, 
in  or  near  the  natural  slope,  and  leaving  a  part  of  the  wall  undis- 
turbed. 

For  experiment,  a  box  16^'  high  and  wide,  and  24^'  long,  with  glass 
sides,  was  made.  A  miniature  wall  of  pine  blocks  or  ^^  bricks,*' 
V  square,  2"  and  3'^  long,  with  a  bank  of  oats  or  peas,  instead  of 
earth,  in  eight  trials  turned  over  as  stated.  When  the  wall  began  to 
move  the  face  bulged  out,  the  centre  of  the  curve  being  at  about  one- 
half  the  height,  and  would  continue  thus  until  started  forward  by  a 
jar.  This,  due  to  cohesion  of  the  backing,  doubtless  adds  materially 
to  the  stability  of  walls  of  long  standing,  which,  it  is  often  noticed, 
stand,  although  bulging  outward.  (This  and  subsequent  statements 
were  illustrated  by  experiment). 
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A  solid  wall  with  a  joint  at  the  place  of  separation  was  more  stable 
than  one  of  '^  bricks/'  for,  although  each  began  to  move  at  the  same 
time,  the  first  did  not  continue  to  give  way,  and  required  to  be  con- 
tinually started. 

Naries  seems  first  to  have  noticed  that  walls  rupture  in  this  man- 
ner. It  is  reasonable  that  the  prism  of  pressure  should  start  at  a 
point  above  the  foot  of  the  wall,  for,  by  rotation  of  the  wall  about 
the  outer  point  in  the  base,  the  lowermost  portion  of  the  backing  must 
be  lifted. 

Experiments  made  in  the  case  of  surcharged  walls  gave  heights 
agreeing  very  closely  with  those  calculated  upon  this  basis ;  while  as- 
«uming  the  prism  of  pressure  to  start  from  the  foot  of  the  wall  would 
give  a  height  far  below  that  sustained. 

Direction  of  Thrust. — If  the  weight  of  prism  of  greatest  pressure 
be  resolved  into  two  components,  one  normal  to  the  slope  of  rupture, 
and  the  other  to  the  back  of  the  wall,  the  first  will  resist  by  its  fric- 
tion the  tendency  to  slip  along  the  slope ;  the  second  is  expressed  by 
the  formula  given,  and  may  be  resolved  into  two  other  components, 
one  inclined,  the  actual  thrust  against  the  wall ;  and  one  vertical,  to 
overcome  the  friction  along  the  wall.  This  latter,  from  the  indefinite 
knowledge  of  the  value  of  the  coeflScient,  is  generally  neglected. 
The  point  of  application  of  thrust,  at  first  assumed  to  be  one-third 
the  height  of  the  prism  of  pressure,  which  gave  too  great  thickness 
to  the  wall,  has  been  shown  by  Rankine  and  others  to  be  at  one-third 
the  height  from  the  foot.  The  height  of  the  prism  of  pressure  will 
be  from  -70  to  *75  of  height  of  wall.  The  conditions  of  the  problem 
are  now  determined,  from  which  follow  these  formulae : 

/—£ 

1-      /n  jAxt^/^J^^f  8p  \    ,    n«        n* 

p-  -^n  +  2  ;  ^      -j;jjf-[y,^+  T^  "^  8  -  12 

in  which  t  =  thickness  at  top  of  wall,  p  =  any  weight  per  square 
foot  of  surface  distributed  over  the  bank,  n  =  batter  per  foot  in 
height  of  outside,  and  n^  =  the  same  of  inside  of  wall ;  d  =  angle  of 
repose,  w  =  weight  per  cubic  foot  of  masonry,  and  w^  r=  same  of 
«arth.     If  n  and  n^  =  o 


—  =  ,  /  w  J t  tan  ^ 


and  if  p  =  0 


I  =-58  tan  J/ 
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This  would  have  been  *57  instead  of  '53  in  case  the  prism  was  as- 
sumed  to  start  from  the  foot  of  wall. 


ftlA 


Rankine's  theory  of  earth  pressures  makes  the  thrustjparallel  ta     j 


,ve  a  practical  rule,  verified  by  his  expen- 
of  dry  masonry,  less  than  18  feet  high  ^ 
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namely^  a  width  of  3  feet  at  top,  a  batter  of  Jth  outside,  and  none 
inside.  In  one  case,  for  a  mortared  wall  18  feet  high,  he  reduced 
the  thickness  at  the  top  to  2\  feet,  and  gave  a  batter  to  both  sides. 
Engineers  who,  from  lack  of  room,  have  been  compelled  to  lay  walls 
upon  narrowed  or  stepped  foundations,  will  be  pleased  to  know,  from 
Mr.  Constable's  experiments,  that  such  conform  to  theory,  and  are 
safe  in  practice. 

Mr.  Collingwood  inquired  whether  it  was  not  best  to  step  the  back 
of  a  wall,  rather  than  give  it  a  batter. 

Mr.  Constable  said  it  was  more  a  matter  of  practice  than  of  theory, 
by  thus  stepping  a  wall ;  the  back-filling,  upon  settlement,  did  not  act 
as  a  wedge. 

Mr.  Steele  said  that  generally  now  the  back  of  a  wall  is  not 
stepped  as  formerly,  but  made  vertical;  often  in  railway  practice  it' 
is  counter  sloped  or  under  cut,  and  the  stability  thereby  increased. 
The  back  should  have  a  "  frost  "  batter  at  top,  where  the  earth  ia 
likely  to  freeze^  so  that  it  may  be  lifted  from  the  wall ;  care  should 
always  be  taken,  in  back-filling,  to  slope  the  packed  earth  from  the 
wall  rather  than  towards  it. 

Mr.  Colman  said  that  in  filling  behind  the  masonry  of  the  N.  Y» 
State  canal  locks,  broken  stone  one  foot  in  thickness  had  been  placed 
between  the  wall  and  embankment. 

A  communication  was  submitted  from  a  prominent  Canadian  en- 
gineer, in  which  he  said,  '^  In  practice  I  have  always  made  my  walls 
heavier  than  theory  demanded,  on  account  of  the  severe  operations  of 
frost  in  this  northern  latitude,  where  it  strikes  from  three  to  four  feet 
into  the  ground,  and  yet  without  giving  a  slope  or  '^  frost "  batter  to 
the  back  of  the  wall  where  the  frozen  earth  presses  against  it,  our 
strongest  walls  could  not  stand.  It  has  been  my  rule  to  make  the 
base  of  the  wall  equal  to  |  its  height,  but  this  is  for  first  class 
masonry  laid  in  hydraulic  cement." 

Mr.  Constable,  by  experiment  with  the  model,  demonstrated  that 
two  wails  of  same  area  of  section,  one  rectangular  and  the  other  with 
batter  on  the  face  of  j^Of  were  equally  stable,  and  also  that  the 
saving  in  material  by  giving  much  batter  is  but  little.  A  wall  bat- 
tered on  the  back  less  than  on  the  face,  evidently  is  less  economical 
than  if  all  the  batter  was  on  the  face. 

Attention  was  called  to  the  difference  in  resistance  to  crushing  per 
square  inch  of  section,  of  stones  V  and  1^^'  cube,  as  stated  in  Mr. 
O.  B.  Richard's  paper,  recording  '^  Experiments  on  the  Resistance  of 
Vot.  LXV.— Third  Siuis.— No.  5.— Mat,  1873.  23 
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Stones  to  CrashiDg,"  read  before  the  Society  January  8th  last :  thus, 
white  marble  gave  a  mean  resistance  in  the  first  of  5812,  and  in  the 
second  of  8294  pounds  per  square  inch  of  section.  The  question 
was  raised,  what  relation  was  there  between  the  size  and  the  resist- 
ance of  specimens,  and  whether  tests  upon  blocks  proportioned  like 
those  used  in  any  particular  work  would  better  enable  the  engineer  to 
determine  how  much  the  latter  could  withstand  ? 

Tests  of  the  strength  of  any  material  are  of  greatest  value  when 
conducted  under  conditions  most  like  those  governing  actual  use. 
The  difficulty  of  making  such  upon  large  specimens  was  pointed  out, 
and  a  brief  of  testing  machines  was  given. 

It  was  proposed  to  take  up  the  latter  as  a  subject  of  discussion  at 
a  future  meeting  of  the  Society. 


Iron  ElectrotypeB. — We  learn  from  foreign  journals  that  con. 
siderable  attention  is  being  at  present  directed  to  the  production  of 
iron  plating,  the  result  being  quite  satisfactory.  It  appears,  from  a 
consideration  of  the  subject,  that  there  are  many  purposes  in  the  arte 
for  which  an  iron  plating  would  be  superior  to  any  of  those  now  known 
in  electro-chemistry. 

It  is  stated  that  at  the  recent  Exhibition  (1871)  at  London  there 
were  exhibited  bank-note  plates,  medallions,  and  a  page  of  printing 
type  electrotyped  in  iron  by  a  process  devised  by  M.  Eugene  Klien. 

The  importance  attaching  to  a  successful  solution  of  the  problem, 
especially  in  the  direction  of  engraving  and  printing,  were  recognized 
by  the  inventor,  who  had  zealously  labored  at  the  work  for  several 
years  with  varying  success. 

The  medals  first  produced  showed  on  their  reverse  side,  porosities 
and  deep  hollows,  which  penetrated  nearly  through  the  thickness  of 
the  deposit.     In  the  later  productions  these  were  entirely  absent. 

Concerning  the  practical  application  of  the  iron  electrotype,  much 
is  expected.  By  replacing  plates  of  copper  by  those  of  iron,  greater 
facilities  will  be  ofiered  for  producing  such  work  as  bank-notes,  checks, 
and  the  like,  since  the  iron  plate  is  found  to  be  almost  indestructible. 

Not  only  can  they  be  printed  from,  an  unlimited  number  of  times, 
but  they  are  better  able  to  withstand  those  inevitable  accidents  to  which 
plates  are  subjected  in  printing  establishments,  where  often  a  trifling 
circumstance  renders  them  useless,  and  involves  much  and  often  seri- 
ous delay  in  publication. 
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BELTING  FACTS  AND  FIGURES. 

Bt  J.  H.  Cooper. 
(Continaed  from  page  105.) 

Imparting  and  arresting  motion. — Mr.  Thomas  Shaw's  dead  stroke 
power  hammer  illustrates  the  application  of  the  belt  for  giving  to 
and  taking  motion  from  a  shaft  at  the  pleasure  of  the  operator.  The 
same  devices  can,  however,  by  an  easy  transition,  be  applied  to  other 
machines. 

In  this  the  driving  pulley,  carrying  a  loose  belt,  is  on  a  line  shaft 
over  the  driven  flanged  pulley,  which  latter  is  on  a  shaft  at  the  top 
of  the  hammer  frame.  This  shaft  carries  a  crank  wheel  actuating 
the  hammer,  as  shown,  and  is  partly  invested  by  a  leather  band  for 
arresting  its  motion.     One  end  of  this  band  is  secured  to  a  pin  in  the 
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hammer  frame  under  the  crank  wheel ;  the  other  end  is  fastened  to 
the  swinging  lever,  to  which  also  the  tightener  pulley  of  the  driving 
belt  is  applied. 

The  action  of  these  belts  is  produced  by  opposite  motions  of  the 
lever;  thus,  when  the  operator  pushes  it,  the  arresting  band  releases 
the  crank  wheel,  and  the  tightener  pulley  presses  upon  the  driving 
belt,  which,  being  constantly  in  motion,  applies  its  adhesion  to  the 
pulley  on  the  crank  shaft  and  propels  the  hammer,  and  it  does  this 
with  a  varying  velocity,  according  to  the  pressure  upon  the  tightener. 
Withdrawing  the  lever  relaxes  the  driving  belt  and  tightens  the  ar- 
resting band.  These  motions  are  under  the  easy  control  of  the  ope- 
rator, and  such  is  the  nature  and  action  of  the  belt,  in  this  application^ 
that  these  motions  can  be  repeated  rapidly  and  effectively  without 
destructive  wear  to  any  part  of  the  machine. 

To  iranimit  motion  from  one  shaft  to  another  at  right  angles  theretOj 
by  a  belt,  when  the  shafts  are  not 
in  the  same  plane. — Let  E  be  the 
driving  shaft  with  tight  pulley.  A, 
and  loose  pulley,  B,  and  F  the 
driven  shaft  with  tight  pulley,  D, 
and  loose  pulley,  G  ;  all  the  pulleys 
of  same  size  and  with  rounded  face 
in  the  usual  way. 

Let  the  pulleys  be  arranged  in 
a  square  on  the  plan,  whose  side  is 
the  diameter  of  pulleys  at  centre 
of  face,  and  let  an  endless  belt  be 
put  on  as  shown  and  run  in  the  di- 
rection of  the  arrow.  It  will  be 
noticed  the  loose  pulleys,  C  and  B, 
run  in  opposite  directions  from  that 
of  the  shafts  on  which  they  turn, 
but  since  they  carry  the  slack  fold 
of  the  belt,  they  are  relieved  of 
heavy  strain  on  the  shafts.  This 
is  a  good  plan  for  wide  belts  when 
the  shafts  are  a  proper  distance 
apart,  say  ten  times  the  breadth  of 
the  belt,  and  solves  that  sometimes 
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difficult  problem  of  carrying  considerable  power  around  a  corner  by 
a  belt.  There  is  no  loss  of  contact  of  the  belt  on  any  of  the  pulleys 
of  this  system,  and  no  lateral  straining  and  tearing  of  the  fibres  of 
the  belt  as  in  the  usual  quarter  twist  arrangement  in  which  only  two 
pulleys  are  used.  The  lower  shaft  may  drive  the  upper  one,  as  well, 
by  changing  the  direction  of  motion,  or  changing  the  relative  posi- 
tions of  the  tight  and  loose  pulleys. 

Weaver's  belting. — The  object  of  this  arrangement  is  to  obtain 
high  speed  in  a  shaft  directly  from  a  driving  pulley  without  the  aid  of 
intermediate  counter  pulleys  or  gears,  and  with  reduced  lateral  stress 
on  the  bearings  of  the  driven  shaft. 


A,  B  and  C  show  three  shafts  parallel  to  one  another.  A  and  C 
carry  straight-faced  pulleys,  upon  which  run  two  belts  of  equal  length 
and  width,  separated  to  prevent  contact  with  each  other  while  run- 
ning. The  lower  fold  of  belt,  D,  is  carried  over  the  shaft,  B,  and  the 
upper  fold  of  belt  E  is  carried  under  B,  and  each,  in  running,  im- 
parts motion  to  the  driven  shaft  in  the  same  direction,  and  at  the  same 
time  balancing  the  lateral  pressure  on  its  journals. 

A  is  the  driving  shaft  with  large  pulley ;  B  the  driven  shaft  of 
comparatively  small  diameter,  and  G,  a  counter  shaft,  with  its  pulley 


Digitized  by  VjOOQ IC 


826  Civil  and  Mechanical  Engineering. 

of  any  convenient  diameter,  is  placed  in  position  to  carry  and  return 
the  belts,  and  may  be  moved  and  secured  to  and  from  B  by  screw 
adjustment  or  otherwise,  to  secure  proper  tension  of  belts. 

Combined  fast  and  loose  pullet/  for  round  belts,  by  John  Shinn^  of 
Philadelphia, — The  round  belt,/,  fits  in  a  groove  formed  between  two 
half  pulleys,  of  which  A^  is  fixed  and  A  slides  upon  a  fixed  key  on 
the  shaft,  B  ;  between  A'  and  A,  and  running  loosely  on  the  shafk^ 
is  a  flat-faced  pulley,  G  ;  when  A  is  separated  from  A^  a  short  dis* 
tance,  the  belt,/,  will  cease  to  turn  them,  and  will  run  on  and  turn  0 
instead.  The  belt  drives  the  shaft,  B,  only  when  pinched  between 
the  half  grooves  of  A'  and  A.  The  lever,  D,  when  moved  in  the  cli^ 
rection  indicated  by  the  arrow,  withdraws  the  half  sheave,  A,  and 
permits  the  belt  to  run  on  the  loose  pulley.  Simple  and  efficient 
means  for  holding  the  parts  together  and  drawing  one  half  from  tha 
other,  are  shown  in  the  cuts. 

^.7 
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j^  ^  It   is   not   proposed,   of 

,  to   drive  very  large 

eavy  machinery  with 
belts,  such  as  are  re- 
for  this  description 
:ting  pulleys ;  but,  as 
a  round  belt  will  go 
idvantage,  these  pul- 
?ill  be  found  of  the 
St  service.  Thus,  the 
belt  cuts  off  less  light, 
es  less  room,  makes 
r  holes  in  the  floors, 
es  lighter  driving  pul- 
0  carry  it,  and  thus 
power ;  while,  as  re- 
the  [driving  power  of 
belts,  we  have  seen 
»f  an  inch  diameter, 
doing  for  years  work  which  proved  too  much  for  a  7-inch  flat  belt. 


TEST  OF  THE  WORTHINGTON  PUMPING  ENGINE  AT  BELMONT, 

PHILADELPHIA. 

By  W.  Barnbt  LbYak,  Engineer. 

In  a  paper  printed  by  this  Journal  in  the  April  number,  from  the 
pen  of  William  M.  Henderson,  Hydraulic  Engineer,  it  appears  that 
the  tests  made  of  the  Worthington  engines  for  the  purpose  of  ascer- 
taining their  duty  between  May  15th  and  17th,  1872,  by  a  commis- 
sion of  experts,  consisting  of  mechanical  and  hydraulic  engineers, 
appointed  by  the  city  Councils  of  the  City  of  Philadelphia,  are  very 
unsatisfactory  to  the  writer  of  that  paper. 

He  discovers  a  discrepancy  between  the  experiments  and  calcula- 
tions of  the  experts  appointed  by  city  Councils,  five  in  number,  and 
the  deductions  made  from  the  same  experiments  made  by  a  single  en- 
gineer, who  was  associated  with  this  commission  by  the  city  Councils, 
through  a  request  made  by  the  Citizens'  Reform  Association. 

The  latter  seems  to  be  in  the  situation  of  taking  sides  with  that 
twelfth  juryman,  who  complained  about  his  eleven  associates,  who 
were  so  contrary  that  they  did  not  agree  with  him. 
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Five  gentlemen  say  that  these  engines  actually  performed  a  duty  of 
fifty  four  millions  four  hundred  and  sixteen  thousand  six  hundred 
and  ninety-four  pounds. 

One  gentleman  says  that  they  only  performed  a  duty  of  forty-four 
million  six  hundred  and  seyenty-nine  thousand  pounds.  A  majority 
of  these  five  gentlemen  were  present  during  the  whole  forty-eight 
hours  and  twenty  minutes — the  time  of  the  experiments.  The  one 
gentleman  was  present  only  part  of  the  time. 

Now  it  would  seem  that  under  general  principle  the  determination^ 
by  experiment,  of  so  simple  a  problem  as  that  of  the  duty  of  a  steam 
engine,  pumping  water  up  hill,  ought  to  be  satisfactory  to  every  body, 
particularly  as  these  gentlemen  are  highly  learned  and  distinguished 
for  their  knowledge  of  machinery  and  hydraulics. 

But,  since  it  has  been  found,  before  to-day,  that,  in  matters  of  sci- 
ence and  the  engineering  art,  majorities  have  been  wrong,  I  therefore 
conclude,  by  a  short  paper,  to  answer  Mr.  Henderson. 

His  calculations  put  me  much  in  mind  of  those  old  arithmetical  puz- 
zles, that  are  invented  to  amuse  the  learned  and  confound  the  ignorant. 
One  of  them  is  that  of  putting  twelve  lodgers  in  a  hotel  in  eleven 
beds^  one  bed  in  each  room  and  eleven  rooms,  and  only  one  in  each 
bed. 

What  duty  means. — Mr.  Henderson  states  that  where  he  uses  the 
word  duty  he  means  the  same  thing  as  the  commission  of  experts 
meant,  namely,  the  number  of  pounds  of  water  raised  one  foot  high  by 
the  consumption  of  one  pound  of  coal ;  he  refers  to  the  Charlestown 
nater  works  for  the  past  year,  which  gives  the  average  duty  of  the 
Worthington  Duplex  Engines  at  about  70,000,000  pounds. 

It  appears  that  this  pump  at  Charlestown,  smaller  and  more  insig- 
nificant, as  compared  to  the  Belmont  pump,  made  and  placed  there 
by  the  same  maker,  Mr.  Worthington,  has  produced  a  duty  of  about 
seventy  millions. 

It  would  seem  most  natural  that  these  five  contrary  men,  in  making 
the  test  at  Belmont,  with  pumps  and  machinery  placed  by  the  same 
maker,  of  larger  capacity,  with  finer  appliances,  with  better  mechani- 
cal attachments ;  it  would  seem  strange,  I  say,  that  the  Belmont 
pumps  should  not  do  somewhat  near  an  equivalent  duty  to  those  at 
Charlestown. 

The  price  bid. — He  speaks  incidentally  of  the  price  of  the  bid  of  a 
New  York  firm  for  ninety-five  thousand  dollars,  and  that  of  the 
Messrs.  Merrick  fifty-seven  thousand  dollars. 
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The  casual  reader  would  understand,  most  likely,  that  these  bids 
were  for  the  same  work — indeed,  his  paper  sajs  so— while  the  truth  is 
that  the  form,  character  and  duty  of  these  engines,  as  guaranteed  bj 
these  gentlemen,  were  as  wide  apart  as  their  bids  were. 

Anmuil  Duty. — The  duty,  called  the  annjial  duty  by  the  writer  of 
the  paper  under  discussion,  as  he  determines  it  from  the  reports  of 
the  late  Chief  Engineer,  is  38,000,000  and  a  fraction,  and  he  com- 
placently says,  *'  Now  the  duty  of  these  engines  are  pretty  well  es- 
tablished,"  and  that  '<  the  duty  of  67,969,000  has  not  been  obtained 
and  cannot  be  obtained,"  and  therefore  the  report  of  these  five  ex* 
perts  is  either  the  work  of  a  set  of  Ignoramuses,  or  is  a  deliberate 
fraud  upon  the  public. 

In  the  first  place,  the  test  of  duty,  under  the  contract  with  Werth* 
inglon,  was  to  be  for  a  duty  of  fiftji  quillions  pounds  in  twenty^our 
hours  continuous  run  ;  height  208  feel,  exclusive  of  friction. 

The  duty  to  be  determined  was  the  maximum  duty  of  the  engines, 
the  same  as  in  the  purchase  of  a  horae  that  is  guaranteed  to  trot  a 
mUe  in  2'  18". 

The  contract  is  filled  if  the  horse  performs  that  amount  of  duty. 

Coal.^^Coil  to  be  used  for  a  test  should  be  screened,  and  should 
be  of  the  best  quality.  Otherwise,  if  leaway  were  to  be  given  as  to 
the  quality  of  coal  to  be  employed  ill  the  test,  advantage  night  be 
taken  of  the  engine  builder  by  furnishing  the  poorest,  dirtiest  and 
most  w.orthless  quality  of  coal  to  be  employed  for  the  test. 

The  test — A  test  should  be  made  in  the  beginning  by  starting  with 
clean  fires,  and  at  the  close  the  fires  should  be  in  the  same  condition 
as  at  commencement.  '  The  amount  of  water  evaporated  per  pound  of 
coal  consumed  is  an  incidental  affair,  and  has  nothing  to  do  whatever 
with  the  duty  or  work  of  the  engine.  The  elements  of  the  work  of 
the  engine  is  the  amount  of  weight  it  has  raised  to  a  certain  height 
by  a  certain  number  of  pounds  of  coal. 

Therefore,  whether  the  engine  evaporated  9^  or  7^  pounds  of  water 
to  a  pound  of  coal,  is  not  in  the  question  of  the  duty  of  this  engine. 

Ashes^  coals^  ^c. — As  to  calling  one-third  of  the  ashes,  coals  (1450 
lbs.),  that  was  a  matter  of  the  judgment  of  five  experts  against  one,  as 
five  contrary  men  to  one. 

Forcing  engines. — Forcing  the  engines  continuously  to  within  five- 
sixteenths  of  an  inch  of  the  cylinder  heads,  showed  how  exquisitely 
fine  their  mechanism  was. 

Manipulation  of  feed  pump. — The  several  witnesses  who  saw  a 
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manipulation  of  the  feed  pump  which  supplied  the  boilers  with  water, 
were  the  five  witnesses  who  did  not  see  it,  and  the  one  witness  who 
was  not  there  and  did  ^m^  see  it. 

Error  at  weir, — As  to  the  error  detected  by  the  citizens'  expert  in 
the  measurement  of  water  delivered  over  the  weir,  it  is  but  fair  to  be 
said  that  the  citiiens'  expert  saw  the  weir  but  occasionally,  while  the 
majority  of  the  five  experts  and  their  assistants  saw  it  every  five  min- 
utes for  the  entire  forty-eight  hours  and  twenty  minutes. 

Capacity  of  pumps, — The  capacity  of  the  pumps  are  not  indepen- 
dent of  the  actual  delivery  of  water  into  the  reservoir^  because  that 
capacity  in  work  done  is  what  delivers  water  into  the  reservoir. 

The  writer  (Mr.  Henderson) 
of  the  paper  I  am  criticizing 
will  understand  that  there  is 
no  enacting  of  a  tragedy  of 
Richard  with  ^'  Richard  left 
out"  in  the  pumping  of  water 
by  steam.  He  knows,  as  well 
as  I  do,  that  if  he  makes  his 
Richard  a  steam  engine,  and 
leaves  him  out,  no  water  will 
ascend  the  hill. 

Height  of  main. — The  writer 
says  that  the  height  of  the 
force  main  is  217.14  feet,  and 
that  is  incorrect,  and  that  the  ' 
height  is  actually  but  208  feet. 
It  is  unnecessary  to  say  to  the 
scientist  that  the  difference  is 
the  extra  height  due  to  fric- 
tion, which  these  five  contrary  ' 
men  determined  upon. 

The  annexed  indicator  dia- 
gram, taken  from  rising  main 
just  as  the  water  left  the 
pumps,  shows  the  working 
conditions  of  the  pumps. 

Captain  Loam,  who  has  had 
a  large  experience  in  the  test- 
ing of  Cornish  engines,  stated 
to  a  large  engine  builder  in  this 
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city,  that  wh^n  a  test  was  to  take  place,  preparations  were  made  weeks 
in  advance,  and  then  the  trial  only  lasted  a  short  time,  and  the  de* 
livery  was  arrived  at  by  calculations,  and  not  by  measurement. 

It  will  be  seen  by  the  above  that  the  average  duty  of  the  Cornish 
pumping  engines  is  near  about  from  thirty  to  forty  million  pounds  ; 
that  .the  high  duty  mentioned  by  Mr.  Henderson  refers  to  those  Cor-- 
nish  pumps  that  draw  their  water  from  deep  mines,  from  1,000  to 
2,000  feet  in  depth. 

Their  process  of  working  is  simply  the  act  of  lifting  the  water  from 
these  deep  pits  by  a  slow  and  easy  process,  the  steam  acting  only  to 
raise  the  heavy  weights  that  are  attached  to  the  long  line  of  rods  and 
pumps  that  extend  into  the  deep  pits  below. 

The  strokes  of  these  engines  are  generally  regulated  about  in  the 
proportion  to  the  water  that  flows  into  the  mine,  and  generally  they 
run  at  the  rate  of  from  one  stroke  in  a  minute  to  one  stroke  in  five 
minutes. 

Therefore,  I  say  that  the  comparison,  as  instituted  between  the 
Holmbush  engine  and  that  of  the  engine  as  at  Belmont,  is  as  though 
one  were  to  make  a  comparison  between  the  duty  performed  by  a  giant 
doing  a  small  amount  of  work  in  proportion  to  his  strength,  and  the 
little  worker,  who  is  active,  determined,  efficient  and  accomplishes 
much  more  by  the  expenditure  of  less  vital  force.  The  writer  of  the 
paper  which  I  criticise  says  that  he  considers  it  a  duty  to  place  the 
subject  of  the  test  of  the  Belmont  pumps  in  its  proper  light  before  the 
community. 

I  am  afraid  that  his  light  is  siinply  the  single  light  (sperm  candle^ 
as  I  suppose),  overshining  the  lights  of  those  five  contrary  men  who 
seem  to  believe  that  if  you  lift  98,485,518  pounds  of  water  208  feet 
high,  adding  nine  feet  for  friction,  by  88,890  pounds  of  coal,  re- 
sults in  54,416,694  duty.  I  am  afraid  that  his  light,  however  so 
brightly  it  may  shine,  will  not  do  otherwise  than  show  that  thia 
awkward  set  of  ignoramuses,  who  determined  the  duty  of  these  en« 
gines,  both  by  experiment  and  calculation — these  five  men,  who  were 
so  contrary  and  who  chose  to  dilTer  with  this  one  man,  were  right. 

I  think  it  will  be  clear  that  if  the  test  is  made  again,  which  the 
writer,  Mr.  H.,  so  particularly  desires,  it  will  be  found  that  these  five 
contrary  men  were  right. 

I  append  below  a  copy  of  the  letter  from  the  gentleman  who  fur« 
nished  the  coal  for  the  experiment.  He  declares  that  it  was  only 
ordinary  coal.  It  should  have  been,  by  rights,  properly  screened  and 
picked  for  the  experiment,  for  that  was  but  simple  justice,  if  it  had 
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been  so  done,  to  the  manufacturer  of  the  engines  at  Belmont.     But 
it  was  not  so  done. 

Philadelphia^  April  4^A,  1878. 


Philadblphia,  Jvly  %Wi,  1872,  > 
314^  Walnat  street         J 
F.  Gbaff,  Chief  Engineer  City  Water  Department. 

Dear  Sir: — In  reference  to  the  coal  spoken  of  in  H.  P.  M.  Birkinbien's  report 
of  the  trial  of  the  Worthington  paraps  at  Belmont,  we  would  say  that  the  coal 
was  shipped  direct  from  the  mines  in  cars  No.  1484,  2942,  4362,  2699  and  2617, 
April  20th,  and  was  delivered  in  your  schate  at  the  works  April  23d,  by  the 
Pennsylvania  Railroad  Company.  The  coal  was  the  ordinary  ran  of  the  mine, 
and  was  sent  without  any  extra  care  or  preparation  whatever,  and  the  same 
quality  can  be  had  at  any  time  or  in  any  quantity  by  simply  giving  the  order ; 
therefore  the  assertion  in  the  report  that  the  coal  was  prepared  for  the  occa- 
sion,  is  simply  a  misstatement.  The  coal  was  from  the  Shawnee  colliery,  oear 
Wilkesbarre. 

Very  respectfully  yours, 
[Signed]  W.  D.  Hebtoh,  k  Go. 

The  coal  referred  to  above  was  wheeled  into  the  engine  house  near  the  scales 
immediately  upon  its  arrival,  that  it  might  be  convenient  for  use.    I  certifjf 
that  it  was  not  "  selected,  screened  or  picked,''  as  represented  by  Mr.  Birkinbine. 
[Signed]  Fred.  Graff, 

Chief  Engineer  Water  Department, 


NOTES  ON  THE  RESISTANCE  OF  BRICKS  TO  A  CRUSHING  FORCE.* 

Bt  Geo  roe  S.  Greene,  Jr.,  C.  £. 

The  bricks  Were  of  the  kind  used  in  the  constmction  of  the  South 
Oate-HousiB  of  the  New  Reservoir  in  the  city  of  New  York,  by  Fair- 
child,  Walker  &  Co.,  contractors. 

The  experiments  were  make  by  Gen.  George  S.  Greene,  at  Cornell 
&  Go.'s,  Centre  street,  September  20th,  1860,  in  Hatfield's  Hydraolic 
Press  for  testing  building  materials,  built  by  R.  Hoe  &  Co. 

The  bricks  were  what  are  known  as  hard  brick,  and  manufactured  at 
the  yard  of  Wm.  Call,  Haverstraw,  on  the  Hudson  river ;  they  are  re- 
garded as  average  samples  of  the  mass  of  brick  used  in  the  construc- 
tion of  the  Gate-House.  The  experiments  were  not  made  in  the  in- 
terest of  any  person,  but  solely  to  determine  the  actual  strength  of  the 
brick.  In  order  to  bring  them  within  the  power  of  the  machine,  but 
little  more  than  half  of  a  brick  was  used.     The  pieces  of  brick  were 

*  From  American  Society  of  Civil  Engineers. 
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first  dressed  by  a  stone-cutter,  and  then  ground  down  on  a  grind-stone. 
The  faces  exposed  to  pressure  were  not  perfect  planes,  and  therefore 
a  layer  of  wood  and  sand  was  interposed  between  the  faces  of  the 
machine  and  those  of  the  bricks. 

Dimensions  of  the  Brick  used  in  Experiments^  in  Inches  and  Decimals. 

THICK.   WIDB.    BROAD. 

No.  1. — 2.30  X  3.52  x  4.40       15.488  sq.  in.  exposed  to  pressure. 

No.  2.-2.24  X  3.50  x  4.46      15.610      "  "  « 

No.  8.-2.34  X  3.50  x  4.52      16.820      *'  "  " 

No.  4.— 2.34  X  3.46  X  4.46      15.4316    «  "  " 

No.  5.— 2.30  X  3.46  x  4.50      15.570      "  « 

No.  6.— 2.28  X  3.46  X  4.60      15.916      « 

No.  1. — At  30,000  lbs.  (=  1.937  lbs.  per  sq.  in.)  cracked  in  centre  ; 
kept  at  50,000  (=  3,228.3  lbs.  per  sq.  in.)  without  crushing.  Brick 
between  two  pieces  of  board,  half  an  inch  thick. 

No.  2.— Had  a  layer  of  sand.  Sign  of  crack  at  50,000  lb8.(=  3,208 
lbs.  per  sq.  in.) ;  kept  at  52,500  (=  8,362.2  per  sq.  in.)  for  three  min- 
utes, but  did  not  crush.  Crack  did  not  extend  through  brick,  nor 
was  it  broken  into  two  parts. 

No.  8. — Crushed  to  pieces  at  48,500  lbs.  (=  2,749.7  lbs.  per  sq. 
in.) ;  packed  with  sand. 

No.  4. — Packed  with  two  pieces  of  cigar-box  wood ;  edges  crushed 
off  at  80,000  lbs.  (=1,994.1  lbs.  per  sq.  in.) 

No.  5.— Packed  with  sand;  cracked  at  27,000  lbs.  (=  1,734.1  lbs. 
per  sq.  in.) ;  crushed  at  82,000  lbs  (=  2,056.3  lbs.  per  sq.  in.)  Brick 
crushed  and  cracked  in  all  directions ;  did  not  fall  to  pieces  as  did 
No.  8. 

No.  6. — Packed  in  sand ;  commenced  to  crack  at  80,000  lbs.  (= 
1,884.9  lbs.  per  sq.  in.);  crushed  to  pieces  at  46,600  lbs.  (=  2,921.6 
lbs.  per  sq.  in.) 


An  Indelible  Ink. — ^M.  Bottger  has  published  the  obserration 
that  an  excellent  indelible  ink  can  be  prepared  by  taking  a  quantity 
of  aniline  black,  triturating  the  same  in  a  porcelain  mortar  with  a 
few  drops  of  alcohol  and  hydrochloric  acid,  and  mixing  it  with  a  hot 
solution  of  gum  arabic.  The  same  observer  declares  also  that  if,  in- 
stead of  gum  arabic,  shellac  is  employed,  the  preparation  will  make 
an  excellent  enamel  for  wood  and  leather. 
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EXPERIMENTS  ON  THE  RESISTANCE  OF  STONES  TO  CRUSHING.* 

Br  0.  B.  Richards,  M.  E. 

The  accompanying  tables  present  the  data  and  results  of  experi- 
ments made  by  direction  of  Genera]  Franklin,  at  the  Colt  Company's 
Armory,  to  ascertain  the  relative  resistance  of  various  American 
building  stones  to  crushing. 

The  specimens  were  furnished  by  Mr.  J.  G.  Batterson,  and  were 
shaped  with  great  accuracy  at  his  marble  works  in  this  city.  They 
were  selected  from  old  and  dry  stones  of  the  best  quality  of  their  kinds, 
and  were  worked  into  nearly  perfect  cubes  with  very -flat  and  smooth 
faces.  Two  different  sizes  of  cubes  were  tested,  their  edges  measur- 
ing very  nearly  one  inch  and  one  and  a  half  inch  respectively. 

The  testing  machine  used  in  the  experiments  is  one  designed  by  the 
writer  for  the  Colt  Company,  who  had  it  constructed  for  use  in  their 
Armory,  both  for  testing  materials  used  in  their  own  manufactures, 
and  also  for  making  tests  for  the  engineering  public.  As  a  description 
of  this  machine  was  published  in  the  '^  Scientific  American,"  of  March 
^6th,  1872,  and  in  several  other  mechanical  periodicals,  it  is  unneces- 
sary to  describe  it  here ;  it  is  only  desirable  to  state  that  the  apparatus 
for  weighing  the  strains  consists  of  a  very  sensitive  platform  scale  of 
fifty  tons  capacity,  and  that  the  machine  was  built  after  a  long  expe- 
rience with  two  smaller,  similar  machines,  one  of  which  was  construct- 
ed by  the  writer  as  early  as  1867.  Experience  with  this  large  ma- 
chine in  operating  on  hundreds  of  specimens,  has  proved  it  to  be  ad- 
mirably adapted  for  accurate  research,  and  leaves  no  room  for  doubt 
as  to  the  correctness  of  its  indications. 

The  fixtures  between  which  the  stones  were  crushed  consist  of  hard- 
ened steel  hemispheres,  with  their  curved  surfaces  seated  in  corres- 
ponding cavities  made  in  steel  blocks,  which  are  fixed  in  the  testing 
machine.  These  hemispheres  can  rock  in  every  direction,  and  their 
flat  surfaces,  therefore,  accommodate  themselves  to  the  direction  of 
the  surfaces  of  the  specimens. 

Single  thicknesses  of  thin  *Mace"  leather  were  applied  between  the 
steel  and  stone  surfaces  to  ensure  uniform  distribution  of  the  pressure 
upon  the  specimen. 

The  pressure  was  in  all  cases  applied  to  those  surfaces  of  the  cubes 
which  were  parallel  with  the  natural  bed  of  the  stone. 

Table  1  gives  the  description  and  dimensions  of  each  specimen,  the 
strain  required  to  crush  it,  and  the  resistance  per  square  inch  deduced 
from  the  area  crushed  and  the  crushing  strain. 

*  From  Americaa  Society  of  Civil  Engioeere. 
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The  sides  of  the  cubes  and  their  dimensions  referred  to  in  the  table, 
columns  8,  4,  5  and  6,  are  indicated  by  letters,  as  shown  in  this  dia- 
gram. 

The  side  on  which  the  pressure  was  applied  is  shown 
in  each  case  in  the  table  bj  the  letter  in  the  sixth 
column.  The  area  of  the  surface  on  which  the  pres- 
sure was  given,  will  there  be  obtained  from  two  of  the 
three  dimensions  given  in  the  third,  fourth  and  fifth 
columns,  as  follows : 

(a)  Caxb) 

If  the  pressure  was  exerted  on  <    6  V  the  area  =  <  6  x  c  V 

Table  2  exhibits  a  resum^  of  the  results  of  all  the  tests,  grouped 
according  to  the  kind  of  stone  and  size  of  specimen ;  giving  the  mini- 
mum, average  and  maximum  resistance  per  square  inch  of  all  the  spe- 
cimens of  each  kind. 

All  the  specimens  failed  by  breaking  up  into  slender  prisms  and 
pyramids  whose  axes  were  normal  to  the  surfaces  on  which  the  pres- 
sure was  exerted.  Specimen,  No.  8  (Table  1),  split  into  four  parts 
with  a  strain  of  6,250  lbs.,  and  afterwards  sustained  an  additional  load 
of  5,210  lbs.,  without  other  indications  of  failure. 

Several  other  specimens  split  into  two  or  four  nearly  equal  parts, 
with  loads  somewhat  less  than  those  which  ultimately  produced  crushing. 

In  all  cases  the  strain  was  gradually  applied,  and  increased  to  the 
crushing  point  by  pouring  shot  into  the  apparatus  by  which  the  pres- 
sure is  produced. 

It  will  be  noticed  that  several  of  the  specimens  broke  with  strains  of 
even  thousands  of  pounds.  This  coincidence  probably  arises  from  the 
fact  that  it  requires  some  seconds  of  time  to  move  the  large  weight 
on  the  weigh-beam  of  the  testing  machine,  and  this  needs  to  be  moved 
for  every  two  thousand  pounds  increment  of  strain  (the  intermediate 
pressures  being  otherwise  indicated  at  the  beam).  While  this  change 
is  being  made,  the  strain  then  exerted  is  maintained  unaltered,  while 
at  other  times  the  strain  is  continually  though  slowly  increasing.  It 
is  reasonable  to  suppose  that  if  the  specimen  is  slowly  giving  way 
while  the  adjustment  of  the  weight  is  being  made,  opportunity  is  then 
given  for  it  to  yield  and  fail  at  the  pressure  then  on,  which  will  be  at 
some  certain  thousand  of  pounds ;  but  if  the  strain  had  been  slowly 
increasing  during  the  time  while  the  specimen  was  yielding,  the  indi- 
cation of  the  machine  would  have  been  a  few  pounds  higher. 

Hartford^  Ot.,  January^  1878. 
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d 

KIND  OF  STONB. 

Dimensions. 

il 

O    9 

o  5 

in  S. 

£?  1 

A 

"in. 
0.980 
1.000 
0.990 
0.S97 
1.000 
1.002 
1.000 
0  995 
0.984 
1.000 
1.002 
1.000 
0.997 
1.000 
1.002 
1. 000 
1.001 
1.005 
1.001 
1000 
1.000 
1.007 
0.995 
0.990 
1.007 
0.996 
1.002 
0.985 
0.992 
0.968 
0.996 
0.993 
1.002 
1.004 
1.001 
0.993 
0.999 
1.011 
1.005 
1.00.^ 
1.494 
1.476 
1.487 
1.489 
1.495 
1.489 
1.486 
1.475 
1.480 
0.993 
0.992 

B     '      C 

! 

3.5        •^  • 

1 
2 

White  Marble  from  Canaan,  Ct 

do.                   do.                

in.    1     in. 
0.990!    0.990 
0.9631    0.980 

lbs.     ;     lbs. 
4.810     4.958 
6,28oi    6,654 
6,OOo     5,060 
6,50o,    6,585 
6,OOo     5,010 
3,940     3,905 

3 
4 

do.                   do.                 .« 

do.                    do.                

0.998 
0.990 
0.998 
1.005 
1.005 
0.999 
0.998 
1.008 
1.005 
0.993 
0.995 
l.fjOO 
0.983 
1.004 
1.001 
0.996 
0.997 
1.004 
1.001 
1.000 
1.004 
1.007 
0.994 
1.005 
0.988 
0.998 
0.991 
0.9tf6 
1.002 

0.963 
0.992 
1.005 
1.004 
1.000 
0.998 
1.000 
1.004 
1.000 
0.995 
0.997 
0.985 
1.003 
0.997 
1.004 
1.001 
1.003 
0.987 
1.005 
1.005 
1.002 
1.006 
1.005 
0.998 
0.995 
1.000 
0.999 
1.0C9 
1.004 

5 
0 

White  Marble  from  Alford,  Mass 

do.                    do.                  

7 
8 
9 

do.                   do.                  

Blneisb  Marble  from  Lee,  Mass 

do.                   do.                  

5,99o     5,960 

11,460:11,528 

7.69o'    7,705 

10 

Granite,  from  Westerly,  R.  I 

do.                   do.         

19,OOo'  18,778 
15,700  15,590 

12 

13 

Granite,  from  Plymouth,  Ct 

do.                   do.           

8,5Co|    8,620 

10,350:10.412 

8,68o;    8.812 

9,69u     9.83« 

14 
15 

Granite,  from  Concord,  N.  H 

do.                   do.             

16 
17 

White  Marble,  from  Alford,  Mass 

Granite,  from  Quincy,  Mass 

6,000 

15,700 

13,000 

11,730 

14,000 

12,360 

12,900 

11,880 

11,380 

12,320 

16,000 

7,740 

8,350 

8,060 

9,000 

6,180 

6,800 

6,240 

8,260 

10,950 

10,220 

7,130 

6,500 

9,220 

9.320 

21,600 

19,250 

17,140 

22,000 

27,850 

21,300 

18,900 

30,460 

39,300 

12,800 

13  900 

6,976 
15,622 

18 

do.                   do.         

12.923 

19 

do.                   do.         

11,730 

20 

Granite,  from  Fox  Island,  Maine 

14,186 

?1 

do.                  do.                 

12,29> 

22 

do.                   do.                  

12,836 

23 
24 

do.                   do.                 

Granite,  from  Jonesboro,  Maine 

11,892 
11,233 

25 

do.                   do,                  

12,307 

26 

do.                   do.                  

16,952 

27 

OR 

Sandstone,  from  Amherst,  Ohio 

do.                   do.                  

7,463 
8  47T 

29 
30 
31 

do.                   do*                  

do.                   do.                 

do.                   do.                 

8,123 
8,965 
6,141 

^7 

Sandstone,  from  Portland.  Ct 

1.003!    1.006 

6,806 

33 
34 

do.                    do. 

0.985 
0.097 
1.001 
1.C06 

0.993 
0.996 
1.001 
0.998 

6,322 

do.                   do.              

8,262 

35 
36 

37 

do.                   do.              

10,928 

Sandstone,  from  NoTa  Scotia 

10,322 

do.                   do.              

0.997     1.005 
0.997     0.998 
0.998     0.998 
0.999*    0.996 
1.487     1.493 
1.483     1.493 
1.479     1.484 
1.488;    1.484 
1.484.    1.488 
1.486;    1.466 
1.478'    1.490 
1.485;    1.480 
1.476,    1.483 
0.998     0.9{'8 
0.9901    0.983 

7,168 

?R 

do.                   do. 

6,632 

39 

do,                   do.              

9,193 

40 

do.                   do.              

9.366 

41 
42 
43 

White  Statuary  Marble,  Carrara,  Italy.. 

White  Marble,  firom  Canaan,  Ct 

do.                   do.                  

9,723 
8,794 
7,793 

iii 

Sandstone   from  Windsor.  Ct 

9.929 

45 

12,663 

46 
47 
48 
49 
50 

White  Marble,  from  Derby,  Ct 

do                    do.              ......  ••.... 

9  777 
8,605 

RlnAiflh  Marble    from  Lee.  Mass 

13,963 

do.                    do.                   

White  Marble,  from  Lee,  Mass 

do                   do. 

17,954 
13,916 
13,972 
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KIND 

OP 

STONB. 


LOCALITY 

OP 

QUARRY. 


a    -^ 


.2  a 

Is 


Rebistanok  to 

Grdshimg 

PBB  Squabk  Inch. 


Mini-    Aver-    Maxi 
age. 


White   Marble.... 

do 

do 

do. 

Blueish   Marble.. 

do. 

Granite 

do 

do 

do 

do 

do 

SandBtone 

do 

do 

do 

Stataarj  Marble, 


Ganaan^  Ot 

do 

Alford,  Mass 

Lee,  Mass.... 

do. 

do 

Westerly,  R.  I 

Plymouth,  Ct 

CoDCord,  N.  H , 

Qaincy,  Mass 

Fox  Island,  Maine. 
Jonesboro,  Maine.. 

Portland,  Ot 

Amherst,  Ohio  .... 

Nova  Scotia 

Windsor,  Ot 

Carrara,  Italy 


n. 


lbs. 

4,958 

7,794 

3,905 

12,917 

7,705 

13,953 

15,591 

8,620 

8,812 

11,730; 

11,892| 

11,234; 

5,806 


6,14i; 
6,532 
9,930 


lbs. 

5,812 

8,294 

5,213 

13,444 

9,616 

15,953 

17,184 

9,516 

9,325 

13,425 

12,803 

13,164 

7,826 

7,832 

8,512 

11,241 

9,723 


lbs. 

6,585 

8,794 

5,976 

1.1,972 

11,528 

17,954 

18,778 

10,412 

9,838 

15,622 

14,185 

15,952 

10,928 

8,956 

10,322 

12,553 


APPENDIX. 

The   following  additional  communication  from   Mr.  Richards,  in 
reply  to  some  inquiries,  is  here  printed : 

With  reference  to  these  experiments  on  stones,  one  object  in  hav- 
ing the  specimens  made  of  two  different  sizes,  was  to  attempt  to  ascer- 
tain whether  the  size  would  affect  the  modulus  of  rupture.  It  was 
anticipated  that  the  larger  cubes  weald  give  the  higher  results,  and 
this  seems  to  be  the  fact.  But,  in  the  communication,  attention  was 
not  called  to  this  circumstance,  because  it  can  hardly  be  supposed  that 
reliable  average  results  can  be  obtained  from  a  test  of  only  two  speci- 
mens, and  there  were  no  more  than  two  of  the  large  specimens  of  any 
one  kind  of  stone.  This  doubt  would  apply  particularly  to  cases  where 
the  extreme  results  vary  so  greatly  as  those  in  question.  It  is  to  be 
noticed  in  the  tables  that  in  some  cases  the  minimum  modulus  for  the 
large  cubes  is  smaller  than  the  maximum  for  the  small  ones  of  the  ^ 
same  kind  of  stone. 

It  would  be  interesting  to  learn  where  the  limit  is,  when  an  increase 
of  the  size  of  the  specimen  ceases  to  affect  the  modulus  derived  from 
the  experiments.     But  I  imagine  that  this  limit  would  vary  with  the 
Vol.  LXV.— TeiBD  Sbeies.— No.  5.— May,  1878,  24 
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different  kinds  of  stone,  and  that  the  solution  of  the  question  would 
require  a  testing  apparatus  of  considerable  capacity.  That  the  rela- 
tive proportions  of  the  specimens  be  made  to  correspond  with  those  of 
stones  commonly  used  in  practical  work,  is  undoubtedly  important, 
and  ought  to  be  carried  out.  It  seems  probable,  however,  that  even 
in  this  case,  the  thickness  of  the  experimental  piece  ought  to  be  con- 
siderable, say  at  least  one  and  a  half  inches  for  some  kinds  of  stone, 
and  this  would  involve  a  large  area  to  be  crushed,  and  consequently 
require  the  application  of  great  strains. 

The  more  any  one  makes  test  of  the  strength  of  materials,  the  more- 
he  realizes  the  importance  of  being  able  to  test  large  samples,  and  of 
having  powerful  testing  machines,  such  as  Kirkaldy's. 

Since  this  communication  was  prepared,  my  attention  has  been 
called  to  experiments  made  by  the  Commission  of  1851,  on  marbles, 
&c.,  for  the  United  States  Capitol  Extension  (see  Architect's  report, 
accompanying  the  President's  message,  82d  Congress,  2d  Session, 
1862.) 

This  Commission  discovered  the  somewhat  remarkable  fact  that  the 
effect  of  pieces  of  sheet  lead  placed  between  the  stone  samples  and  the 
steel  surfaces  of  the  testing  apparatus,  was  to  occasion  the  failure  of 
the  specimen  with  about  half  the  load  it  would  sustain  if  pressed  di- 
rectly by  the  steel  surfaces ;  that  is,  with  the  steel  and  stone  surfaces 
in  contact. 

Now,  in  my  experiments,  thin  leather  was  used  between  the  stone- 
and  steel  surfaces  as  stated.  This  leather  must  have  become  practi- 
cally rigid  under  the  pressure  it  sustained,  as  seems  to  be  proved  by 
the  way  the  specimens  broke  up  into  numerous  slender  pyramids,  and 
by  the  friable  character  of  the  whole  substance  of  the  fractured  parts,, 
which  can  in  most  instances  be  crushed  to  powder  between  the  fingers. 
These  conditions  of  the  broken  pieces  seem  to  indicate  that  the  pres- 
sure was  applied  in  a  way  that  caused  all  parts  of  the  specimens  ta 
fail  at  the  same  time,  which  must  be  the  case  when  steel  surfaces  are- 
applied  fairly  to  the  stone.  With  lead  interposed,  the  circumstances 
are  different,  because  this  metal  retains  iti^  sotfness  at  such  pressurea 
as  those  in  question^ 
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THE  MEXICAN  METHOD  OF  MAKING  HARD  LIME  FLOORS.* 

By  Gen.  Thbo.  G.  Ellis,  C.  £. 

Some  years  since,  the  writer  had  occasion  to  visit  Northern  Mexico, 
to  examine  and  work  some  silver  mines  ;  and,  while  passing  through 
the  Mexican  villages,  noticed  the  exceedingly  hard  and  polished  lime 
floors  and  roofs  of  the  houses. 

In  the  village  of  Salinas,  where  our  party  remained  some  three 
weeks,  the  horses  passed  daily  through  the  house  into  the  inner  court- 
yard over  one  of  these  floors  without  leaving  an  indentation,  or  in- 
juring it  in  any  way.  Some  time  after,  having  occasion  to  construct 
some  buildings  at  La  Yguana  mines,  an  attempt  was  made  to  imitate 
these  floors  and  roofs.  Attributing  the  peculiar  hardness  and  smooth- 
ness of  the  floors  to  the  inherent  good  qualities  of  the  lime  used,  no 
inquiries  were  made  as  to  the  Mexican  method  of  working.  A  good 
quality  of  limestone  was  selected  and  calcined  in  the  ordinary  way. 
Shortly  after  burning  it  was  slaked  to  a  dry  powder,  and  afterwards 
used  as  required.  A  floor  was  laid  with  a  foundation  of  about  three 
inches  of  broken  stone,  over  which  was  evenly  spread  about  two  inches 
of  mortar,  formed  of  two  parts  of  clean  sharp  sand,  and  one  of  lime. 
The  lime  was  ^'fat,*'  swelled  greatly  in  slaking,  and  was  not  at  all 
hydraulic. 

The  floor,  made  as  above,  was  a  total  failure.  At  the  end  of  four 
weeks  the  leg  of  a  chair  would  indent  it.  As  soon  as  the  surface  was 
damaged  it  began  to  crumble ;  and  soon  broke  up.  It  would  proba- 
bly have  been  about  as  hard  as  our  ordinary  lime  mortar  if  allowed 
to  set  a  sufficient  length  of  time  before  being  used. 

Knowing  that  the  Mexicans  used  the  same  materials  with  better 
success,  their  superior  skill  was  called  into  requisition  to  lay  all  the 
remaining  floors  and  roof  of  the  same  building.  They  used  the  same 
sort  of  lime  and  sand  in  about  the  same  proportions,  and  upon  the 
same  kind  of  foundation.  The  result  was  a  floor  as  hard  and  smooth 
as  a  piece  of  polished  marble,  that  a  horse  could  trot  upon  without 
injury. 

A  brief  account  of  the  method  of  making  these  floors  may  not  be 
uninteresting. 

The  limestone  used  was  a  hard,  compact  blue  material,  in  some 
places  sufficiently  hard  to  strike  fire  on  the  drills  used  in  running  a 

*  From  American  Society  of  Ci?il  Eogiaeers. 
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drift  through  it  for  mining  purposes.  It  often  contains  iron  pyrites 
in  small  proportion.  This  was  calcined  in  kilns  cut  out  of  a  very 
soft  limestone,  that  likewise  is  found  in  that  section  of  country,  and 
which  on  account  of  its  whiteness  and  softness  is  called  ^'  cal  leche." 
I  believe  it  is  never  used  for  making  lime  by  the  Mexicans. 

After  calcination  the  lime  was  removed  from  the  kilns  and  slaked 
as  soon  as  cool.  Some  of  it  was  used  within  a  day  or  two,  and  some 
remained  a  month  or  more  in  barrels.  All  the  work  made  with  it 
seemed  to  be  equally  good. 

In  making  the  floors,  a  layer  of  broken  limestone,  three  or  four 
inches  thick,  was  first  laid  evenly  over  the  surface  of  the  ground.  The 
stone  being  about  the  usual  size  for  macadamizing  roads  ;  over  this  a 
mortar  of  about  two  parts  of  sand  to  one  of  lime  was  carefully  and 
evenly  spread  to  the  thickness  of  one  and  a  half  to  two  inches  ;  this 
was  allowed  to  remain  for  about  twenty- four  hours,  or  until  the  sur- 
face had  become  quite  dry.  It  would  probably  take  longer  in  this 
climate,  where  the  air  possesses  a  greater  amount  of  moisture  than  in 
Mexico. 

The  floor  was  then  thoroughly  pounded  all  over  with  a  tool  com- 
posed of  a  block  of  wood  about  a  foot  square  and  three  inches  thick, 
having  a  handle  rising  from  the  middle,  so  that  a  man  could  stand 
while  using  it.  The  whole  surface  was  beaten  over  with  this  ram 
until  it  was  again  as  soft  and  moist  as  when  first  laid.  This  opera- 
tion of  ramming  brought  the  water  in  the  mortar  to  the  surface  so  as 
to  form  a  layer  of  semi-fluid  substance  on  top. 

The  floor  was  again  allowed  to  dry,  and  again  beaten  over  each 
day  for  about  a  week,  when  the  operation  brought  only  a  slight 
amount  of  moisture  to  the  surface. 

Immediately  after  the  last  pounding  the  whole  surface  was  pow- 
dered with  a  thin  layer  of  red  ochre,  evenly  sifted  on,  and  then  pol- 
ished as  follows  : 

A  smooth,  nearly  flat,  water-worn  stone,  a  little  larger  than  the 
fist,  was  selected  from  the  bed  of  the  stream  which  ran  through  the 
place,  and  with  this  the  whole  floor  was  laboriously  gone  over,  rubbing 
down  and  leaving  the  surface  of  the  lime  as  smooth  as  a  piece  of  pol- 
ished stone  ;  the  red  of  the  ochre  rendering  it  of  a  rich  brown  color. 

In  less  than  a  week  the  floors  made  in  this  way  were  sufiBciently 
hard  to  bear  the  weight  of  a  horse  without  indentation. 

Roofs  were  made  in  the  same  manner  without  the  coloring  matter, 
which  was  added  only  to  give  the  floors  a  better  tint  than  the  gray  of 
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the  mortar.  These  roofs  were  perfectly  water-proof,  and  were  unaf- 
fected by  sun  or  rain. 

In  the  city  of  Monterey,  sidewalks  in  the  principal  streets  are  made 
in  the  same  manner,  and  some  of  them  have  lasted  for  years,  wearing 
through  like  a  block  of  stone. 

The  great  durability  and  strength  of  these  floors  and  roofs  is  en- 
tirely owing  to  the  pounding  operation  above  described,  as  the  same 
materials  were  tried  in  the  ordinary  way  without  success. 

The  writer  has  not  had  occasion  to  make  use  of  this  process  in  this 
climate,  but  gives  a  description,  hoping  that  it  may  be  of  value  to 
others  who  may  have  occasion  to  lay  floors  of  lime  in  architectural  or 
engineering  works.  He  has  never  heard  of  this  method  being  em- 
ployed in  this  country  ;  although  it  seems  singular  that  it  should  be 
used  so  generally  by  a  neighboring  nation,  and  be  wholly  unknown 
to  our  builders. 

APPENDIX. 

The  following  correspondence,  growing  out  of  the  above,  is  here 
printed  : 
From  EsTBVAN  A.  Fubrtbs/G.  E.,  Member  of  the  Society. 

A  paper  read  before  the  Society,  upon  a  Mexican  method  of  con- 
solidating mortars,  described  as  of  extreme  hardness,  suggested  to  my 
mind  that,  perhaps,  its  author  might  be  mistaken  in  attributing  its 
main  durability  and  hardness  to  the  slow  system  of  consolidating  the 
road-bed  and  its  cover. 

My  doubts  have  grown  out  of  the  circumstance  that  the  author  says 
(without  seeming  to  attach  much  importance  to  the  fact),  that  ochre 
or  a  similar  pigment,  was  mixed  with  the  mortar. 

I  think  that  the  coloring  matter,  believed  to  be  of  secondary  im- 
portance, is  the  main  ingredient  which  determines  the  superiority  of 
the  cement  described ;  and  instead  of  its  being  ochre,  it  was  under- 
burnt  brick  dust. 

If  I  am  not  the  one  who  is  mistaken,  the  consideration  of  this  sub- 
ject will  bring  up  for  discussion  the  method  of  obtaining  a  cheap  and 
superior  cement,  that,  I  believe,  has  not  been  used  much  in  this 
country. 

The  Hydraulic  Engineer  has  much  need  of  studying  the  causes 
which  induce  the  *^  setting  of  mortars,"  because  it  is  almost  certain 
that  the  resistance  of  such  materials  as  bricks,  limes  and  cements, 
depends  upon  their  conditions  of  crystallization. 

I  am  aware  of  only  two  methods  of  hardening  the  silicates  usually 
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employed  in  hydraulic  works,  viz.,  the  gradual  chemical  change  (crys- 
tallization in  the  slow,  humid  way,  as  in  submerged  foundations,  etc.), 
and  the  quick  vitrification  under  the  influence  of  intense  heat,  as  em- 
ployed in  brick -making. 

It  is  notorious  that  under-burnt  brick  resists  very  badly  the  influ- 
ence of  atmospheric  wear,  especially  near  salt  water.  I  have  crum- 
bled in  my  hand  an  under-burnt  brick,  one  year  after  its  exposure  to 
the  sea  spray,  and  gunpowder  was  manufactured  from  the  nitrate  of 
potassa  formed  upon  its  porous  substance ;  but  the  same  clay  burned 
with  chalk,  making  a  double  salt  of  carbonate  of  lime  and  silicate  of 
alumina,  or  rather  a  sub-crystalline  double  silicate  of  lime  and  alum- 
ina, after  being  ground,  made  a  cement  susceptible  of  receiving  a 
splendid  lustre,  and  withstood  the  action  of  the  spray  and  of  the 
waves  without  apparent  change. 

Both  the  limestone  and  the  brick  had  been  used  separately  as  build- 
ing material  in  a  burying  ground  near  the  sea  shore,  where  the  ex- 
periments were  conducted  in  1861.  Eighteen  months  of  exposure 
for  the  Mone  and  twelve  months  for  the  brick,  were  suflicient  to  ren- 
der both  materials  useless ;  but  when  burnt,  ground  and  mixed,  they 
stood  much  better  than  the  finest  and  distinctly  crystalline  marbles. 

At  the  end  of  three  years,  or  more  than  the  sum  of  the  times  of 
durability  of  each  material,  I  left  the  place  where  the  experiments 
were  made,  and  then  the  cement  had  not  changed  where  the  surface 
had  been  left  rough,  nor  tarnished  where  it  had  been  polished. 

A  cement  called  ''  Revocado"  by  Spanish  Engineers  is  made  by 
mixing  in  several  proportions  fat  limes  with  sand  and  under-burnt 
brick  dust.  The  usual  proportions  are  measured  by  equal  volumes 
of  the  three  materials  ;  but  when  the  cement  is  to  be  used  for  stop- 
ping roof  leaks,  cementing  cellars,  or  where  blows  upon  the  cement 
are  not  anticipated,  the  proportion  of  sand  is  greatly  diminished,  and 
even  suppressed  altogether. 

The  Spanish  learned  the  compounding  of  this  cement  from  the  Bis- 
cayans  probably ;  and  I  doubt  if  the  Romans  had  anything  to  do  with 
its  introduction  in  Spain,  because  the  ruins  of  ancient  water  channels 
with  "revocado"  exist  in  the  Basque  provinces,  where  neither  Ro- 
mans nor  Moors  ever  penetrated.  The  Biscayans,  in  their  turn,  are 
the  most  ancient  people  with  whom  we  are  acquainted,  it  being  pro- 
bable that  they  preceded  the  Phoenicians. 

I  have  seen  Spanish  '^  revocado  "  in  Mexico,  and  it  is  natural  to 
suppose  that  the  Spaniards  introduced  the  art  in  that  country  during 
the  Conquest. 
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Now,  may  it  not  be  possible  that  the  ochre  referred  to  by  Gen. 
Ellis  is  only  powdered  brick,  used  to  make  the  excellent  and  hard 
^'revocado?" 

The  description  given  of  the  method  of  consolidating  the  mortar, 
«to.,  and  even  the  employment  of  wooden  compressors,  explain  ac- 
curately the  process  still  followed  in  Spanish  countries  to  form  the 
floorings  of  plazas,  public  walks,  etc; 

In  many  cases,  immediately  before  the  cement  becomes  set,  its 
surface  is  polished  with  a  smooth  cobble  stone  until  it  acquires  a  high 
and  lasting  lustre. 

From  Gin.  Ellis,  in  reply  to  the  above  : 

Haying  read  the  remarks  of  Mr.  Fuertes  upon  my  recent  paper 
relating  to  hard  lime  floors,  I  apprehend  that  he  did  not  give  sufficient 
attention  to  the  process  therein  described. 

In  no  case  was  the  red  pigment  mixed  with  the  lime  and  sand,  as 
he  supposes,  but  was  solely  used  for  a  surface  coloring  after  the  hard- 
ening process  was  completed.  Roofs  and  sidewalks  of  equal  hardness 
were  also  made  by  the  same  process  of  successive  poundings  without 
the  coloring  matter,  and  finished  by  polishing  in  the  same  manner  as 
the  colored  floor?. 

The  pigment  used  upon  the  floors  was  not  brick  dust,  but  a  red 
«arth  found  in  the  vicinity,  probably  a  fine  clay  colored  with  sesqui- 
oxide  of  iron.  Bricks  were  not  used  in  that  part  of  the  country ; 
^^  adobes'*  taking  their  place  in  building. 

It  will  thus  be  seen  that  the  material  of  which  the  described  floors 
and  roofs  were  made  was  not  the  same  as  the  ^^revocado*'  used  in 
Spain  and  Southern  Mexico,  described  by  Mr.  Fuertes.  Is  not  the 
term  revocado  essentially  the  same  in  meaning  as  the  more  common 
Castilian  word  revoque,  one  being  the  participle  and  the  other  the 
noun  corresponding  to  the  Spanish  verb  revoear^  the  nearest  English 
equivalent  to  which,  in  an  engineering  sense,  is  to  roicgh  cast.  This 
implies  an  admixture  of  coarse  material  in  the  mortar.  '^  Revoque  " 
was  known  to  the  Romans  as  ^^parietis  linimentum.'" 

Mr.  Fuertes,  is,  I  think,  in  error  when  he  attributes  any  rapidity 
of  setting,  greater  hardness  when  set,  or  improved  hydraulic  quali- 
ties, to  the  mixture  of  burnt  or  underburnt  brick  in  any  proportions 
with  lime.  The  experiments  of  Smeaton  show  conclusively  that  the 
only  gain  is  the  slight  amount  of  moisture  that  the  brick  will  absorb 
from  the  lime  and  favor  its  drying. 
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The  only  way  in  which  hydraulic  properties  can  be  given  to  a  com- 
pound of  silicate  of  alumina  and  carbonate  of  lime  is  by  burifing  them 
together  after  being  mixed,  as  in  the  production  of  artificial  cement. 
This  is  exactly  what  was  done  in  the  case  Mr.  Fuertea  recounts ;  clay 
and  chalk  were  burned  together,  and  if  in  proper  proportions  would 
form  an  excellent  artificial  cement.  It  is  not  remarkable  that  neither 
should  be  a  good  building  material  by  itself. 

If  the  "  revocado**  of  the  Spanish  possesses  any  quick  setting  or  hy- 
draulic qualities,  it  is  probably  not  owing  to  the  admixture  of  common 
brick,  but  to  some  qualities  of  the  lime,  or  perhaps  what  Mr.  Fuertea 
has  taken  to  be  brick  was  artificial  ^^  trass,"  formerly  much  used^ 
which  was  burned  like  brick,  and  when  added  to  mortar,  gave  it  hy- 
draulic properties. 

I  think  it  highly  probable  that  the  process  of  pounding  ordinary 
lime  mortar  for  many  successive  days  in  order  to  give  it  hardness, 
and  afterwards  polishing  the  surface,  originally  came  from  Spain  to 
Mexico,  and  is  probably  an  ancient  practice.  The  only  matter  of 
surprise  is  that  it  has  not  become  more  generally  known  and  used. 
Note  by  the  Printing  Committee. 

Is  this  '^pounding  process  "  of  the  Mexicans  anything  more  than 
a  simple  yet  effectual  method  of  freeing  the  mortar  of  its  surpht^ 
ti^a^er,  and  thereby  insuring  a  condition  in  which  the  lime  can  pass  to 
a  crystalline  carbonate,  at  the  same  time  compacting  the  whole  mass 
into  the  best  possible  state  ? — Vide  '^  Transactions  "  of  this  Society^ 
No.  X. 


A  Chemical  Experiment. — A  very  pretty  experiment,  the  uses 
for  which  may  be  judged  by  our  readers,  can  be  arranged  as  follows : 
Dissolve  about  500  grains  of  nitrate  of  lead  in  six  fluid-ounces  of 
water,  permit  the  same  to  stand  until  any  turbidity  may  have  sub- 
sided, and  decant  off  the  clear  supernatant  liquid,  or,  if  convenient^ 
filter  the  solution.  Place  the  last  in  the  position  where  it  is  intended 
it  shall  remain,  and  drop  into  it  a  few  long,  fibrous  particles  of  sal 
ammoniac.  Small  crystals  of  chloride  of  lead  begin  to  form,  and 
ascend  through  the  liquid,  presenting  the  appearance  of  an  ascending 
snow  storm.  When  the  lead  is  all  precipitated  the  crystals  of  chloride 
begin  to  descend,  forming,  in  their  descent,  grotesque  masses  resem- 
bling a  winter  landscape.  If  the  vessel  containing  the  reagents  is 
not  disturbed,  it  often  presents  its  beauty  for  a  week  or  two. 
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COMBUSTION  IN  COMPRESSED  AIR. 

By  p.  Collinowood,  0.  E. 

Read  before  the  Lyceum  of  Natural  History,  New  York,  Feb.  10,  1873. 

In  bringing  np  this  subject  at  the  present  time,  I  do  not  know  that 
I  can  offer  any  positive  results ;  it  is  done  rather  with  the  hope  that 
the  discussion  which  may  ensue  may  help  to  harmonize  those  which 
appear  to  be  conflicting. 

The  observations  made  in  the  St.  Louis  caisson  were  at  first  reported 
as  showing  a  decided  increase  in  energy  and  amount  of  combustion  aa 
the  air-pressure  was  increased.  Quite  recently,  however,  in  the 
Franklin  Institute  *^  Journal,''  the  statement  is  made  that  this  was  a 
mistake,  and  that  there  was  no  increase. 

In  the  caissons  of  the  East  River  bridge  there  was  an  admirable 
opportunity  to  test  the  question ;  but  the  engineers  considered  the 
fact  that  there  was  practically  an  increase  to  be  a  settled  one,  and  the 
only  facts  they  have,  therefore,  bearing  upon  the  question  were  inci- 
dentally  obtained  while  experimenting  in  another  direction. 

The  fact  of  imperfect  combustion  of  candles  and  other  hydro-car- 
bons when  in  compressed  air  was  universally  acknowledged,  and  the 
great  annoyance  from  the  smoke  caused  thereby,  very  early  in  the 
progress  of  the  work,  led  to  experiments  with  a  view  of  removing,  or 
at  least  alleviating  the  nuisance. 

The  first  experiments  were  made  with  great  care  by  Col.  W.  H. 
Paine.  He  tried  various  oils,  common  candles,  and  the  adamantine 
candles,  so  called,  of  the  sise  known  as  coach  candles.  The  latter 
are  composed  of  stearin,  and  are  quite  uniform  in  manufacture.  They 
are  1^  inch  in  diameter,  and  weigh  three  to  the  pound. 

No  measurement  was  made  of  the  oils  consumed ;  but  at  only  eight 
pounds  pressure  above  the  atmosphere  he  noticed  a  very  decided  in- 
crease in  the  amount. 

Of  the  two  kinds  of  candles  the  results  compared  very  closely,  but 
as  he  recorded  only  the  figures  taken  in  connection  with  the  coach 
candles,  these  remarks  are  necessarily  restricted  to  them. 

The  elements  noted  were  pressures  of  the  air  in  the  caisson  (that 
above  being  taken  at  16  lbs.),  temperatures  and  quantities.  In  deter- 
mining quantities,  the  lengths  burned  in  a  given  time  were  noted,  and 
the  average  of  a  number  of  experiments  was  taken.     From  these  the 
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time  required  to  barn  a  pound  was  deduced,  and  from  this  in  turn  the 
relative  consumption  as  compared  with  that  in  open  air  of  the  same 
temperature. 

The  results  obtained,  when  tabulated,  are  as  follows : 


No.  of 
Experi- 
ment. 

AbflolBte 
Presiure. 

Time  of 
barning 
1  lb.  of 
candles. 

Relative 

Con- 
samption. 

Tempe- 
rature. 

Square  root 
of  Pressure. 

Ratios  of 
square  roots 
of  Pressure. 

1 
2 
3 

Open  air  =  15  Iba. 
23 
25 

32  hoarg 

27 
25} 

1- 

II854. 

1-256— 

8OO 
80» 
80* 

3-873 
4*796 
5000 

1- 

1-239 

1-291 

4 
5 

Open  air  =  16 
46 

28 
16 

1- 
1-76 

88» 
88* 

3-873 
6782 

1- 
1-751 

Candles  carried  about,  at  the  time  of  experiment  No.  2  (the  pressure 
being  8  pounds  above  the  atmosphere)  would  burn  at  the  rate  of  a 
pound  in  18  hours,  and  In  a  still  less  time  when  the  pressure  was 
increased.  This  shows  a  waste  of  one-third  from  flaring  of  the  flame 
when  in  motion. 

The  effect  of  increased  temperature  in  the  open  air  is  shown  by 
experiments  1  and  4,  although  these  were  made  with  different  lots  of 
candles. 

Comparing  experiments  4  and  5  shows  an  increase  in  consumption 
of  75  per  cent,  by  increasing  the  pressure  of  the  air  to  three  atmos- 
pheres. 

Comparing  1  and  S  shows  an  increase  of  about  18  per  cent,  in  con- 
4Sumption  for  60  per  cent,  increase  of  pressure. 

Unfortunately,  the  series  of  experiments  is  too  incomplete  to  allow 
the  establishment  of  a  law  of  increase ;  but  I  found  by  trial  that  the 
ratio  given  in  the  4th  column  compared  quite  closely  with  that  given  in 
the  7th.  In  other  words,  the  amount  of  consumption  at  various  pres- 
sures is  approximately^  at  least,  as  the  square  roots  of  those  pressures. 

Independent  of  theoretical  considerations,  this  result  is  of  value  as 
a  practical  fact,  which  gives  a  ready  rule  for  determining  the  amount 
of  supplies  needed  in  any  similar  case.  It  would  have  been  of  great 
value  to  us  as  a  check  upon  "stealage '*  and  waste,  had  we  known  it 
in  advance. 

Whether  more  refined  experiments  may  prove  the  opposite  of  these 
results  to  be  true,  such  facts  as  those  which  follow  were  certainly  mat- 
ters of  common  observation,  viz.,  the  instant  relighting  of  a  candle 
when  blown  out,  for  a  number  of  times  in  succession  (in  the  St.  Louis 
caisson  it  was  done  20  times) ;  the  quick  ignition  of  even  a  woolen 
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garmeDt,  if  brought  momentarily  in  contact  with  a  flame ;  a  cigar 
bursting  into  a  flame  in  ordinary  smoking  (although,  as  the  engineers 
were  not  smokers,  they  have  this  from  hearsay  only). 

The  question  will  next  be  asked,  what  precautions  were  taken 
against  error  in  these  observations  ? 

1st.  Differences  of  temperature,  above  and  below,  were  carefully 
guarded  against. 

2d.  Air-currents  were  entirely  prevented,  the  tests  being  made  in 
the  centre  of  a  chamber,  100  x  26  feet,  in  which  at  the  time  no  work 
was  progressing,  and  the  air  supply  was  at  least  20  feet  away. 

3d.  Impurity  of  the  air  was  impossible.  The  total  air  space  in 
the  chamber  was  at  least  130,000  cubic  feet,  and  the  air  was  entirely 
changed  at  least  once  every  1^  hour,  and  often  in  less  time. 

4th.  Lack  of  homogeneity  of  materials.  This  was  guarded  against 
«8  far  as  possible  by  always  taking  candles  from  the  same  boxes. 

5th.  Possible  effects  of  excess  of  moisture  in  the  air  of  caissons. 
This  could  not  be  prevented.  The  precess  of  condensation  develops 
«o  much  heat,  that  a  spray  of  water  has  to  be  thrown  into  each  air 
compressor  constantly,  to  prevent  heating  of  the  machinery. 

6th.  It  is  submitted  as  a  suggestion,  whether  a  test  by  **  standard' ' 
candles,  owing  to  the  fineness  of  the  wick,  might  not  lead  to  error, 
from  the  fact  that  the  capacity  of  the  wick  is  not  increased  by  press- 
ure. The  only  experiments  made  with  these  were  by  Prof.  Seely, 
who  reports  but  about  5  per  cent,  increase  of  consumption  at  46  lbs. 
pressare,  and  attributes  the  discrepancy  tb  this  cause. 

An  experiment  made  with  alcohol  at  the  same  pressure  and  88^ 
temperature,  tends  to  confirm  this  view.  The  lamp  had  a  loose  cot- 
ton wick,  ^'^  in  diameter,  and  burned  in  the  caisson  8iz  cubic  inches 
per  hour,  and  in  the  open  air  two  cubic  inches.  Here  we  have,  then, 
standard  candles  increasing  5  per  ct.  only ;  stearine  candles,  with  wicks 
not  so  nicely  adjusted,  increasing  75  per  cent.;  and  alcohol,  the  most 
limpid  of  all  and  most  readily  carried  by  capillary  attraction,  increas- 
ing 200  per  cent.  It  will  be  noted  that  in  the  latter  case  the  con- 
sumption was  almost  directly  proportional  to  the  pressures. 

Another  difference  noted  in  the  case  of  alcohol  was  that  the  flame 
in  the  caisson  was  entirely  changed  in  appearance ;  being  no  longer 
blue,  but  of  a  white  color,  giving  about  three-fourths  as  much  light  as 
a  coach  candle. 

Unfortunately,  on  comparing  the  cost  of  candles  and  alcohol,  mak- 
ing full  allowance  for  waste,  the  latter  was  found  to  be  at  least  twice 
as  great  as  the  former.     It  is  quite  probable  that  a  slight  carbonis  in 
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of  the  flame  would  have  increased  the  light,  thus  diminishing  cost  with* 
out  causing  smoke,  the  amount  of  carbonizing  being  graduated  to  suit 
the  pressure. 

.  A  serious  objection  might  arise,  howeyer,  from  the  possible  danger 
of  using  so  inflammable  a  substance  in  a  confined  space. 

As  a  final  resort  for  light  in  both  caissons  the  street  gas  was  intro- 
duced, and,  to  guard  against  accident  from  explosion,  it  was  made  one 
man's  constant  duty  on  eyerj  watch  to  attend  to  its  lighting,  regulat- 
ing, turning  off,  &c.  This  did  admirable .  service  in  the  Brooklyn 
caisson,  where  the  pressures  were  light ;  but  in  the  New  York  caisson^ 
after  reaching  about  20  pounds  pressure  above  the  atmosphere,  the 
gas-lights  began  to  smoke  fearfully. 

Following  up  the  idea,  that  the  cause  of  the  smoke  was  a  lack  of 
ventilation  of  the  flame — in  other  words,  of  circulation  of  the  air 
around  it — it  occurred  to  me  that  if  the  gas  could  be  spread  more,  or 
thrown  out  in  a  thinner  sheet,  the  light  would  be  improved.  For  this 
purpose  the  eize  of  the  burners  was  reduced  from  a  six-foot  fish-tail 
to  a  two-foot  bat-wing,  of  the  kind  known  as  the  ^^  excavated  tip." 
The  result  was  entire  freedom  (for  the  time)  from  smoke,  less  gas 
burned,  and  a  better  light.  At  about  28  pounds  pressure  a^bove  at* 
mosphere  these  smoked  badly,  and  were  exchanged  for  one-foot  burn* 
ers  of  the  same  pattern.  The  latter  answered  a  good  purpose  up  to 
the  close  of  the  work. 

In  this  experience  there  arises  an  incidental  proof  of  the  fact  that 
the  energy  of  combustion  was  increased,  which  is  this  : 

The  excess  of  pressure  at  the  burners  under  which  the  gas  waa 
consumed  was  fully  two  inches  of  water,  and  I  am  informed  that  it 
would  be  impoaaible  to  get  any  light  from  a  burner  in  the  open  air 
under  such  pressure,  one-half  inch  being  the  best  pressure  in  most 
cases.  An  argand  burner  gives  the  best  light  at  only  fifteen-hundredths 
of  an  inch  pressure.  At  any  less  than  two  inches  in  the  caisson, 
however,  the  light  was  poor,  and  at  half  an  inch  the  lights  would  go 
out. 

This  measurement  was  made  near  the  centre  of  the  caisson,  but  I 
am  satisfied  that  many  of  the  lights  burned  at  still  higher  pressures. 

This  completes  the  record  and  discussion  of  experiments ;  and  it 
remains  only  to  be  shown  that  when  a  flame  is  exposed  to  pressure 
its  relations  to  the  surrounding  air  are  essentially  changed,  and  that 
we  might  reasonably  expect  a  change  in  the  energy  of  combustion. 

Turn  a  moment,  if  you  please,  to  the  fundamental  relations  of  mag* 
nitude,  viz.,  volume^  eurfaee,  linear  dimeneiam.     Volumeey  in  bodies 
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of  similar  form,  are  said  to  vary  as  the  cubes  of  similar  lines,  and  «t«r- 
faces  of  the  same  bodies  as  the  squares  of  the  same  lines. 

Sappose,  then,  we  have  volumes  (flames,  if  jou  please)  having  diam- 
eters 1,  2,  3,  4.  Their  surfaces  will  be  as  1,  4,  9,  16,  and  their  vol- 
umes as  1,  8,  27,  64. 

Manifestly,  then,  if  we  diminish  a  volume,  we  by  no  means  dimin- 
ish the  corresponding  surface  in  the  same  ratio.  A  volume  one-half 
the  size  of  64  would  be  32,  but  its  surface  would  be  considerably  more 
than  half  of  16  ;  and  in  order  to  obtain  it,  we  must  multiply  16  by 
the  square  of  the  cube  root  of  }. 

Turn  next  to  the  consideration  of  flame  itself.  In  ordinary  com- 
bustion for  purposes  of  illumination  a  hydro-carbon  in  the  form  of 
liquid  is  carried  up  along  a  wick  by  capillary  attraction.  Meeting 
the  point  where  combustion  is  progressing  it  is  distilled.  The  gases 
and  vapors  evolved  have  a  tension  exactly  equal  to  that  of  the  sur- 
rounding air.  If  the  temperature  of  the  flame  be  increased,  with  no 
increase  of  combustion,  the  flame  would  tend  to  expand  in  size.  If 
the  pressure  of  the  air  be  diminished  the  flame  would  tend  to  expand 
also.  On  the  contrary,  if  temperature  be  diminished  and  pressure 
increased  the  flame  would  diminish  in  size. 

Again  :  if  the  flame  be  diminished  in  size  by  condensation,  suppos- 
ing no  increase  in  combustion,  the  temperature  will  necessarily  in- 
crease, from  the  simple  fact  of  condensation.  In  every  case,  there- 
fore, there  will  be  somewhere  a  balance  between  these  opposing  ten- 
dencies. 

Bat  we  have  not  yet  decided  the  cause  of  the  flame  assuming  pri- 
marily any  specific  volume.  This  manifestly  will  be  reached  when 
the  flame  has  expanded  sufficiently  to  allow  the  chemical  combination 
of  its  distilled  gases  with  the  oxygen  of  the  air  to  progress  at  its  sur- 
face as  rapidly  as  these  gases  are  distilled  by  the  heat  of  the  flame. 

Now,  to  apply  these  principles,  let  us  prepare  a  table  as  follows, 
'Using  the  pressures  noted  in  the  previous  table : 


Absolate  preuurea. 


Yolames  of 

gases  by 

Marriotte's  law. 


Sarfaces.  Deduced 
by  taking  }  power 
of  the  YolumeB. 


Ratios  of  surfaces  to 

correspondiDg 

Tolumes. 


15 
23 
25 
46 


1     =1- 
^4  =  0-652 
if  =  0-6 
il  =  0-326 


1- 

0-752 
0-711 
0-474 


1- 

1-153 
1-185 
1-453 
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The  law  that  under  a  constant  temperature  the  volumes  of  gases^ 
vary  inversely  as  their  pressures,  gives  at  once  the  second  columiL 
from  the  first,  for  the  volume  of  the  same  quantity  of  gas  under  the 
different  pressures  named. 

If  these  various  volumes  have  similar  forms,  as  in  the  case  of  » 
flame,  then  manifestly  they  will  have  turfaces  as  in  the  third  column. 

Taking  next  the  ratio  of  each  surface  to  its  corresponding  volume,, 
we  get  the  fourth  column,  and  we  have  arrived  at  this  result : 

That  the  surface  of  a  flame,  in  proportion  to  its  volume,  will  be 
nearly  half  greater  under  three  atmospheres  of  pressure  than  under 
one ;  this  being  under  the  condition  of  an  invariable  temperature,  and 
supposing  that  no  other  considerations  modify  the  result. 

Admitting  these  suppositions,  and  remembering  that  every  part  of 
this  additional  surface  is  three  times  as  rich  in  oxygen,  it  is  at  once 
evident  that  the  facility  for  the  chemical  forces  to  act  is  increased  ;. 
and  we  would  expect  increased  energy  of  combustion,  increased  tem> 
perature,  and  conBeguerUly  an  increase  of  distillation  and  consump- 
tion of  material. 

Some  of  the  modifying  considerations  are  as  follows : 

Loss  of  heat  by  radiation  and  convection,  nitrogen  also  beipg  pre- 
sent in  increased  proportion. 

The  varying  rapidity  with  which  the  various  substances — wax,  alco- 
hol, &c. — will  be  carried  by  a  wick. 

A  technical  point  may  be  made,  also,  as  to  whether  carbon  passing 
off  as  lampblack  can  be  said  to  be  consumed.  As  to  this,  it  is  sufli- 
cient  to  say  that  it  U  consumed,  from  the  practical  point  of  view,  at 
least  it  has  to  be  paid  for. 

It  is  with  much  hesitation  that  the  views  expressed  in  this  paper 
have  been  advanced,  more  especially  as  the  author  has  not  the  leisure 
necessary  to  give  them  careful  thought,  or  to  make  farther  experi- 
ments. 

They  may  be  proven  to  be  entirely  erroneous,  but  he  trusts  they 
may  help  in  some  degree  to  a  clearer  knowledge  of  the  subject  dis- 
cussed. 


Digitized  by  VjOOQ IC 


Lovering — On  Sympaihetie  Vibrations^  etc.  351 

ON  SYMPATHETIC  VIBRATIONS,  AS  EXHIBITED  IN  ORDINARY 

MACHINERY. 

Bt  Joseph  Lovbbino,  of  Cambridge,  Mass. 

At  the  meeting  of  this  Association  in  Burlington,  I  showed  some 
experiments  in  illustration  of  the  optical  method  of  making  sensible 
the  vibrations  of  the  column  of  air  in  an  organ-pipe.  At  the  Chicago 
meeting,  I  demonstrated  the  way  in  which  the  vibrations  of  strings 
could  be  studied  by  the  eye  in  place  of  the  ear,  when  these  strings 
were  attached  to  tuning-forks  with  which  they  could  vibrate  in  sym- 
pathy ;  substituting  for  the  small  forks,  originally  used  by  Melde,  a 
colossal  tuning  fork,  the  prongs  of  which  were  placed  between  th& 
poles  of  a  powerful  electro-magnet.  This  fork,  which  interrupted  the 
battery  current,  at  the  proper  time,  by  its  own  motion,  was  able  to 
put  a  heavy  cord,  thirty  feet  in  length,  in  the  most  energetic  vibra- 
tion, and  for  an  indefinite  time.  I  propose,  at  the  present  time,  to 
speak  of  those  sympathetic  vibrations  which  are  pitched  so  low  as  not 
to  come  within  the  limits  of  human  ears,  but  which  are  felt  rather 
than  heard,  and  to  show  how  they  may  be  seen  as  well  as  felt. 

All  structures,  large  or  small,  simple  or  complex,  have  a  definite 
rate  of  vibration,  depending  on  their  materials,  size  and  shape,  and 
as  fixed  as  the  fundamental  note  of  a  musical  cord.  They  may  also 
vibrate  inpartSy  as  the  cord  does,  and  thus  be  capable  of  various  in- 
creasing rates  of  vibration,  which  constitute  their  harmonics.  If  one 
body  vibrates,  all  others  in  the  neighborhood  will  respond,  if  the  rate 
of  vibration  in  the  first  agrees  with  their  own  principal  or  secondary 
rates  of  vibration,  even  when  no  more  substantial  bond  than  the  air 
unites  a  body  with  its  neighbors.  In  this  way,  mechanical  disturb- 
ances, harmless  in  their  origin,  assume  a  troublesome  and  perhaps  a 
dangerous  character,  when  they  enter  bodies  all  too  ready  to  move  at 
the  required  rate,  and  sometimes  beyond  the  sphere  of  their  stability. 

When  the  bridge  at  Oolebrooke  Dale  (the  first  iron  bridge  in  tho 
world)  was  building,  a  fiddler  came  along  and  said  to  the  workmen 
that  he  could  fiddle  their  bridge  down.  The  builders  thought  this 
boast  a  fiddle-de-dee,  and  invited  the  itinerant  musician  to  fiddle 
away  to  his  heart's  content.  One  note  after  another  was  struck  upon 
the  strings  until  one  was  found  with  which  the  bridge  was  in  sympa- 
thy. When  the  bridge  began  to  shake  violently,  the  incredulous 
workmen  were  alarmed  at  the  unexpected  result,  and  ordered  the 
fiddler  to  stop. 
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At  one  time,  considerable  annoyance  was  experienced  in  one  of  the 
mills  in  Lowell,  because  the  walls  of  the  building  and  the  floors  were 
violently  shaken  by  the  machinery  ;  so  much  so  that,  on  certain  days, 
a  pail  of  water  would  be  nearly  emptied  of  its  contents,  while  on  other 
•days  all  was  quiet.  Upon  investigation  it  appeared  that  the  building 
shook  in  response  to  the  motion  oif  the  machinery  only  when  that 
moved  at  a  particular  rate,  coinciding  with  one  of  the  harmonics  of 
the  structure ;  and  the  simple  remedy  for  the  trouble  consisted  in 
making  the  machinery  move  at  a  little  more  or  a  little  less  speed,  so 
as  to  put  it  out  of  time  with  the  building. 

We  can  easily  believe  that,  in  many  cases,  these  violent  vibrations 
will  loosen  the  cement  and  derange  the  parts  of  a  building,  so  that  it 
may  afterwards  fall  under  the  pressure  of  a  weight  which  otherwise  it 
was  fully  able  to  bear,  and  at  a  time,  possibly,  when  the  machinery  is 
not  in  motion ;  and  this  may  have  something  to  do  with  such  acci- 
dents as  that  which  happened  to  the  Pemberton  milh  in  Lawrence. 
Large  trees  are  uprooted  in  powerful  gales,  because  the  wind  comes 
in  gusts;  and  if  these  gusts  happen  to  be  timed  in  accordance  with 
the  natural  swing  of  the  tree,  the  effect  is  irresistible.  The  slow 
vibrations  which  proceed  from  the  largest  pipes  of  a  large  organ,  and 
which  are  below  the  range  of  musical  sounds,  are  able  to  shake  the 
walls  and  floors  of  a  building  so  as  to  be  felt,  if  not  heard,  thereby 
furnishing  a  background  of  noise  on  which  the  true  musical  sounds 
may  be  projected. 

We  have  here  the  reason  of  the  rule  observed  by  marching  armies 
when  they  cross  a  bridge,  viz.,  to  stop  the  music,  break  step  and  open 
column,  lest  the  measured  cadence  of  a  condensed  mass  of  men  should 
urge  the  bridge  to  vibrate  beyond  its  sphere  of  cohesion.  A  neglect 
of  this  rule  has  led  to  serious  accidents.  The  Brou^hton  bridge,  near 
Manchester,  gave  way  beneath  the  measured  tread  of  only  sixty  men 
who  were  marching  over  it.  The  celebrated  engineer,  Robert  Steph- 
enson, has  remarked'*'  that  there  is  not  so  much  danger  to  a  bridge, 
when  it  is  crowded  with  men  or  cattle,  or  if  cavalry  are  passing  over 
it,  as  when  men  go  over  it  in  marching  order.  A  chain-bridge  crosses 
the  river  Dordogne  on  the  road  to  Bordeaux.  One  of  the  Stephen- 
sons  passed  over  it  in  1815,  and  was  so  much  struck  with  its  defects, 
although  it  had  been  recently  erected,  that  he  notified  the  authorities 
in  regard  to  them,  A  few  years  afterwards  it  gave  way  when  troops 
were  marching  over  it.f 

*  Edin.  PhU.  Joarn.,  ▼,  p.  255.  f  Smith's  Life  of  StepheDson,  p.  390. 
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A  few  years  ago,  a  terrible  disaster  befel  a  battalion  of  French  in- 
fantry while  crossing  the  suspension  bridge  at  Anglers,  in  France. 
Reiterated  warnings  were  given  to  the  troops  to  break  into  sections, 
as  is  usually  done.  Bat  the  rain  was  falling  heavily,  and,  in  the 
hurry  of  the  moment,  the  orders  were  disregarded.  The  bridge,  which 
was  only  twelve  years  old,  and  which  had  been  repaired  the  year  be- 
fore at  a  cost  of  $7000,  fell,  and  two  hundred  and  eighty  dead  bodies 
were  found,  besides  many  who  were  wounded.  Among  the  killed  or 
drowned  were  the  chief  of  battallion  and  four  other  officers.  Many 
of  the  guns  were  bent  double,  and  one  musket  pierced  completely 
through  the  body  of  a  soldier.  The  wholesale  slaughter  at  the  bridge 
of  Beresina,  in  Russia,  when  Napoleon  was  retreating  from  Moscow, 
in  1812,  and  his  troops  crowded  upon  the  bridge  and  broke  it,  fur- 
nishes a  fitting  parallel  to  this  great  calamity. 

When  Galileo  set  a  pendulum  in  strong  vibration  by  blowing  on  it 
whenever  it  was  moving  away  from  his  mouth,  he  gave  a  good  illus- 
tration of  the* way  in  which  small  but  regularly  repeated  disturbances 
grow  into  consequence.  Tyndall  tells  us  that  the  Swiss  muleteers  tie 
up  the  bells  of  the  mules,  for  fear  that  the  tinkle  should  bring  an 
avalanche  down.  The  breaking  of  a  drinking-glass  by  the  human 
voice,  when  its  fundamental  note  is  sounded,  is  a  well-authenticated 
feat ;  and  Chladni  mentions  an  innkeeper  who  frequently  repeated 
the  experiment  for  the  entertainment  of  his  guests  and  his  own  profit. 
The  nightingale  is  said  to  kill  by  the  power  of  its  notes.  The  bark 
of  a  dog  is  able  to  call  forth  a  response  from  certain  strings  of  the 
piano.  And  a  curious  passage  has  been  pointed  out  in  the  Talmud, 
which  discusses  the  indemnity  to  be  claimed  when  a  vessel  is  broken 
by  the  voice  of  a  domestic  animal.  If  we  enter  the  domain  of  music, 
there  is  no  end  to  the  illustrations  which  might  be  given  of  these 
sympathetic  vibrations.  They  play  a  conspicuous  part  in  most 
musical  instruments,  and  the  sounds  which  these  instruments  produce 
would  be  meagre  and  ineflfective  without  them. 

In  the  case  of  vibrations  which  are  simply  mechanical,  without  being 
audible,  or  at  any  rate  musical,  the  following  ocular  demonstration 
may  be  given.  A  train  of  wheels,  set  in  motion  by  a  strong  spring 
wound  up  in  a  drum,  causes  a  horizontal  spindle  to  revolve  with  great, 
velocity.  Two  pieces  of  apparatus  like  this  are  placed  at  the  oppo- 
site sides  of  a  room.  On  the  ends  of  the  spindles  which  face  one 
another  are  attached  buttons  about  an  inch  in  diameter.  The  two 
ends  of  a  piece  of  white  tape  are  fastened  to  the  rims  of  these  buttons. 
Vol.  LXV.— Third  Sewib.— No.  6.— May,  1873.  26 
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When  the  spindles,  with  the  attached  buttons,  revolve,  the  two  ends 
of  the  tape  revolve,  and  in  such  directions  as  to  prevent  the  tape  from 
twisting,  unless  the  velocities  are  different.  Even  if  the  two  trains 
of  wheels  move  with  unequal  velocities,  when  independent  of  each 


iH. 


►tt^ 


other,  the  motions  tend  to  uniformity  when  the  two  spindles  are  con- 
nected by  the  tape.     Now,  by  moving  slightly  the  apparatus  at  one 
end  of  the  room,  the  tape  may  be  tightened  or  loosened.     If  the  tape 
is  tightened,  its  rate  of  vibration  is  increased,  and,  at  the  same  time, 
the  velocity  of  the  spindles  is  diminished  on  account  of  the  greater 
resistance.     If  the  tape  is  slackened,  its  rate  of  vibration  is  less,  and 
the  velocity  of  the  spindles  is  greater.   By  this  change  we  can  readily 
bring  the  fundamental  vibration  of  the  tape  into  unison  with  the  ma- 
chinery, and  then  the  tape  responds  by  a  vibration  of  'great  ampli- 
tude, visible  to  all  beholders.     If  we  begin  gradually  to  loosen  the 
tape,  it  soon   ceases  to  respond,  on  account  of  the  twofold  effect  al- 
ready described,  until  the  time  comes  when  the  velocity  of  the  ma- 
chinery accords  with  the  first  harmonic  of  the  tape,  and  the  latter 
divides  beautifully  into  two  yibrating  segments  with  a  node  at  the 
middle.     As  the  tension  slowly  diminishes,  the  different  harmonics 
are  successively  developed,  until  finally  the  tape  is  broken  up  into 
numerous  segments  only  an  inch  or  two  in  length.     The  eye  is  as 
much  delighted  by  this  visible  music  as  the  ear  could  be  if  the  vibra- 
tions were  audible ;  and  the  optical  demonstration  has  this  advantage. 
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that  all  may  see,  while  few  have  musical  ears.  A  tape  is  preferred 
to  a  cord  in  this  experiment,  because  it  is  better  seen,  and  any  acci- 
dental twist  it  may  acquire  is  less  ^troublesome.  The  wood-cuts  on 
the  opposite  page  represent  the  apparatus  used,  drawn  on  a  scale  of 
one  inch  to  five  inches. 


SOME  PARTICULARS  IN  RELATION  TO  COTTON  AND  COTTON 
MANUFACTURES,  CHRONOLOGICALLY  ARRANGED.* 

Bt   Mr.  Samuel  Batgheldbr. 

The  earliest  patent  granted  in  Great  Britain  for  any  import- 
ant improvement  in  manufacturing  was  that  to  John  Kay,  for 
the  invention  of  the  fly  shuttle.  May  26,        ...         .     1733 

The  first  machinery  for  spinning,  of  which  we  have  any  sat- 
isfactory account,  was  that  invented  by  John  Wyatt,  soon  after 
1730,  and  which  was  patented  in  the  name  of  Lewis  Paul, 
June  24, 1788 

A  patent  for  carding  machinery,  in  which  is  described  the 
cylinder  card,  as  first  used  by  hand,  was  granted  to  Lewis 
Paul,  August  30, 1748 

A  second  patent  for  spinning  machinery  was  granted  to 
Lewis  Paul,  June  29, 1758 

The  invention  of  the  drop-box  by  Robert  Kay,  by  means  of 
which  filling  of  different  colors  could  be  used  with  the  fly- 
shuttle,        1760 

According  to  Guest,  the  spinning-jenny  was  invented  by 
Thomas  Highs,. 1764 

The  invention  is  also  claimed  by  James  Hargraves,  who  took 
a  patent  for  it,  June  12, 1770 

Arkwright's  first  patent  for  spinning  machinery,  July  8,     .     1769 

Act  of  Parliament  to  prohibit  the  exportation  of  machinery,     1774 

Second  patent  to  Arkwright,  including  Carding,  Drawing 
and  Spinning,  was  granted  December  16,       ...         .     1775 

Patent  to  Robert  Peele^  for  Carding,  Roving  and  Spinning, 
February  18, 1779 

Mule  spinning  invented  by  Samuel  Crompton  (riot  patented)     1779 

James  Watt  took  his  first  patents  for  improvements  in  steam 

engine,  March  12, 1782 

Subsequent  patents  in  1784  and  1785. 

*Froin  the  Balletin  of  the  National  AssociatioQ  of  Wool  Mann  fact  arers. 
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Power-loom  invented  by  Edmund  Cartwright,  first  patent, 

April  4, 17»5 

Subsequent  patentr,  1786,  1787,  1788. 

Arkwright's  patents  declared  void, 1785 

Cylinder  printing  was  patented  by  Thomas  Bell,  July  17, 
1783,  and  introduced  in  Lancashire, 1785 

Bleaching  by  oxymuriatic  acid  was  discovered  in  France  by 
Berthollet, 1785 

And  introduced  at  Manchester  "practically  •         .         .     1788 

Legislature  of  Massachusetts  made  a  grant  to  Robert  and 
Alexander  Barr  to  aid  them  in  building  machinery  for  spin- 
ning cotton, .     1786 

First  machinery  for  spinning  cotton  put  in  operation  in 
France, 1787 

Grant  to  Thomas  Somers  by  the  Legislature  of  Massachu- 
setts, to  aid  him  in  completing  machines  for  spinning,    .         .     1787 

First  cotton  factory  built  in  the  United  States  at  Beverly, 
Massachusetts,     .        .        « 1787 

Some  spinning-jennies  were  put  in  operation  in  Philadelphia 
and  Providence, 1788 

Commencement  of  the  cultivation  of  Sea  Island  cotton  in 
Georgia,  from  Pernambuco  seed, 1789 

Samuel  Slater  came  to  this  country,  and  was  employed  at 
New  York,  where  he. said  they  had  in  operation  one  carding 
engine  and  two  spinning-jennies,  at  the  close  of  the  year,       .     1789 

Slater  came  to  Providence,  Rhode  Island,  and  began  build- 
ing a  cotton  factory, ' .         .         .     1790 

In  which  they  commenced  spinning  early  in        •         .         .     1791 

Cotton  gin  invented  by  Eli  Whitney  in  1793,  and  patented 
March  14, •        .     1794 

Cotton  mill  built  by  Slater  and  others  at  Pawtucket,  Mas- 
sacMisetts, 1798 

First  cotton  mill  and  machinery  in  Switzerland,         .         .     1798 

First  spinning  machinery  in  Saxony,         ....     1799 

Water-mill  at  Beverly,  Massachusetts,  with  Arkwright  ma- 
chinery,       1802 

First  cotton  mill  in  New  Hampshire  commenced  at  New  Ips- 
wich in  1803,  and  went  into  operation  ;        .        .        .        .     1804 

Second  mill  at  Pawtucket,  Massachusetts,  .         .        .     1805 

Mill  at  Pomfret,  Connecticut, 1806 
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After  the  patents  for  a  power-loom  to  Edmund  Cartwright, 
several  other  patents  were  taken  by  other  parties,  some  of 
which  went  into  partial  operation,  but  none  with  any  success, 
until  the  invention  of  the  dressing-frame  by  Radcliff  and 
Ross,  with  the  assistance  of  Thomas  Johnson.  Guest  gives 
the  date  of  this  invention  1808,  Baines  in  1804.  One  of 
the  patents  to  Thomas  Johnson  was  issued  Feb.  28,  1803, 
and  another  June  2,  1804 ;  and  a  mill  for  weaving  was  built 
at  Manchester  in  1806,  which  may  be  considered  the  date  of 
the  successful  commencement  of  power-loom  weaving,  1806 

Mill  built  at  Smithfield,  Rhode  Island,  by  John  Slater,       .     1807 

Mill  built  at  Watertown,  Massachusetts, 1807 

Second  cotton  mill  in  New  Hampihire  at  New  Ipswich,       .     1808 
Norfolk  cotton  factory  at  Dedham,  incorporated,  .     1808 

First  cotton  mill  in  Maine,  at  Brunswick,  .  .     1809 

Mill  at  Dorchester,  Massachusetts,  incorporated,  .     1811 

Incorporation  of  Boston  Manufacturing  Company,  known 

as  Waliham  Company^ 1818 

Power-looms  in  operation  at  Waltham,  being  the  first  in  the 

United  States, 1814 

William  Gilmore  emigrated  to  this  country,  .     181 5 

And  put  the  crank-loom  in  operation  in  Rhode  Island,  .         .     1817 
First  cotton  factory  built  at  Lowell,  .         .         .         .         .     1822 
Self-acting  mule  patented  by  Richard  Roberts,  March  29,  .     1825 
First  cotton  mill  at  Lawrence,  Massachusetts,     .         .         .     1849 
There  is  so  much  uncertainty  and  inaccuracy  as  to  the  dates  of 
many  improvements  and  inventions  in  cotton  machinery  in  the  ac- 
counts given  by  Guest,  Kennedy,  Baines  and  others,  who  seem  to 
have  copied  one  another's  errors,  instead  of  correcting  them,  that  I 
have  referred  for  the  dates  of  all  patented  improvements  to  the  col- 
lection of  ^*  Specifications  of  Inventions  from  March  2,  1617,  to  Oc- 
tober 1,  1852,''  in  Great  Britain,  contained  one  hundred  and  sixty 
volumes  of  text,  and  three  hundred  and  ten  volumes  of  plates,  a  copy 
of  which  may  be  found  in  the  Boston  Library. 
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SOME  PARTICULARS  IN  RELATION  TO  WOOL  AND  WOOLEN  MANU. 
FACTURES,  CHRONOLOGICALLY  ARRANGED.* 

By  Editor  op  Bvllbtik  op  N.  A.  W.  M. 

The  export  of  wool  from  England,  first  prohibited 
of  Edward  III,     .    • 

The  stocking-frame,  invented  by  William  Lea, 

Sheep  introduced  at  Jamestown,  Virginia, . 

And  first  brought  to  Boston  in  . 

The  first  fulling-mill  erected  at  Rowley,  ^lassachusetts,  by 
"  Mr.  Roger's  people,  who  were  the  first  that  set  upon  making 
cloth  in  this  Wetftern  world," 1643 

Exportation  of  wool  from  England  definitely  prohibited,      .     1660 

Which  prohibition  continued  until 1825 

The  fly-shuttle  first  used  by  woolen  weavers,  and  used  very 
little  by  weavers  of  cotton  until  1760,  invented  by  John  Kay,     1733 

The  first  ram  let  by  Mr.  Bakewell,  the  improver  of  the  Eng- 
lish Leicester  sheep,  in 1760 

Spanish  merino  sheep  introduced  into  Saxony  by  the  Elec- 
tor,       1765 

Merinos  introduced  into  Hungary  by  Maria  Theresa,  .     1775 

Merinos  imported  from  Spain  to  France,    .         .         .'        .     1776 

A  French  manufacturer  announced  that  he  had  carded  wool 
with  success  on  a  cotton  carding-machine  in  .         .         .         .     1783 

The  first  machine  for  spinning  wool  was  tried  at  Dolphin 
Holme,  England,  .         .         .         .         ...         .         .     1784 

Merinos  introduced  at  Rambouillet,  France,  by  Daubenton,  in     1786 

The  first  woolen  factory  established  and  conducted  advanta- 
geously in  America,  erected  in  that  portion  of  Newbury,  Mas- 
sachusetts, known  as  By  field  Parish, 1714 

The  first  carding-machine  for  wool  put  in  operation  in  the 
United  States,  constructed  under  the  supervision  of  John  and 
Arthur  Schofield, 1794 

Carding-machine  erected  by  Arthur  Schofield,  at  Pittsfield, 
Massachusetts, 1800 

The  fabric  called  French  merino,  introduced  by  Dauphinot 
Pallotan,  at  Rheims,  France, 1801 

The  first  merinos  known  to  have  left  full-blood  descendants, 

*  From  the  Balletin  of  the  National  Associi^tiou  of  Wool  Maaafaptarerv* 
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introduced  to  United  States  by  Col.  Humphreys,  the  Ameri- 
can minister  to  Spain,  on  his  return  from  his  embassy,  in        .     1802 

Oray  mixed  broadcloth  made  at  Pittsfield,  and  sold  in  New 
York  as  foreign,  .         • 1804 

Importations  by  Wm.  Jarvis  of  nearly  4,000  merinos,  1809  to  1810 

The  first  bale  of  wool  came  to  England  from  Australia  in    .     1810 

Card  clothing  machine  invented  by  Elijah  Smith,  of  Walpole 
Mass.,  and  patented  by  Whittemore,     .       •.         .         .         .     1810 

The  loom  for  weaving  figured  fabrics  called  Jaquard,  invent- 
ed by  Joseph  Maria  Jaquard  in 1811 

Machine  for  shearing  cloth,  called  a  machine  with  helicoidal 
shears,  introduced  into  France  by  George  Bass,  of  Boston,  in     1812 

The  largest  manufactory  of  fine  cloths  in  New  England,  the 
Middletown  Manuf.  Co.,  made  daily  30  to  40  yards  of  broad- 
cloth, which  sold  by  the  piece  at  $9  to  $10  per  yard,  in  .     1812 

Shoddy  first  introduced  at  Batley,  England,  about      •         .     1813 

The  Pittsfield  Wool  Manufacturing  Company,  Lemuel  Pom- 
eroy  &;  Co.,  incorporated, 1814 

The  Qlenham  Wool  Manufacturing  Company  Mill  erected 
in  Dutchess  County,  New  York 1814 

The  principle  of  helicoidal  shears,  introduced  by  Bass,  adop- 
ted by  Collier,  of  Paris,  in 1817 

Saxony  merinos  introduced  into  [Jnited  States  under  impulse 
of  wool  tariff,  maintaining  an  almost  undisputed  ascendancy 
for  about  fifteen  years, 1824 

Mousselines  de  laine  made  a  fine  wool  for  printing,  intro- 
duced at  Troixville,  France, 1826 

The  invention  of  William  Goulding,  dispensing  with  the  billy 
and  obtaining  the  endless  roll,  patented         ....     1826 

The  knitting-frame  first  operated  by  power  at  Cohoes,  New 
York,  by  Egbert  Egberts, 1832 

Mousseline  de  laine  with  cotton  warps  introduced  in  France,     1833 

Fancy  cassimeres  invented  by  Bonjean  at  Sedan,  France,  •     1834 

Machine  for  burring  wool  invented,  and  first  successfully 
used  by  Michael  H.  Simpson,  of  Boston,  Mass.,     .         .         .     1834 

The  manufacture  of  shoddy  from  felted  cloths,  first  under- 
taken on  a  grand  scale  at  Batley,  Yorkshire,         .         .         .     1840 

Automatic  weaving  of  ingrain  carpets  invented  by  E.  B. 
Bigelow,  of  Boston, 1842 

The  mechanical  comber  for  drawing  out  the  fibre  at  both 
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ends  of  the  lock  of  fibrous  material,  patented  by  Joshua  Heil- 

man,  of  France, 1845 

Silesian  merinos  introduced  in  the  United  States  by  William 

Chamberlain, 1851 

Circular  knitting-machine  inyented  by  John  Pepper,  .        .     1851 
The  first  Mousselines  de  laine  made  at  the  Pacific  Mills, 

Lawrence,  Massachusetts, 1858 

Wool-comber  used  for.  carpet-wools  invented  by  Michael  H. 

Simpson, 1854 

Impulse  given  to  the  worsted  industry  of  the  United  States 

by  the  Reciprocity  Treaty  of 1864 

Aniline  dyes  introduced  commercially  by  Perkins  in  .  .  1857 
Plain  bareges  for  printing,  introduced,  ....  1858 
Worsted  braids  first  made  in  United  States  in  .  .  .  1860 
National  Association  of  Wool  Manufacturers  founded,  .  1864 
National  Wool  Growers  Association  founded,  .  .  .  1865 
Alliance  between  the  Wool  Growers  and  Wool  Manufactur- 
ers of  United  States  established  at  Syracuse  Conyention  of 

December  13, 1865 

Wool  and  woolen  tariff  founded  on  joint  recommendation  of 
wool  growers  and  wool  manufacturers, 1867 


Copper  for   Oas-Fipes. The  employment  of  gas-pipes  eon. 

structed  of  copper  or  bronze  has  occasionally  led  to  serious  accidents 
from  the  explosion  of  the  cupro-acetylene  which  is  formed  in  them  by 
the  action  of  the  acetylene  contained  in  the  gas  on  the  copper. 

The  acetylene  is  one  of  the  impurities  of  ordinary  coal-gas,  though 
it  can  be  obtained  in  larger  quantity  by  lowering  a  Bunsen  burner 
until  it  retreats  to  the  base  of  the  lamp,  and  then  leading  the  products 
obtained  into  an  ammoniacal  solution  of  cuprous  chloride.  Acetylene 
mixed  with  air,  and  in  presence  of  moisture,  rapidly  attacks  metallic 
copper,  and  the  metal  becomes  covered  with  a  black  deposit,  which 
explodes  violently  when  heated. 

This  compound  is  readily  decomposed  by  hydrochloric  acid,  and  the 
suggestion  is  made*  that,  by  occasionally  filling  such  pipes  with  this 
acid,  permitting  them  to  remain  thus  filled  for  a  few  minutes,  and  then 
washing  out  with  hot  water,  the  dangerous  compound  which  may  have 
accumulated  by  the  long-continued  action  of  illuminating  gas  may  be 
effectually  removed. 
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The  Wharton  R.R.SafetySwitch. 

MAIN  TRACE  MBBOEEN  AND  OONTINUOIIS. 

In  use  by  the  Pennsylvania  R.  R. ;  Phila.,  Wilmington  & 
Bait.  R.  R  ;  Northern  Central  R.  R. ;  Camden  &  Amboy 
R.  R. ;  Bait  &  Potomac  R.  R. ;  Chesapeake  &  Ohio  R.  R. ; 
New  Orleans,  Jackspn  &  Great  Northern  R.  R. ;  New  Orleans, 
Mobile  &  Texas  R.  R. ;  Lake  Superior  &  Missouri  R.  R. ; 
Louisville  &  Nashville  R.  R. ;  Spuyten,  Duyirl  &  Port  Mor- 
ris R.  R. ;  New  Haven  &  Northampton  R.  R. ;  and  others. 

For  Circulars,  Drawings  and  other  information 
Apply  to 

THE  WHARTON  R.  R.  SWITCH  Ct), 

IVo.  28  SOUTH  THIRD  STRXSIEST^ 

Ornamental  and  Flam  Iron  FenoeSj  Bailings,  Window  Ouards, 
Vases,  Fountains!  Iron  BedsteadSi  etc.|  eto. 

WICKERSHAM'S  AMOICAN  OIL  FEEDER. 

For  oiling  Journals  of  Shafting.  Maohlnary,  Engines,  Cara,  LooaaPnllaya.  etc. 
The  A.  0.  F.  has  thus  far,  daring  seven  years,  proved  itself  to  be  the  moat  re- 
liable and  economical  Oil  Feeder  in  use. 

J.  B.  WICEESSHAM  &  SONS,  Manufacturers, 

1003  BIBOE  AVENUE,  Oifice  408  JV.  TENTH  STREET, 

PHILADKI-.PHIA. 

Scro  roft  CiaovLABS. 
N.  B.— Id  the  manufacture  of  Iron  Railing  J.  B.  W.  has  an  experience  of  25  years.    16  years  in 
New  York  City. 


W.    KUEBLKR.  F.    SBELHORST. 

Kueblep  &  Mhoret, 


MANUFACTURERS    OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

No.  27  South  Eighth  Street,  cor.  Jayne, 

Batnuice  on  Jajrae  Street* 

PHILADELPHIA. 

We  call  the  attention  of  Engineers  to  our  Patented  Improvement  on  lelet  opea 

Jan.  '73  —1  yr. 
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THE 

BAIIiEOAB  fiAZiTTl» 

PUBLIBHED   AT 

UO  and  112  MADISON  STBEET,  CHICAOO, 

By  A.N.  KEiLLOGG, 

Is  a  WEEKLY  ILLUSTRATED  JOURNAL  of  TwerU^four  PageB, 
ai large  08  those  of  " Every  Saturday" 

It  contains  a  Complete  Begobd  of  Railroad  News: — the  pro- 
gress of  new  roads ;  elections  and  appointments  of  officers ;  contracts 
to  let  and  to  be  let ;  sammaries  of  annual  reports ;  illustrated  descrip- 
tions of  railroad  improvements ;  articles  both  original  and  selected  on 
railroad  operation  and  civil  and  mechanical  engineering,  and  discuasions 
of  the  relations  of  railroad  companies  to  the  communitj.      ^  - n^  ^      -^ 

This  journal  is  prepared  especially  for  stockholders,  directors  and 
officers  of  railroads,  and  all  railroad  employees.  Price,  $4.00  per  annum^ 
in  advance. 

JOHN  L.  ENOWLTON, 

ENGINEER,  UILLWRIGHT  AND  UACHINIST, 

SHARON  HILL,  DEL.  CO.,  PA. 

MANUVAOTUREB  OF 

Portable  and  Stationary  Steam  ENGINES  and  BOILERS: 

Voiselen  and  Safe  EoistiBg  Engines  for  all  poxposes. 

ALSO   ALL   KINDS   OF 

Saw  MIU,  Planing  MiU  and  Floor  BfUl  Maohinaiy. 

Sole  Manufacturer  of  Enowlton's  Pateut  Bevel  Scroll  Saw,  for  Sawing  Ship  Timbera 

Also  Knowl ton's  Patent  Beyel  Circular  Saw,  for  Sawing  Ship  Plank  to  the 

curve  and  bevel.    Enowlton's  Improved  power  setting  Circular 

Saw  Mill,  for  sawing  lumber  of  all  description, 

GaUy  Gang  and  Mulay  Saws.    MUl  and  Scroll  Saws  made  to  order^ 
BarHcular  aUention  paid  to  Bepairing. 

Jan.  *73— 1  yr. 
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The  Best  Nautical  Newspaper  in  the  World, 

Published  Every  Saturday^ 
AT    83    SOUTH  ST., 


nSTETW  iTOie^K:. 


CISCTTLATES  — 


In  orer  200  ship  yards,  50  machine  shops,  55  vessels  of  war,  30  rev- 

enne  cutters,  in  all  the  navy  yards  and  stations,  on  board  nearly 

200  yachts,  150  steamboat  ofSces,  and  reaches  over  2000 

ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Cominerce,    Navigation,    Ship  -  Building, 

MARINE  ENGINEERING,  YACHTING, 
The  Navy  Bevenue  and  Mercantile  Marine, 

And  treatt  of  Nautical  Maitera  generally. 


Subscription,  95>00  a  year,  in  advance      Advertising  rates  sent  on 
application. 

8«nd  for  Baupl*  Copy. 


EDITOR  AND  PROPRIEOR. 
P.  O.  Box,  4778. 

Oet.  '72— lyr. 
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Mathematical,  Optical 

AND 

Dividers,  Bow  Pens, 

Drawing  Pens,  Scales, 

Surveying  Compasses, 

Surveying  and  Engineer's  Transits, 
Levels,  Chains, 

Linen  and  Steel  Tape  Measures. 

Spectacles,    Lenses,    Microscopes,   Spy   Glasses,   Opera  Glasses,    MirrorSi 

Magic  Lanterns  and  Pictures. 

Thermonrteters,  Electric  Machines,  Air  Pumps,  Globes,  Magnetic  Apparatus 

Ruhmkorff  Coils,  Geissler  Tubes,  &c.,  &c.  made  and  inrtported  by 

Qataloffues  furnished  for  10  oents  eaoh. 

Dr.  F.  A.  GENTH 

Consulting  &  Analytical  Chemist^ 

AND 

MINERALOGIST, 

Uniyersity  of  Pennsylvania,  34th  and  Locust  St., 
W.  PHILADELPHIA,  PA. 

Assays  and  analysis  of  ores,  minerals^  mineral  and  other  waters,  guanoes,  ma- 
nures, soils,  &c.,  promptly  and  carefully  made. 

Examinations  of  all  natural  and  artificial  products. 

Adyice  and  opinions  given  in  patent  and  other  legal  cases,  in  which  chemical 
questions  are  involved. 

(Lata  Chief  Bnginaar  of  the  Philadelphia  Wat«r  Works.) 

]Vo.  4L31    Ri»LOX2   SXRKEX, 

PHILADELPHIA,    PA. 

Water  Works  constmcted,  Swots  and  Sstimates  made,  ])rawiBg8  and  Spedfiea- 
tlons,  and  all  kinds  of  BTditnlio  Machinery  and  Materials  famished. 

Jan.  '73—1  yr. 
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J'owndWl  hj  Profeaor  Silliman  in  1818,  and  now  Aum^ring  100  ▼•!«!•«•, 
in  two  Seriei  of  60  Tolnmei  each. 

JSditors  and  Proprietors: — Professors  SiLLlMAN  and  Dux  A. 
AssocicUe  Editors: — Professors  Okay  and  Gibbs  of  Cambridge, 
and  Nbwton,  Johnson,  Bkush  and  Ybkkill  of  Tale. 

DeYOted  to  Chemistry,  Physics,  Greology,  Mineralogy,  Natural 
History,  Astronomy,  Meteorology,  etc. 

A  Thibd  Sekies  in  MONTHLY  numbers,  making  two  toI- 
nmes  a  year  of  about  450  pages  each,  from  January,  1871.  Sub- 
scription price,  (6.00  a  year,  or  50  cents  a  number. 

A  few  complete  sets  on  sale  of  the  first  and  second  series. 

Address 

STTiTiTMAT?  As  DAKAjNow  Havdn,  Ct 

GEO.  V.  GRESSON, 

8  H  ^  IT  T  I  N  G , 

VIBj 

PATENT  VISE  COUPLINGS, 

Improved  Patent  Ball  and  Socket  Actjustable  Hangers. 

PULLEYS  OF  ALL  SIZES, 

Also  trsry  dsicriptioa  of  Tiztvss  eonneeted  with  the  above  budnen. 
Comer  Eighteenth  and  Hamilton  Streets, 

BHILADELPHIA,  TA. 

Jam.  '7^—1  yr. 
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VESSELS,    APPARATUS,    SHEET,    WIRE,     ETC 

FOB  ALL 
Lalioxmtory  and  Mamifiiictnring  PnrpiMMk 

Platinum    Scrap    and    Ore    purchased. 

H.  M.  SAYNOS, 

Office,  25  Bond  St.^  New  Tark, 

FOB 

PRACTICAL  8l  ANALYTICAL  CHEMISTRY, 

Chant  Street,  Tenth  Street,  below  Market, 

;Bear  of  St  Stephen^s  Church.) 

•  PHILADELPHIA. 

ESTABLISHED  IN  1836, 

'  Instraction  given  in  CHEMISTBY,  MINERALOGY  and  OBOLOOT,  bj  LBO- 
TURBS  and  PRAGTIGB,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES and  MEDICINB. 

Analyses  made  of  OreSi  Minerals,  Quanos,  Waters  and  articles  of  commerce  and 
manafactare.    Opinions  given  on  chemical  questions. 

^   ^  BOOTH  A  GARRETT. 

Jamss  0.  Booth. 

Thob.  H.  Oabbstt. 


RICHARDS,  LONDON  &  KELLEY 

(Suooesaors  to  RIGHABD8,  KELLEY  A  CO.) 

Engineers   and    M! achinists, 

Manuflkoiurers  of 

IMPROVED  BAND  SAW  MACHINES, 

And  other  Wood-Working    Machinery  for  Ship  Work 

and  Car  Building,  Planing  Mills,  Alt. 

Tw«at7i4«ooad  Street  alieve  Aroh  Street, 

PHILADELPHIA. 


Cor.  S.  Front  &  Bead  Sts.,  &  Nob.  614  &  616  Market  Street 

PHILADELPHIA. 

Manufaotare  Eaamelled  Evaporating  Dishes ;  Iron  MorUn,  of  diffenBts^aii 
nuied,  Turned,  and  Plain  Enamelled  Oaoldrons,  from  12  to  120  galloni,  wiA 
an  aesortment  of  other  artiolea  soitable  for  Chemists'  nse. 

uigitized  by  VjOOQ IC 


MsijituF^erMtMiJite  ffoMP^jrr. 


MANUFACTURERS  OF 


urHne  j|atet=|jljeel. 


FOR 
SLBLPLICITT, 

BOWEB, 

JjrjD  BCOJSOMTOF  WATBB, 

Unequalled  by  any  Iron  Wheel  Manufactured. 

Manufactories  at  WESTFIELD,  Hampden  Co.,  Mass.,  and 
MOUNT  MORRIS,  Livingston  Co.,  N.  Y. 


C.  LAFLIN,  President  Westfield,  Mass. 
G.  L.  LAFLIN,  Secretary  and  Treasurer,  Westfield,  Mass. 
G.  S  WHITNEY,  Secreta^  and  Treasurer,  Mount  Morris. 
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aiirm¥  @«  iE@)&sii< 


tut^t^ttrl  H^im^irg^ 


Washington  AvenMe  &  Fifth  Street, 


IRON  AND  BRASS  CASTINGS  OF  EVERY  DESCRIPTION. 

STEAM  Buonma. 

^  stationary,  Pumping,  Blowing  and  Marine  Bnginw;  Horizontal,  Vertical* 
Beam  or  Oieiuating;  High  or  Low  Preasiire;  Fixed  or  YariaUe  JUpanaion;  8ta« 
tionary  Engines,  for  Mills  or  Factories. 

Cornish,  Cornish  Bull,  Simpson  Compound  Cylinder  Botatiye,  Bolton  &  Watt 
Botatiye,  Pumpine  Engines,  for  water  supply  of  Cities  or  for  Mine  Worlc. 

Vertical,  Horizontal,  or  Beam,  Blowing  Bnginee,  for  Blast  Furnaces  or  Bea- 
lemer  Work. 

The  most  approyed  forms  and  oonstruction  of  Marine  Bnfinea,  te  ]Uyer  and 
Se^^oing  Steamers. 

STB  AM  BAMMMBS. 

Jot's  Patent  VALyxLxaa  Hammsr,  in  seyeral  sizes,  for  Smith-work  or  for 
Drawing  Steel  or  Iron. 

A  ^eat  yariety  of  styles  and  weights  of  Stkam  Hammxrs,  for  all  the  uses  of 
the  Smithy  or  Forge,  from  the  lightest  to  the  most  ponderous  Work. 

8TBAM  BOIZBB8  ANB  BOZLBB  WOBK. 

Boilers,  Tanks,  Roofs,  and  every  kind  of  BiyxrsD  Plate  Wokk. 


8UGAB  APBABATU8. 

Complete  Machinery,  (including  Snginks,  Mills,  Baqassx  CABBinui^ 
Vacuttm  Pans,  Pumps,  Pxfkcatobs,  Bons-Black  Filtkbs  and  PurifibbSi 
Washers,  ELxyATons,  Cabs,  &c.,)  required  for  the  manufacture  of  Cans  Sugar. 

CoMPLXTx  Machinery,  with  all  the  requirement*  for  the  manufacture  ef 
Bkxt-Root  Sugar.    Everything  demanded  in  the  erection  and  fitting-up  of  Bx* 

FINXRIXS  FOR  WoRXINQ  SUUAR  OB  MoLASSKS. 

Especial  attention  is  called  to  Billikux'  Sugar  Apparatus  (originally  in- 
troduced and  owned  by  the  Soutbwarx  Founprt,  and  proved  to  be  the  most 
profitable  and  succespful  process  ever  known);  also,  to  Wxston*s  Patent  Cen- 
trifugal and  Jaspxr's  Patent  Granulator  ;  of  which  the  SOUTHWABK 
FOUNDBY  ia  sola  maker  in  the  United  States. 


GA8'WOBK8  :F0B  COAL  OA8. 

Betortb,  Bench  Castings,  Gas-Holi>krs  and  Framxs,  Purifixrs,  Valyxb^ 
GoyxRNORS,  BooFS,  Tanks,  &c 

BBAVT  MACHINBBT. 

BxssxMXR  Plant,  Hydraulic  and  other  Cranxs,  Bolling  or  STAsiPixa 
Mill  Machinxrt,  Shears,  Punches,  Merrick's  Patxnt  Hoist,  ^. 


Plans,  Speciilcations  and  Ssthcatxs  for  any  of  the  above  work  supplied  ak 
the  shortest  notice. 
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CAPITAL  |500,00a 


T.H.BABCOCK  J.  M.  ALLEN, 


IBBUB8    POLICIES     OF    INSURANCB, 

AFTER  A  QAUSFUL  IVSPEOllOV  OF  THB  B0ILEB8, 
oo^sRii^G-  A.i^x^   Lioss  OR  i>a.ma.g-e:   to 

BOILERS,  BUILDINGS,  AND   MACHINERY^ 

ABIBINa    rSOM    BTBAM    BOIIiBB    XXFIiGSIGNB. 
JWI  ii^^vrmattam,  vmetrhin^  tht  pUn  pf  tki  QmpanjfU  openUiont  ean  te  6bla<n€d  at  th€  Ompanp*t  <iBtUt^ 

ADVISORY   BOARD    OF   DIRECTORS. 

Wm.  B.  B«iD«it.  of  Wm.  B.  Bem«Bi  k  Son ;  B.  F.  Hart,  of  VeiT*e  k  Mitoh«U ;  Blephen  P.  M. 
Taaker,  of  Morris,  TMker  k  Co. ;  Henry  DiMton.  of  Henry  DiMton  k  Son  :  John  Oftrdner,  of  Wm. 
Mmmt  k  Co. ;  A.  H.  MoFadden,  of  Marshall,  Philim  k  Co. ;  Caleb  Ma'thall,  of  Marshall,  PhiliM  k 
€k>.;  wm.  Adamaon,of  Baeder,  Adamnon  k  Co.;  Robert  Gray,  Brewer:  Robeit  Wood,  of  Boberi 
Wood  k  Co. ;  SU^ahen  Bobbins,  Iron  Manafaotarer ;  Chat.  T.  Parry,  of  Bald  win  Locomotive  Works» 
B»  F.  HART,  Beeretary.  CHAa  T.  PARRY,  ChairoaB. 

CORBIN  *  OOODBICH«  Orattnd  AsMtts, 
480   "^DCTjUjaLUt   flitrootp   Z^lxllA^tolplxlj^ 


"5  4".-s 


Saw  and  Edge  Tool  Makers,  File  Grinders  and  others  can  obtain  any  lise  or  grit» 
cfn  sending  a  half  ounce  sample  by  mail^lOOO  tons  to  select  from. 

CIRIliIMIT#lVB  SHAFTS^  with  self-adjoiting  plates,  clamp  bozei,  and 
palleySi  Ac,  made  to  order. 

Send  for  descriptire  pamphlet    Factory,  Beach  aboTo  Oreen  ttrtei. 

Address,  J.  E.  MITCHELL,  310  York  are.,  Philadelphia.  Jan.  'TS'-e  m. 
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The  Allen  Engine  Works 

Xburth  Ave.  trnd  130th  A  ISlst  Street*, 
MEW  YOBX  CTTT. 

3CJL39'T7X<JLaa?T7Zt3DZtS      OS* 

The  Allen  Engine,  Porter's  Oovemor, 

THE  ALLEN  BOILER, 

AND 

Standard  Straight  Edges, 
Surface  Plates  and  Angle  Plates. 


FOUB  First  Premiumi  were  awarded  to  us  at  the  Fair  of  the  Ammioan 
Institute,  1870.    Send  for  our  illustrated  circular. 
Ifi-lSt. 


CINCINNAn,  OHIO, 


HAXUrACTURERS  Of 

WOODWOBTH  PLANERS  &  ULAICEEBS, 

SAflH  AJVD  BI01TI«DI]iG^  TEHVOlffllVG,  MORTISUrO 
AJVD  SAWIIVG  MACHUf ES, 

AND  BTERT  TARIETT  OF 
or  Tni 

MOST  APPROYED  CONSTRUCTION. 

BMMm  FOR  OiaOVItAR. 
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AMERICAN  AND  EUROPEAN, 

OF 

MiXJlSTN   &   CO., 

No.  37  PABK  BOW,  New  York. 


Fob  a  period  of  neariy  twenty-five  years,  If  unn  k  Go.  have  occupied  the  position 
Df  leading  Solicitors  of  American  and  European  Patents,  and,  during  this  extended 
experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not  less  than  fifty 
thousand  alleged  new  inventions,  and  have  prosecuted  upwards  of  thirty  thousand 
applications  for  patents ;  and,  in  addition  te  this,  they  have  made  at  the  Patent  Office 
over  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
a  careful  report  on  thef  same. 

MuHN  k  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  is  assisted  by  a  Branch  Office  at  Washington,  which  watches 
and  supervises  all  their  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
^e  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
«ase8,  they  may  expect  from  us  an  honett  opinion.  For  such  consultations,  opinion 
and  advice,  we  make  no  charge.  A  pen-and-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

Prkliictnabt  ExAiciNATioH  is  made  into  the  novelty  of  an  invention  by  personal 
search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
special  search  and  report,  a  fee  of  $6  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  vob  a  Patiht,  a  model  must  be  furnished—not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  j*  Co.,  37  Park  Row^  New  Tork,  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed ;  Interferences  Managed ;  Extensions  and  Re-Issues  Obtained. 
Assignments  Prepared ;  Designs,  Trade-lf arks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  on 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  &o., 
•ee  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  commanications  to 

MTJNN  &  CO., 
No,  37  Park  Bow,  New  York  City. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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THE  SWAIN  TUBBINE  COMPAKY 

PROPRIETORS  AND  MANUFACTURERS  OP 

TURBINS  WATEB  WHUEiL 


These  wheels  gave  several  per  eeal.  better  reenlts  than  any 
other,  at  the  recent  test  of  Turbines  at  Lowell,  Mass.,  although 
its  chief  competitors  were  got  up  for  the  occasion,  whereas  this 
one  was  made  before  the  test  was  thought  ^f,  and  no  better  than 
we  will  warrant  all  of  our  wheels. 


J.  A.  COLEMAN,  139  Federal  Si,  Boston,  110  Brosdway, 

New  York,  HOLYOKE  MACHINE  CO.. 

Holyoke,  Mass.,  Agents. 


C.  B.  HILL,  President,  Boston,  Mass. 

A.  P.  NICHOLS,  Treasurer,  Lowell,  Mass. 

A.  M.  SWAIN,  SuperintenderU,  North  Chelmsford,  Mass. 


XmTQT'Q  ^^  Blovatora  for  any  location  or  weight,  operated  by  Inde- 
JlLvJIO  X  Ot  pendent  Engine,  Belts,  Cranks,  Ropes  or  rumps;  for  Con- 
tractors, Hotels,  Factories  and  Shops.  The  Hand  Machines  are  operated  with  the 
least  labor  and  sold  at  a  low  price.  The  Balanced  and  Power  Machines  have  the 
most  approred  Safety  Attachment.  Hatchways  arranged  with  rolling  doors,  opened 
aad  closed  ftuiomatically  as  plaiibrm  passes. 

OBO.  C.  HOWARD,  17  S.  18th  St,  Phila.,  Pa. 
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WILLIAM  SELLERS,  JOHN  SELLERS,  Jr 


WM.  SELLERS  &  CO., 

No.  1600  Hamillon  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

BOILER  MAKERS'  TOOLS. 

SHAFTING, 

With   Ball  and   Socket-bearings  and   Doable  Gone   Vise-couplings,   admitting   of 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

PULLEY  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EQUIPMENTS, 

Turning  and  Transfer  Tables  and  Pivot  Bridges. 


SOLE  MANDFAOTPRERS  AND  LICENSEES  OF 

eiFFi^KD'S        IlSrjECTOR, 

FOR  FEEDING  BOILERS. 
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M.  BAUD  &  COMPANY 

FHILADSLFEIA,  FENIT'A. 

ESPECIALLY  ADAPTED  TO 

Every  Variety  of  Railroad  Service^ 

And  to  the  economical  use  of 

Woody  Coke^  Bituminoua  and  Anthracite  Coal  as  Fuel     All  Work 

accurately  fitted  to  Gauges,  and  thoroughly  interchangeable. 

Plany  Materials,    Workmanship^  Finish  and 

Efficiency  fully  guaranteed^ 

M.  Baird.  Chas.  T.  Parry.  Wm.  P.  Henuej. 

Geo.  Burnham.  Edw.  H.  Williams.  Edw.  Longstreth. 

JACOB  NAYLOR, 

Snccesior  to  HUNSWORTH  k  NATLOR, 

GIRARD  AVE.  AND    FRONT  STREET 
PHILADELPHIA. 


STEAM  ENeiNES,  BOILERS  AND  TANKS, 

Bbaftlng  and  Oaaring,  Coaplings,  Pnllays  and  Hangara. 

STEAM  AND  HAND  CRANES. 

Passenger  and  Freight  Hoisting  Machinery  for  Stores  ft  FaotorieSp 

Marble  Sawing  and  Polishing  Machinery  of  all  Kinds, 

SPECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTURERS, 
Retorts,  Meters,  StUls,  ao.,for  ChemlsU. 

Sugar  Boilers,  Tanks  and  Machinery.    Castings  in  green  sand  or  Loam,  and 
Machinery  in  general. 

W.  W.  TUFFISB  A  CO*8  PATENT  GBATB8  AND  OBATX  BAB8. 

RIDER'S  PATENT  AUTOMATIC  CUT-OFF  ENGINE,  either  Vertical  or  HoriionUl. 
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THE  BOYDEN   PREMIUM. 


URIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  has  deposited  with  the  FrankliD 
Ib  Btitate  the  sum  of  one  thousand  dollars,  to  be  awarded  as  a  premiam  to 

"  jkny  residaBt  of  Horth  Amerioa  who  shall  deitnnlne  bj  experiment 

whether  all  rays  of  light,  and  other  physical  rays,  are  or  are 

not  transmitted  with  the  same  ▼elodty." 

The  following  conditions  have  been  established  for  the  award  of  the 
premiam : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
eompetitor  for  the  premiam ;  the  soathern  boandary  of  Mexico  being  consid- 
ered as  the  soathern  limit  of  North  America. 

2.  Each  competitor  mast  transmit  to  the  Secretary  of  the  Franklin  Institnte 
a  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
the  results ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-three,  will,  as  soon  as  possible  after 
this  date^  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  of  the  Franklin  Institute  shall,  before  the  first 
day  of  January,  one  thousand  eight  hundred  and  seventy  three,  select  three 
citizens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and  ^ 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so,^wbich  of 
their  memoirs  is  worthy  of  the  premium.  And,  on  their  report,  the  Franklin 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recomneLded 
by  the  Judges. 

4.  Every  memoir  shall  be  anonymous,  but  shall  eontain  some  motto  or  siga 
by  which  it  can  be  recognized  and  designated,  and  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  sign,- and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
dnty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 
should  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
anther  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
in  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  as  it  may  direct. 

Tl  ^  T^PATTI    T^^  '^^^  Screw  Presses,  to  operate  by  Power  or  Hand, 
ll  1  JL/rVli  U  -LI  V  Friction  or  Pressure.      CALENDBEIS  and  Em- 
bossers with  Chilled  Iron  or  Paper  Rolls.    PLATE  and  Lithographic  Presses  for 
Hand  or  Power.  GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila.,  Pa. 
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PAPER  MANUFACTURERS 


AND  AQKNT8  OP  THK 


%mm  Mni  %^n  ^0*^ 


OmCES  AND  WARSKOUSES: 
Vo.    87    HO&TH  SIXTH    STREET,    FHILADELFHIA, 

No.  128  WILLIAM  STREET,  NEW  TORE. 

Bam  OB  butd  ud  make  to  order,  at  ihort  noUoa^ 

WBWB  AX&  BOOS  FSOnmiO  IPATfelt. 

ALL  QUAXJTIBl  AND  MS2JUL 

(!(odom8  Jdill  lEritmg  |aptr8, 

IMPORTERS  OF  CHEMICALS  AND  FELTINGS, 


OF  E7BBT  IIB80RZPTZ0H. 


Cash  Market  Prices  Paid  fbr  all  kinds  of  Paper  Stock. 
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JUST    ISSUED 

By  D.  VAN  NOSTRAND,  Publisher  &  Importer, 

23  Murray  St.  &  27  IXTarren  St., 

NE\V^    YORK. 


The  Theory  of  Strains  in  Oirders  and  similar  structures, 
with  observations  on  the  application  of  Theory  to  Practice,  and  Tables 
of  the  Strength  and  other  Properties  of  Materials.  By  BiNDON  B. 
Stoney,  M.  a.  New  edition,  revised  and  enlarged  and  complete  in 
one  volume,  with  5  plates  and  128  wood  cut  illustrations.  Royal  8vo, 
pp.  664.     Cloth,  816.00. 


A  Practical  Treatise  on  the  Movement  of  Slide  Valves 
by  Eccentrics^  for  the  use  of  Engineers,  Draughtsmen,  Machinists 
and  students  in  general.  By  C.  W.  MacCord,  Professor  of  Me- 
chanical Drawing,  Stevens  Institute  of  Technology,  Hoboken,  N.  J. 
Illustrated  with  8  full  page  copper  plates.     4to.     Cloth,  $4.00. 

A  Treatise  on  the  Strength  of  Bridges  and  Boofs,  with 
Practical  applications  and  examples,  for  the  use  of  Engineers  and 
Students.  By  S.  H.  Shrevb,  C.  E.  346  pp.  Svo.  89  wood  cut 
illustrations.     Cloth,  J5.00. 


Chemical  Phenomena  of  Iron  Smelting.  An  Experimental 
and  Practical  examination  of  the  circumstances  which  determine  the 
capacity  of  the  Blast  Furnace,  the  Temperature  of  the  Air,  and  the 
Proper  Condition  of  the  Materials  to  be  operated  upon.  By  I.  Low- 
THIAN  Bell.     435  pages  Svo,  with  plates.     Cloth,  9^.00. 

Treatise  on  Acoustics  in  connection  with  Ventilation,  with  a 
new  theory  based  on  an  important  discovery  of  facilitating  clear  and 
intelligible  sound  in  any  building.  By  Alexander  Saeltzbr.  12mo. 
Cloth,  $2.00. 
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Contents  for  May,  1873r 


Illustrations— One  Plate  and  IVIne  Woodcuts. 

EDITORIAL. 

Items  AND  NovELTiBs— A  Section  Lin«r  (1  «'Ut),  *iSi>;  Tlu' JJ^Vton  SfArn  Hammer,  21X»:  Kuilding 
Stones  and  Fire.  291 ;  A  Combined  Heating  and  VentilatinK  Apparatus  (2  cuts).  .Si2;  Black- 
well's  Island'H  Water  Supply,  21*3:  Chemistry  of  the  Bessemer  Process,  29* ;  Rubber  Talx's 
and  Coal  Gas.  295 :  More  Tin  Dieoover'es,  290:  Glycerin  as  n  Solvent,  297;  Portable  Ink. 
297 ;  Quantitative  Spectroscopic  Analysis,  298 ;  The  East  River  Bridge.  298 :  The  Signal 
Service  Bureau,  298  ;  Self-Ligliting  Signal  Lamp,  299;  The  Planet  ^»etween  Meroury  and 
the  Sun.  299;  The  Oxyhydrogen  L'ght.  3<)0;  Electrical  Conductivity  Affected  >iy  Lischt, 
:«Ki;  Afbestos.  301 ;  Ammonin  for  Mercury  Vapors,  302;  Iron  Electrotypes,  322;  A  Clieini- 
cmI  Experiment,  844 ;  An  Indelible  Ink,  333;  Copper  Gas  Pipes Sft" 

EDITORIAL  CORRESPONDENCE. 

Litter  from  J.  Dougla.ss.  Jr W4 

CIVIL  AND  MECHANICAL  ENGINEERING. 

Fraction  of  Cast-iron  Pier  Cylinders.    By  John  C.  Trautwine,  Civ.  Enjj.. 3iri 

Gauging  of  Rivers.    By  Bvt.  Brig.  Gen.  Henry  L.  Abbot,  Major  of  F^ngineers 305 

Pennsylvania  Railroad  Shops  at  West  Phlladelphis.    By  Jos.  M.  Wilson,  C.  K.  {I  plate) 314 

Proceedings  of  the  American  So<riety  of  Civil  Engineers 31T 

Belting  Facts  and  Figures.    By  J.  H.  Cooper  (4  cuts) •. :J23 

Test  of  the  Worthington  Pumping  Engines  at  Belmont  Philadelphia.    By  W.  Baruet  IjB  Van, 

Engineer .'. 32r 

Experiments  on  the  Resistance  of  Bricks  to  a  Crushing  Force.    By  Geo.  S.  Greene,  Jr.,  C.  E.,  312 

Experiment*  on  the  Resistance  of  Stones  to  Crushing.    Bv  C.  B.  Richard'',  M.  E.  d  cut) 334 

The  Mexican  Method  of  Making  Hard  Lime  Floors.    By  Gen.  Geo.  G.  Ellis,  C.  E. :ca 

CHEMISTRY,  PHYSICS  AND  TECHNOLOGY. 

Not«  on  the  Production  of  Ammonia  in  Nkiic  Acid  Batteries.     By  W.  Levison 'Mil 

Combustion  in  Compressed  Air.    By  F.  Collingwood,  C.  E :J4.^ 

On  Sympathetic  Vibrations,  as  Exhibited  in  Ordinary  Mjicliinery.    By  Joseph  Levering,  of 

Cambridge  Mass.  (1  cut) '. 351 

Some  Particulars  in  Relation  to  Cotton  and  Cotton  Manufactures,  Chronologically  Arranged. 

By  Mr.  Samuel  Baichelder 385 

Some  Particular*  in  Relation  to  Wool  and  Woolen  Manufactures,  Chronologically  Arranged. 

By  Editor  of  Bulletin  of  N.  A.  W.  M a*» 


WISTAR  &  BOULTON, 

227  SOUTH  FIFTH  STREET, 

PHILADELPHIA. 

Succeed  Morris,  Tasker  &  Co., 

IN  HEATING  BY  STEAM  OR  HOT  WATER, 

ALSO. 

Dealers  in  Wrought-Iron  Pipe,  Fittings,  Brass  Work  and  Edler  Flties. 

April,  '73—1  yr. 


BAIRD'S 


FOR  PRACTICAL  MEN. 


•My  new  revised  and  enlarged  Cftta- 
logue  of  PRACTICAL  AND  SCIEN- 
TIFIC^ BOOKS,  90  pagps,  8vo.,  will  be 
sent,  free  of  postage,  to  any  one  who 
will  favor  mo  wiih^bis'address.       » 

HENRY  CAREY  BAIRD. 

« 
Industrial  Publisher,  406  Walnnf  St, 

Pun.  VltKl.t'MIA. 
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Stevens  Institute  of  Technolog. 

A  UUmh  m  HSGHANXCAL  SNaXHSSRlSe. 
Hoboken,  N.  J. 

FOUnSIlft  BY  TNX  LATC  XDWIH  A.  STIYIilt.  ZSft. 


Tba  seoond  College  y««r  oommenoas  September  Uth,  1872. 


FACULTY. 

HENRY  MORTON,  Ph.  D.,  Prksidbnt. 

A.  M.  MAYER,  Ph.  D.,  Professor  of  Physics. 

Late  of  the  Lehigh  University,  Bethlehem,  Pa, 
R.  H.  THtTR3T0N,  C.  E.,  Prof,  of  Eitgineeriag. 

t  Late  of  the  U.  S.  Naval  Academy,  Annapolis,  MJ. 
De  VOLSON  wood,  C.  E.,  Professqr  of  Mathematics. 

Late  of  University  of  Michigan. 
C.  W.  McCORD,  A.  M.,  Professor  of  Mechanical  Drawing. 
A.  R.  LEEDS,  A.  M.,  Professor  of  Chemistry. 
0.  F.  KRCBH,  A.  M.,  Professor  of  Languages. 
Rkv.  EDWARD  WALL,  A.  M.,  ProfessoV  of  Belies  Lettres. 

The  courswof  the  Stevens  Institute  is  of  four  years  duration,  and  covers  all  that 
appertains  ^o  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  with  excellent  machinery,  Physical  Laboratories  whose  appointments  are 
-without  an  equal,. and  with  the  finest  Cabinets  of  Instruments,  every  opportunity 
for  the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

BEQUIREMENTS  FOB  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in  arith- 
metic, algebra,  (including  quadratic  e({uations)  geometry  as  given  in  Davies' 
Legendre  and  the  six  elementary  propositions  of  plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satis- 
factory examination  in  all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  investigations, 
may  make  arrangements  to  that  end  with  the  President. 

For  further  particulars  apply  to  the  President,  H.  MORTOX,  Hoboken,  N.  J 
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PROFESSOR  TYNDALUS  LECTURES. 


W.  LADD  &   CO., 

Beak  Street,  Regent  Streett 
MANUFACTURERS  OF  SCIENTIFIC  INSTRUMENTS, 

BY  APPOINTMENT,  TO  THE 

ROYAL  INSTITUTION  OF  QEEAT  BRITAIN. 

W.  LADD  &  CO.  supply  apparatus  as  used  io  the  above  Lectures, 
and  also  every  kind  required  for  the  experimental  study  of  Electricity, 
Magnetism,  Light,  Heat,  Acoustics,  Mechanics,  <&c.,  &c. 

JuDe-2t. 

IMPROVED    PATENT    COPPER    LIQHTNINQ    CONDUCTORS    AND    DISK. 

All  work  warranted,  and  satisfaction  always  guaranteed. 
This  Equilibrium  Disk  or  large  ground  plate  of  72  diRoharging  points  in  denigned  to  inorease 

MAMT  HUNDRBl/  TIMB8  TUB  COMDUOTINa   POWia  OP 

A  LiOHiMiKQ  Rod.  It  silently  disarms  the 
clouds  charged  with  a  positive  electric  force 
by  conveying  upwards  an  invisible  negative 
force  or  earih  current,  thereby  silently  and 
perpetually  securing  an  equilibrium  be- 
tween the  negative  earth  and  the  positive 
air,  tending  invariably  to  either  prevent  or 
lighten  all  electric  dincharges  that  may 
reach  a  building.  If  th(>re  be  any  conou»- 
sion  of  the  air,  if  then'  be  any  thunder  at 
all  heard  by  the  unerring  principles  of  exact 
science,  it  will  be  many  times  less  than  it 
would  if  the  editire  were  protected  by 
the  \je»t  iron  rod.  The  ditlusive  equili-  ^ 
brium  power  of  tne  Disk  Is  centered  ex- 
actly where  it  is  needed,  at  the  bottom  of 
the'Rod,  imbedded  deep  enough  in  the 
ground  to  be  rurrounded  by  perpetual 
moisture.  As  a  candle  itibtantly  diftu^e.s 
light  in  a  dark  room,  so  the  Disk  instantly 
dOfuses  lightning  in  the  damp  earth.  The 
pod  forms  the  armature  l>etween  the  poHi- 
tlve  currents  of  the  air  and  the  negative 
earth. 

Professor  J.  B.  Burleigh,  the  inventor,  will 
superintend  the  erection  of  Lightning  ("on- 
duetors.  Weather  VaneM  of  every  kind,  and 

Emblematic  Signs  of  every  desuription.  His  facilities  at-e  the  amplest  in  the  world.  The  raw 
material  is  bought  directly  from  the  mines,  and  piade  with  all  the  improvements  of  modern 
machinery.    His  Circuit  Lightning  Rod  and  Disk  are  considered  an  mfallible  protection. 

The  manufacturers  offer  a  reward  of  Five  Hundred  Dollars  to  any  one  who  can  find  even  a 
single  failure.  In  view  of  the  infallible  proteciion  given  by  a  properly  constructed  copper  light- 
ning rod,  the  agents  and  owners  of  public  and  private  buildings  assume  a  fearful  responsibility, 
who,  by  withholding  a  few  dollars,  jeopardize  the  lives  of  innocent  persons  committed  to  iheir 
charge.  Let  no  one  needlessly  brave  Oie  most  terrible  element  of  nature,  which  the  truths  of 
ecience,  through  the  goodness  of  an  all  wise  Creator,  have  placed  entirely  under  human  control. 

Address,  giving  the  longest  possible  notice,  J.  B.  BURLEIGH,  at 
REYBURy,  HUNTER  ^   CO.,  No.  495  St.  John  Street  Philadelphia.  Pa. 
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B.  A.  r)o\v]sriisrG, 

Machinist  and  Pattern  and  Model  Maker^ 

302    TVALNUT    STREET, 

Jane,  '73—1  yp. 


10  INVENTORS 

v^''  Manufacturers 


The  Mftnatrera  of  the  42d  KxhIbUlon  of  the  American 
Institute,  of  the  City  of  New  YoTk,hcjc  to  announce, 
that  the  Exhibition  Buildinen  on  2d  and  8d  Avenuf  b  and 
68d  and  64th  Streets,  will  be  ope-  for  the  reception  of 
heavy  Machinery  Auicuat  ISth  h.»id  for  other  articles, 
September  1  St  1878.  The  Exhibition  will  be  formally 
opened  September  10th. 

For  particulars,  address  "General  Superintendent, 
American  Institute,  New  Torlc" 

TERMS  OF  ABYERTISIHC^ 

IN    THE 

fftAWKJ-IU  INSTITUTE  JOUnWAt, 

Which,  having  a  very  general  circulation  among  those  interested  in 
mechanical  processes,  is  a  valuable  advertising  medium  to  those  engaged 
in  snch  business. 


ONE  TEAM,       aiXMOKTHS,    THREE  MONTHS.    ONE  MONTH. 

One  page $60 »32 $1« $10 

Half  page 32 18 14 6 

Quarter  page. ..18 14 10 4 

MACHINISTS'  TOOLS,  'Z.Xk"T^«  'ti 

Boiler  Makers,  combiniDg  the  latest  improvements.  GRINDSTONES  Boxes 
Truing  and  Hacking  Machines,  will  keep  the  stones  true  and  jiharp  for  quick  and 
pleasant  grinding    No  dust.  GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila.,  Pa. 

Q  IT  A   I^^T'  I  \rO     *°^    Gearing,    Pulleys,    Hangers    and    Couplings. 
O  LI-LJL Jl  i  IIM  VJT    Speeds    calculated.        Shafting    and    Gearing   ar- 
ranged. GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila.,  Pa. 

T?nT?  AITMP      EMBOSSING,  PERFORATING,  CUTTING  and  SCOR- 
Jl  UXViVlllM  VJ,  ING   machines,  for  Metals,  Bonnets  and    Hats,  Paper 
and  other  materials,  MOULDS,  Dies,  Punches  and  Cutters. 

GEO.  (-.  HOWARD,  17  S.  18th  St.,  Phila. 
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THORNE,   DeHAVEN   &   CO., 

Twenty-first  Street,  above  Market, 
PHILADELPHIA. 

PATENT 

PORTABLE  0RIUIN8  MACHINES 

PATENT 

RADIAL  DRILLING  MACHINES. 


ANTI  LAMINA 


PREVENTS  AND  REMOVES  SCALE  IN  STEAM  BOILERS. 

Does  not  Injure  the  Iron.    In  use  over  Five  Tears. 

REFEPENCES  IN  PHILADELPHIA  ; 
Mb.  JOHX  H.  cooper,  People's  Works,  Jacob  Xnylor,  Proprietor. .    • 
Mr.  henry  bower,  ManufRctnring  Chemist,  Gray's  Ferry  Road. 
Mr.  JACOB  NAYLOR,  People.^'  Works,  John  H.  Cooper,  Sup't,  4  S,  Delaware  Ay. 
Messrs.  BOEDER,  ADAMSON  A  CO  ,  Glue  Works,  Store*  Office,  730  Market  st. 
"      FITZGERALD  &  FLAGG.  Iron  Founders,  Store  &  Office  218  N.  Third  st. 

70SXAB  7.  AljljBXr,  Patentee, 

Feb./187a-lyr.  PHILADELPHIA. 

(ZlflitA.l3llflilxed    X887.) 

S  TJ  I=>  E  I^  I  O  I^ 

OAK  LEATHER  BELTING 

AND  FIRE  HOSE. 

XSGKFXSLDT  A  RIGHIXS^ 

TANNERS  AND  MANUFACTURERS, 
No.    418   NORTH   THIRD   STREET,  Philadelphia. 

LACIS  LBATHBR.        BAND  LBATHER.        PICKBR  LEATHER. 
PUMP  LEATHER.         VALVE  LBATHER. 

April,  »73— 1  yr. 

STEAM  TRAPS  I     STEAM  TRAPS  I 

JORDAN'S   PATENT, 

Working  under  an 

ITNALTBRABLB  LAW  OF  NATURE. 

the  expansion  and  contraction  of  metal  under  different  temperatures. 


We  will  prove  our  traps  to  be  the  nimpieHt,  bent,  most  durable  and  cheapent  in  use, 
other  advantages  they  retain  no  water  ana  cannot  freeze. 


Anon^ 


Price  No,  1,  for  10.000  feet  pipe,  -    $20, 

No.  2,         40  000  feet  pipe,  -    $40. 

Circulars  and  references  furnished  on  application  to 

A.  9.  EBOOES  &  EBOTHEB,  General  Agents, 

426  Walnut  Street,  Philadelphia. 

Improved  Damper  Regulators,  Gage  Cocks  and  other  Boiler  Fittings.    Engineer's  Supplies. 
April,  73—3  mos. 
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THE  JOURNAL 


OF  THE 


rSANELIN     INSflflTTB. 

(Establislied    1826.) 

DEVOTED  TO  SCIENCE  AND  THE  MECHANIC  ARTS. 


This  Journal  is  issued  in  monthly  numbers  of  72  pages 
each,  and  regularly  contains  original  matter  of  interest  to 
the  Engineering  and  Scientific  professions,  and  to  the  Manu- 
facturer. 

SubsciHpUon  JPHce  $5.00  per  annum. 

Business  letters  should  be  addressed  to  the  Actuary  of  the 
Institute;  matter  for  publication,  to  the  Editor. 

The  Jourual  can  also  be  obtained  from  the  following  : 

DAVID  G.  FRANCIS,  New  York. 

JOHN  WILEY  &  SON,    " 

D.  VAN  NOSTRAND,      " 

L.  W.  SCHMIDT, 

W.  C.  LITTLE  &  CO.,  Albany,  New  York. 

LITTLE,  BROWN  &  CO.,  Boaton,  Massachueette. 

A.  WILLIAMS  &  CO., 

NEW  ENGLAND  NEWS  CO.,  Boston.  Mass. 

WHITFORD  &  RICE.  Lawrence 

THE  WESTERN  NEWS  CO.,  Chicago,  Illinois. 

MOHUN  A  BESTOR,  Washington,  District  of  Columbia. 

BELL  &  CO.,  San  Francisco,  California. 

Pam.— HECTOR  BQSSANGE  A  SON.  11  Quai  Voltaire,     )      , 
Xondon.— FIVES  A  MACEY,  King  William  Street,  j  ^"^^ 

are  authorized    to  receive  subscriptions  and  to  make  exchanges  for 

periodicals  devoted  to  the  Arts  and  Sciences. 
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Dr.  T.  R.  TV^OLF, 

Analytical  and  Consulting  Chemist, 

Is  prepared  to  undertake  the  analysis  of  Ores,  Minerals,  Natural 
and  Artificial  Products,  such  as  Guanos,  Phosphates,  Coals,  Mineral 
Waters,  Oases,  Chemical  Preparations,  etc.,  etc. 
Opinions  rendered  in  Chemical  Questions. 

Address  STATE  CHEMIST, 

DELAWARE  COLLEGE, 

March,  13—1  vr. NewErk,  Delaware. 


MAKUFACTORItS  OF 

DAVIS'     PATENT     DUPLEX    WRENCH, 

A  tool  well  made  of  Ikxt  Haterlals,  oombinibg  all  the  good  qnalltlos  of  a  regnlar  Nut  Wrench 

of  equal  Him  with  that  of  at  leaat  six  paire  of  Pipe  Tongn.    For  circularH  and  price  lists,  address, 

PHILAOBtPHIA  TOOL  On..  Offioe'A  Werki  8-  W.  oor.  13th  t  Bnttonwood  Streets.  Phili. 

MORGAN'S   PATENT 

DOUBLE  ROTATING  DROP  PIPE, 


1  i  t 

•g    J§     8)  hj     o 

^    ffi    1  e 


0 


!>  8 

For  Railroad  us«.    It  Is  water-tight,  and  will  accommodate  itself  to  the  varying 
heights  of  locomotive  tenders. 

O.  O.  MiOICOiiLN,  Sole  BdCanuraoturei*, 

Room  No.  16,  Major  Block, 

S.  B.  OoTUQt  Ifa  Salle  and  Madison  Streoti*  Ohicaffo. 
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FieeuHarlji  adapted  for  SHemMfie  Lee* 
tures,  Chefnieal  JBarperitMentef  efe.; 

Price,  latest  improTements  complete, 
with  Camera  OljectiTes.       $15.00 

Slides  of  the  best  quality  and  at 
the  lowest  rates. 

For  Circulars  address 

L.  J.  MARGY, 

1340  Chestnut  St., 

Philadelphia,  Pa. 

THE  8CIOPTICON  MANUAL, 

Including  Optics,  Experiments,  Photo- 
graphing, and  Coloring  Slides,  Ac. 
99"  Sent  by  mail  on  receipt  of  fiO  oent». 
( May  '72, 1  yr. 


W.  H.  HARRISON  &  BROTHER, 

Successors  to  Andrews,  Harrison  &  Co.^ 

MANUFACTURERS  OF 

AND 

STEAM  HEATING  APPARATUS, 

1327  &  1329  Market  St.,  Philadelphia. 

N.  B.. — Low  and  Elevated  Grates  a  specialty. 

May,  *72— apl,  *73. 

ProfeBBor  HEHRY  WURTZ, 
Scientific  and  Practical  CHEUIST  &  QEOLOaiST, 

Secretary  of  the  National  Oas-Light  Association. 

Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL. 

Private  Ofjice  Jfo.  12  Hudson  Terrace,  Hoboken,  Jf.  J. 

(Immediately  Fronting  the  Ferry  flouseg.) 
Mondays,  Wedaesdays  and  Fridays,  after  12  m..  at  Gas-Light  Journal  Office. 


Geological  Explorations  and  Reports,  Chemical  Analyses, 

Advices  and  Investigations  in  all  the  Chemical  Arts, 

Chemical  Inventions  and  Improvements  made. 

Professor  W.  makes  a  specialty  of  QAS- CHEMISTRY,  and  the  AnalysU  of 
Qas,  Qas  Coals  and  Water.     Has  unequalled  facilities  for  these  purposes. 

Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office  :  and 
peculiarly^competent  in  relation  to  Patent  Rights,  Contested  Cases  and  Infringements. 
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BDSH  HILL  IRON  WOBKS, 

Corner  16th  and  Buttonwood  Streets, 

PHILADELPHIA. 


JAMES  moore:, 

(Successor  to  MAHHEWS  &  MOORE,) 

Engineer,  Machinist,  Founder,  and  Boilermaker, 

CA.STTTSG»  or  e-<rer7-  desoriptlon. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

Kolla  Turned  for  Rails,  Beams,  Angles,  and  all  shapes  for  Iron, 
Steel  or  Composition  Metals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL. 
BOXXiB&S— Fine,    Tnbnlar,    and  Cylinder,  and   all   kinds   of 

Jan.  '72—1  yr.]         TANK  AND  PLATE  IRON  WORK. 

J.   BISECOF, 

Refiner  and  Worker  of  Platinum, 

(ESTABLISHED  IN  1843), 

WAS  AWARDED  THE  FIRST  PREMIUM,  at  the  Bzhibition  of  the  Franklin 
Institute  Id  1845,  for  Platinum  Work.  Gontioues  to  manufacture  Platinum  Capsules, 
OrucibleSi  ftc,  and  repair  and  make  over  all  kinds  of  Platinum  Ware. 

REFININQ  AND  MELTING  OF  SCRAP  at  his  Establishment  in  GhesUr  Oonnty 
PennsjiTania.     P.  0.  Address,— Sugartown,  Chester  Co.,  Penna.      [Jan.  '72 — 1  jt 

PATSNT   AGXSNCir. 


ALL  BUSINESS  RELATING  TO  PROCURING 

American  and  European  Patents 

CONDUOTEO    BY 

134    SOUTH   FOURTH   STREET,    rHILADELJPHIA. 
Ketidence,  Wo-  1217  Vorth  Twelfth  Street.    fJ^n  '^'-^f 
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Ji88K  W.  Starb.  Binj.  a.  Stabs.  ftsirj.  1^.  ARCHtt. 

Camden    Iron    mTorbs 

(ESTABLISHED  1824X 

CAMDEN,  NEW  JERSEY. 


JlSSl  We  Sf  Ml  k  MMB, 

ENGINEERS,  CONTRACTORS, 

And  HANDPAGTDREES  of  8AS  AFPABATDS 

AND  ALL  THE 

Buildingt,  Tanks,  Holders,  &o.,  required  for  the  Manufacture, 
Purification  and  Storage  of  Gas,  and 

STREET  MAINS   Requisite  for  its  Distrilratiofli. 

Plans,  Drawings  and  SPBCiFiCAnoNS  Proxptlt  Furnished. 


IRON     FOniirDERS. 

OAST-mON  MAINS  for  Water  and  Gas,  from  One  and  a  Half  to  FORTT-SIGHT 

INGHBS  in  Diameter. 

Stop  Valres  (all  siEes),  Fire  Hydrant's,  Heating  Pipes,  Branches,  Bands,  Tees. 
0A8T1NQQ  of  any  form  or  sise  reqnired. 

Fhiladelphia  Offiooi   -         -         -         -   403  Walmt  afreet 

*^  '  Jan.  n*^.f. 

OTX^  A  1/r      I?ATP7An?0     ^i*fa  plain   side  valve,  or  cut-off. 
kj  1  Jj  A  Jll    JjlN  VJ  J IM  JLU,  Vertical,  Horiiontal  and  Portable. 
Governors,  Pumps,  Pipe  and  Valves. 

_  GEO.  C.  HOWARD,  17  S.  I8th  St.,  Phila. 


Digitized  by  VjOO^ IC 


MACHINISTS^  TOOLS 


INDUSTRIAL  WORKS, 

CALLOWHILL  AND  TWENTY-FIRST  STS., 
PHILADELPHIA. 


MACHINE  SHOP,  FOMDRT,  SMITH  SHOP  AKD  BOILER  SHOP  EQUIPMENTS. 

Lathes,  Planing,  ShapiDg,  Slotting,  Boriog  and  Turning  and 
Wheel-cutting  Machioes.    Vertical,  Radical,  Horizontal 
and  Suspended  Drills.    Cotter-hole  and  Keyseat 
Cuttiog  Machines.    Milling,  Edging,  Drill- 
ing and  other  Gun  Machinery. 

BOLT  AND   NUT  THREADING   MACHINES. 

Driving-wheel  Lathes,  Quartering  Machines,  Wheel  Presses 

AND  OTHER 


STEAM  HAMMERS, 

Cupolas,  Cranes,  Ladles,  Forges,  Blowers,  Piping,  etc.    Punching  and 

Shearing  Machines.     Bending  Rolls,  Plate-planing, 

Angle-iron  Cutting  and  other 


SHAFTING, 


With  improved  hangers  and   pillow-blocks,  having  both  vertical  and 
horizontal  adjustment  and  self- adjustment  ball-bearings. 

PULLEY  AND  GEARING  PATTERNS, 

From  which  Castings  or  Finished  work  will  be  furnished. 

WM.  B.  BEMENT  &  SON. 
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ITEMS  AND  NOVELTIES. 
The  Oirard  Avenue  Bridge,  Philadelphia.— We  present 

lierewith  a  well-executed  engraving,  from  Messrs.  Van  Ingen  &  Sny- 
cler,  of  this  citj,  representing  a  view  of  the  new  bridge  over  the 
Schuylkill  at  Girard  avenue,  which  will,  when  completed,  form  the 
•chief  highway  to  that  portion  of  Fairmount  Park  in  which  it  is  in- 
tended to  place  the  buildings  of  the  International  Exposition  of  1876. 

For  the  following  abstract  of  the  details  of  the  new  structure  we 
Bre  indebted  to  the  Pennsylvania  Engineer  and  Manufacturer. 

The  Councils  of  the  city  of  Philadelphia  have  decided  that  this 
bridge  shall  represent  the  highest  level  to  which  the  art  of  iron  bridge 
building  has  yet  attained. 

The  contract  for  the  work  has  been  awarded  to  the  Phoenix  Iron 
Works,  at  Phoenixville,  Pa. 

It  is  decided  that  the  bridge  shall  be  100  feet  wide,  which  is  stated 
to  be  wider  than  any  bridge  yet  constructed.  It  allows  of  seven  lines 
t)f  carriages,  driving  abreast  on  the  roadway,  and  has  two  lines  of 
sidewalks  about  fifteen  feet  in  the  clear. 

The  widest  bridges  in  Europe  are  the  new  Westminster  and  the 
new  Waterloo  bridges,  at  London,  which  are  respectively  eighty  and 
'eighty-five  feet  ia  width. 
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The  design  being  that  no  perishable  materials  shall  enter  into  the 
constractidn  of  the  new  bridge,  it  is  specified  that  upon  the  iron  floor 
joists  shall  be  laid  corrugated  iron  plates,  and  that  these  be  covered 
with  asphalt  concrete,  which,  while  forming  a  perfectly  water-tight 
surface,  shall  jet  be  tolerably  elastic.  Upon  this  is  to  come  a  paye^ 
ment  of  granite  blocks  laid  in  cement. 

For  each  track  there  is  designed  to  be  a  tramway,  consisting  of 
two  lines  of  smooth  flags,  twelve  inches  wide,  upon  which  the  wheela 
of  vehicles  will  run.  The  tramways  are  not  to  project  above  the- 
general  surface. 

The  sidewalk  will  consist  of  slate  or  flags,  also  laid  in  cement,  and 
bordered  with  bright  colored  tiles.  Between  the  sidewalks  and  the 
roadways  will  be  placed  iron  railings  of  ornamental  design,  secured 
to  the  granite  curbstone. 

It  is  designed  to  make  this  structure  architecturally  as  elegant  aa 
possible,  in  realizing  which  the  work  itself  will  be  ornamented  in- 
stead of  applying  constructed  ornamentation. 

The  balustrade  in  the  outer  line  of  the  sidewalks  will  have  bronxe 
panels  worked  with  elaborate  designs.  There  will  be  a  richly  orna- 
mented cornice  and  frieze  below  this,  about  three  feet  and  a  half 
deep.  The  iron  work  of  the  supporting  trusses  will  be  picked  out  in 
colors  and  gold.  The  piers  and  abutments  will  be  constructed  of 
Maine  granite.  The  dressed  work  abutments  will  be  constructed  of 
such  stone  as  will  give  contrast  of  color.  There  will  be  a  margin  or 
factor  of  safety  of  five  times  the  strength  required  to  sustain  a  fixed 
and  moving  load  of  three  hundred  pounds  per  square  foot. 

The  upper  chords  and  vertical  posts  will  be  made  of  Phoenix  col- 
umns. The  tension  members  of  Phoenix  weldless  link  bars.  The 
bridge  is  to  be  completed  within  eighteen  months. 

American  Sailroad  Master  Mechanics  Association.— The 

sixth  annual  convention  of  this  body  has  just  finished  its  sittings  at 
Baltimore,  Md.  One  hundred  and  thirty  members  were  in  attend- 
ance. Seventeen  new  members  were  received.  Amongst  other  inter- 
esting business  we  have  space  to  notice  that  the  Committee  on  Boiler 
Incrustation  was  continued,  and  that  Messrs.  Coleman  Sellers,  of 
Philadelphia,  and  Peebles,  of  New  Jersey,  were  added  to  it. 

The  subject  of  the  chemical  examination  of  waters  used  in  locomo- 
tive boilers,  and  the  comparative  value  of  anthracite  and  bituminoua 
coal  and  wood  in  generating  steam,  excited  considerable  discussion^ 
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a  report  upon  the  latter  subject  being  read  before  the  meeting.  Mr. 
W.  W.  Evans  read  a  paper  on  the  relative  cost  of  operating  roads  of 
3  feet  6  inches  gauge  or  less,  and  those  of  4  feet  8^  inches  gauge. 

In  addition  to  this,  reports  were  presented  and  discussed  on  con- 
struction, operation  and  cost  of  maintaining  continuous  train  brakes 
and  other  related  matters. 

Beport  of  the  Working  of  Shaw's  Water-Bearing  on  the 
Steamer  Mary  from  Philadelphia  to  Providence,  B.  I. 


May,  1873. 

( 

No.  of  revolu- 

No. of  revo- 

i  Steam 

Vncaum. 

Water  pres- 
sure     on 

tions  in  & 
mio.  witli 

lutioosin  5 

Day  of     , 

Month.             Hour. 

min.    with 
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Water- 

Water- 

old     Bear- 

i 

BeariDg. 

Bearing. 

ing. 

May  10     9       P.  M. 

29 
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"       !  9-30      " 
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m 
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"       1  9-40      " 
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"       1 10-30      " 

29 

12! 

18 

380 

May  11     9       A.  M. 
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"     ;  9-16    " 

30 
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11 
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12I 
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"       illl5      " 
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"       !  4       P.M. 

81 

m 

15J 

390 

4-15       « 

80 

13| 

383 

May  12 

9       A.M. 

82 

12i 

16J 

408 

t< 

9-15      " 

31 

m 

373 

« 

9-80      " 

81 

12i 

396 

"        10           '♦ 

80* 

12i 

17 

402 

Average  rev- 

Av'rge revs. 

olutions  in  5 

in  5   min., 

min-,  387-6. 

380.7. 

Ay'rge  steam 

Av'gesteam 

and  vacuum, 

k  vacuum, 

42.2. 

42.4. 

The  area  of  water  surface  on  Shaw's  Bearing  is  277*4  at  maxi- 
mum load  17  lbs.  water  pressure  =  4  709  lbs.  total  end  thrust. 

The  engine  is  38  in.  diam.  x  34  in.  stroke,  with  surface  condenser. 
A  superior  working  engine  with  adjustable  cut-off  set  at  10  inches. 
Built  by  Neafie  &  Levy,  of  Philadelphia. 

It  is  proper  to  remark  that  the  thrust-bearing  recently  placed  on 
shaft  by  Neafie  &  Levy  is  a  very  superior  bearing,  with  new  polished 
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and  well  oiled  surfaces ;  otherwise  the  difference  between  the  two 
bearings  would  be  more  prominent  in  point  of  revolutions. 

The  thickness  of  water  in  Shaw's  Water  Bearing  is  five  inches,  and 
it  is  upon  this  disc  or  slice  of  water  that  the  entire  load  of  end  thrust 
is  made  to  float ;  the  metallic  surfaces  being  five  inches  apart,  there  is 
no  possible  chance  of  the  surfaces  to  reach  each  other  to  cause  cut- 
ting or  grinding,  as  in  the  ordinary  plan  ;  therefore  one  of  Shaw's 
Bearing  might  be  run  for  fifty  years  without  even  rubbing  tool  marks 
out,  which,  of  course,  will  make  considerable  saving  in  the  item  of 
repairs. 

Shaw's  Water  Bearing  is  a  perfect  dynanometer,  indicating  the 
actual  power  to  propel  the  ship,  the  effect  of  which  can  always  be  no- 
ticed upon  the  gauge  communicating  with  the  water  bearing. 

It  will  be  evident  that  the  almost  total  absence  of  friction  in 
Shaw's  Water  Bearing  does  away  with  all  apprehension  of  heating 
the  thrust-bearing— one  of  the  greatest  annoyances  the  engineer  has 
to  contend  with. 

Joseph  L.  Parry,  Engineer. 

The  New  Bridge  at  Fairmount.— Work  has  already  begun 
upon  the  new  iron  structure  intended  to  replace  the  present,  and  once 
famous,  wire  structure  across  the  Schuylkill,  at  Fairmount.  The  new 
bridge  is  arranged  to  have  two  roadways,  one  above  the  other.  The 
east  approach,  for  the  upper  roadway,  will  commence  at  Twenty- 
fifth  street  opposite  to  Spring  Garden  Street.  It  will  pass  along- 
side of  the  reservoir,  and  reach  an  elevation  of  thirty-two  feet  above 
Callowhill  Street,  at  a  point  near  to  the  entrance  of  Fairmount  Park. 
There  will  be  two  towers  of  masonry  at  each  end  of  the  bridge, 
erected  upon  the  present  abutments.  From  the  western  end  of  the 
bridge  to  Thirtieth  Street  there  will  be  an  approach  similar  to  the  one 
on  the  east  side,  with  a  bridge  at  Thirtieth  Street,  having  a  clear  span 
of  80  feet.  From  this  point,  for  a  distance  of  140  feet,  the  upper 
roadway  will  be  sustained  by  retaining  walls,  terminating  at  each  end 
with  abutments.  There  will  be  three  spans  of  plate  girders  over  the 
Pennsylvania  Railroad. 

From  the  Pennsylvania  Railroad  to  Thirty-second  Street  the  grade 
of  the  street  as  now  used  will  be  changed,  so  as  to  descend  regularly, 
and  cross  the  rails  at  an  elevation  of  24*8  feet.  The  lower  roadway 
will  commence  on  the  east  side  at  the  angle  in  Callowhill  Street,  upon 
the  level  as  now  in  use,  passing  under  the  colonnade  upon  a  level  ap- 
proximating to  the  present  roadway  to  Thirtieth  Street. 
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The  bridge,  of  the  truss  pattern,  will  be  848  feet  from  centire  to 
centre  of  end  ports,  and  84  feet  high  from  lower  to  top  chord. 

The  upper  roadway  will  be  50  feet  wide  with  a  carriage  way  of  82 
feet,  and  an  8  foot  footway  on  each  side.  The  lower  roadway  will  be 
27  feet,  with  footways  varying  from  12  to  15J  feet  in  width.  The 
weight  of  the  iron  structure  will  be  5^  tons  per  lineal  foot.  The 
bridge  is  expected  to  be  completed  in  1874. 

A  New  Water  Tunnel  for  Chicago.— The  capacity  of  the 
water  works  of  the  city  of  Chicago,  about  54,000,000  gallons,  has 
been  found  insufficient  to  meet  the  wants  of  its  growing  community, 
in  consequence  of  which  an  enlargement  of  the  same  has  been  deter- 
mined on  and  is  now  in  course  of  completion. 

It  will  be  remembered  that  the  city  is  supplied  from  Lake  Michigan, 
by  means  of  a  tunnel  beneath  its  bottom — extending  out  about  two 
miles  into  the  lake.  To  meet  the  growing  demand  for  greater  supply, 
contracts  for  the  construction  of  another  tunnel  have  been  made,  and 
the  work  is  now  in  operation.  The  new  tunnel  is  to  be  seven  feet  in 
diameter  and  six  miles  in  length,  of  which  four  miles  extend  beneath 
the  city  and  two  beneath  the  lake. 

The  New  York  Times  contains  the  information  that  ''  the  laborers 
on  the  shore  end  have  progressed  some  2000  feet  out  under  the  lake, 
while  from  the  crib  end  another  body  of  men  are  working  forward  to 
meet  them.  The  limited  diameter  of  the  bore  renders  it  impossible 
for  many  to  work  at  once,  but  the  work  is  pressed  forward  night  and 
day,  averaging  at  each  end  perhaps  twelve  feet  in  twenty-four  hours. 
The  masons  keep  as  close  behind  the  diggers  a»  possible.  The  soil 
penetrated  is  a  hard  blue  clay,  and  such  a  thing  as  a  caving  in  has 
not  happened  thus  far.  A  tin  tube,  eight  inches  in  diameter,  is  con- 
stantly advanced  with  the  workmen,  thus  furnishing  a  circulation 
which  prevents  the  accumulation  of  foul  air. 

*^  The  new  tunnel  runs  parallel  with  the  old  one,  distant  from  it 
about  fifty  feet.  It  will  deliver  its  supply  at  the  new  works,  at  the 
corner  of  Ashland  and  Blue  Island  Avenues,  three  and  five-sixths 
miles  from  the  old  ones ;  and  to  reach  it  the  new  tunnel  is  to  be  ex- 
tended under  the  city,  river,  large  business  houses  and  all.  It  is 
estimated  that  the  cost  will  be  somewhere  in  the  neighborhood  of 
$1,000,000."  ****** 

The  land  tunnel  as  well  as  its  lake  connection  is  to  have  a  vertical 
diameter  in  the  clear  of  seven  feet  two  inches,  and  a  horizontal  di* 
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ameter  of  seven  feet.  Its  capacity  will  be  over  100,000,000  gallons 
per  day.  It  will  be  lined  with  heavy  masonry  a  foot  thick,  and  of 
the  best  materials.  January  Ist,  1875,  is  specified  as  the  date  of  its 
completion. 

American  Association  for  the  Advancement  of  Science. 

— We  have  received  the  annual  circular  of  this  National  Association, 
from  which  we  learn  that  its  twenty-second  annual  meeting  will  be 
held  in  Portland,  Maine ;  commencing  Wednesday,  August  26th. 

The  oflScers  of  the  coming  meeting  are :  President,  Joseph  Love* 
ring,  of  Cambridge,  Mass.;  Vice-President,  A.  H,  Worthen,  of  Spring- 
field, 111.;  General  Secretary,  C.  A.  White,  of  Iowa  City,  Iowa;  Trea- 
surer, Wm.  S.  Vaux,  of  Philadelphia,  Pa.;  Permanent  Secretary,  F. 
W.  Putnam,  of  Salem,  Mass.  *  Standing  Committee,  J.  Lawrence 
Smith,  of  Louisville,  Ky.;  Alexander  Winchell,  of  Syracuse,  N.  Y.; 
E.  S.  Morse,  of  Salem,  Mass.,  together  with  the  officers  of  this  meet- 
ing, already  named.  As  the  Local  Committee  appears  to  be  an  ener- 
getic one,  the  coming  meeting  promises  to  be  one  of  more  than  ordi- 
nary interest. 

Improvement  in  M annfacture  of  Coal  Oas.— The  process  of 
Mr.  Eveleigh,  which  is  at  present  attracting  considerable  attention 
abroad,  consists  in,  1st,  Distilling  the  coal  destructively  at  a  compara. 
tively  low  temperature;  2d,  Producing  a  gas  rich  in  heavy  hydro-car- 
bons by  the  distillation  of  the  oil  and  tar  resulting  from  the  first  dis- 
tillation. It  is  claimed  that  by  this  process,  while  the  working  expenses 
of  the  works  are  not  materially  increased*  the  quantity  and  quality  of 
the  gas  and  coke  are  decidedly  increased.  Experiments  carried  out 
by  Dr.  Lctheby  on  the  gas  manufactured  by  this  process  showed  that 
it  aiforded,  on  an  average,  a  light  equivalent  to  23  05  candles ;  though 
the  sulphurous  and  ammoniacal  impurities  were  relatively  consid- 
erable. 

The  Oas-Light  Association  of  the  U.  S.— We  learn  through 
Professor  Henry  Wurtz,  editor  of  Am.  Q-as-Light  Journal^  of  the  re- 
cent organization  of  a  National  Association  of  the  American  Gras 
Fraternity. 

The  need  of  snch  a  union  for  promoting  the  development  of  this 
important  interest,  in  its  scientific  and  commercial  aspects,  has  long 
been  felt,  and  earnest  and  repeated  efforts  have  been  put  forth  to 
bring  about  the  important  movement,  of  which  it  is  our  pleasure  te 
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announce  the  inauguration.  It  is  to  be  wished  that  it  may  prove  as 
beneficial  in  its  working  to  all  interested  as  the  numerous  kindred 
associations  abroad,  and  it  is  to  be  hoped  will  mark  a  new  era  in  the 
history  of  gas  in  America. 

The  following  gentlemen  have  been  elected  officers  of  the  new  As- 
sociation : — President,  Chas.  Roome,  N.  Y.,  president  Manhattan  Gas 
Co.;  1st  Vice-President,  P.  E.  Demill,  of  Michigan ;  2d  Vice-Presi- 
dent,  W.  H.  Price,  of  Ohio ;  8d  Vice-President,  Thos.  R,  Brown,  Pa.,  ^ 
Eng.  Philada.  Gas  Works ;  Secretary,  Prof.  Henry  Wurtz,  of  New* 
York  ;  Treasurer,  J.  W.  Smith,  of  New  York. 

A  Mysterious  Explosion, — Some  weeks  ago  an  explosion,  at- 
tended with  serious  consequences,  occurred  at  Rising  Sun,  a  suburb 
of  Philadelphia.  The  circumstances  of  the  case  are  of  so  unusual  a 
nature  as  to  be  deemed  worthy  of  insertion  in  the  Journal.  A  well, 
«ome  twenty-five  feet  in  depth,  situated  on  the  premises  in  question, 
was  to  be  enclosed  to  be  made  the  receptacle  of  a  food- preserver.  To 
insure  perfect  safety  for  the  carpenter  who  was  employed  for  the  work, 
a  rope  with  a  blanket  attached,  was  lowered  into  the  well  and  vigor- 
ously shaken  up  and  down.  Upon  this,  a  lighted  lantern  was  low- 
ered, when  an  explosion  followed,  inflicting  serious  personal  injury  to 
those  about  the  well ;  while  from  the  strong  sheet  of  flame  ejected, 
the  rafters  and  roof  of  the  shed  enclosing  the  well  were  scorched  and 
blackened  for  a  considerable  space  around. 

The  cause  of  this  unlooked-for  accident  remained  for  a  time  unex- 
plained, though  various  theories  for  its  occurrence  were  advanced.  An 
invitation  extended  to  the  editor  of  the  Journal  to  visit  the  scene  of 
the  occurrence,  was  accepted  and  made. 

It  was  found  upon  examination,  that  the  premises  were  lighted  by 
a  gasolene  air-blowing  machine.  The  tank  for  holding  the  gasolene 
was  placed  in  a  pit  especially  dug  for  the  purpose,  some  eight  feet  in 
depth,  and  located  some  fifteen  yards  from  the  well  in  which  the  ex- 
plosion had  occurred.  On  general  grounds,  the  probabilities  pointed 
to  this  as  the  source  of  the  mischief ;  a  suspicion  which  was  subse- 
quently fully  verified.  A  descent  into  the  pit  and  an  examination  of 
the  tank,  disclosed  the  fact  that  it  was  and  probably  had  been  for 
8ome  time  slowly  leaking.  It  was  almost  certain,  therefore,  that  the 
oil  had  found  its  way  through  the  cement  floor  of  the  pit,  which  was 
imperfect  in  some  places,  and  had  slowly  filtered  with  the  natural  lead 
of  the  water  through  the  porous  earth  into  the  well.  Here,  by  being 
undisturbed,  its  vapor  had  slowly  diffused  into  the  air  of  the  well, 
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forming  an  explosive  mixture,  which,  on  the  introduction  of  the  light- 
ed lantern,  especially  after  the  intimate  mixture  of  oil  vapor  and  air 
had  been  facilitated  by  the  agitation  with  the  blanket,  mentioned  at 
the  outset,  had  caused  the  violent  and  unlocked  for  explosion. 

Fortunately,  an  unlocked  for  circumstance  afforded  an  opportunitjr 
for  demonstrating  the  accuracy  of  this  inference. 

To  drain  off  the  water  which  in  wet  seasons  would  accumulate  in  the 
gasolene  pit,  connection  had  been  established  by  means  of  a  pipe  be- 
tween the  bottom  of  the  pit  and  another  well  situated  in  a  direction 
opposite  to  that  in  which  the  explosion  had  happened.  This  had  heexk 
abandoned  for  some  time,  and  was  boarded  over  and  covered  with  a 
layer  of  earth.  On  request,  the  well  was  opened,  and  upon  the  in 
troduction  of  a  lighted  paper,  there  followed  a  roaring  explosion. 

The  incident  here  narrated,  though  in  itself  quite  unimportant,  yet 
receives  interest,  as  another  indication  of  the  very  insidious  and  un« 
looked  for  dangers  with  which  one  may  be  surrounded,  in  employing 
gasolene  or  similar  inflammable  substances  in  quantity  in  the  house* 
hold.  Curiously  enough,  too^  not  the  slightest  suspicion  as  to  the  true 
cause  of  the  accident  was  entertained  by  the  parties  interested. 

American  Oas  Wells. — It  may  be  of  interest  to  note  the  fact 
that  extensive  utilization  is  made  in  various  regions  of  our  country^ 
of  the  inflammable  gases  which  issue  from  the  earth,  in  certain  locali*- 
ties,  in  almost  incredible  volume.  From  a  recent  article  by  Prof.  J*. 
S.  Newberry,  we  learn  that  the  gas  which  issues  from  the  salt  wella 
of  the  Kanawha  Valley  has  been  for  years  employed  as  a  fuel  in  the- 
evaporation  of  the  brine. 

The  town  of  Fredonia,  N.  Y.,  has  for  more  than  forty  years  beea 
fully  or  partially  lighted  by  gas  which  issues  from  springs  at  that 
place.  In  numerous  borings  made  for  oil  in  the  West,  gas  has  been 
met  with  in  abundance,  and  was  regarded  formerly  as  a  useless  and 
inconvenient  product.  Within  the  past  few  years  however,  the  gaa 
has  been  largely  utilized,  and  borings  have  even  been  made  with  the 
express  design  of  obtaining  it.  In  some  cases  these  gas  wells  have 
been  highly  productive,  furnishing  an  abundance  of  material  for  beat^ 
ing  and  lighting  in  a  most  convenient  and  manageable  form.  Aa 
noteworthy  occurrences  in  this  connection,  the  article  in  question 
states  that  on  the  Upper  Cumberland,  in  Kentucky,  gas  accumulatea 
in  such  quantities  beneath  the  strata  of  lower  Silurian  limestone,  that 
many  hundred  tons  of  rock  and  earth  are  sometimes  blown  out  with 
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great  violence.  These  explosions  have  received  the  local  name  of 
"  gas  volcanoes."  In  Ohio,  gas  escapes  from  nearly  all  the  wells, 
bored  for  oil  in  the  oil-producing  districts.  One  well,  in  Knox  Co., 
of  that  State,  has  for  five  years  continued  to  send  forth  a  constant 
stream  of  gas,  of  such  enormous  volume  that  when  ignited  it  forms  a 
jet  of  flame  three  feet  in  diameter  and  fifteen  feet  long.  Another 
neighboring  well  constantly  ejects,  at  intervals  of  one  minute,  the- 
water  which  fills  it,  and  thus  forms  an  intermittent  fountain  120  feet 
in  height.  Another  well,  in  West  Bloomfield,  N.  Y.,  delivering,  ac- 
cording to  Prof.  Wurtz,  about  15  cubic  feet  per  second,  will  probably 
shortly  be  utilized  to  supply,  for  industrial  purposes,  the  city  of  Roch- 
ester, some  twenty  miles  distant. 

At  Erie,  Pa.,  there  are  now  twenty-five  wells  in  successful  opera* 
tion,  most  of  which  have  been  bored  for  the  express  purpose  of  ob-^ 
taining  gas. 

For  illuminating  purposes  this  natural  product  seems  to  be  much, 
inferior  to  that  furnished  in  cities  and  towns,  ranging  about  7  or  8 
candles ;  its  chief  application  has  thus  far  been  for  heating  purposes, 
for  which  it  seems  eminently  qualified.  Upon  removing  by  simple- 
means  some  of  the  ingredients  which  diminish  its  illuminating  quali- 
ties (carbonic  acid,  &c.),  its  value  a  sa  lighting  agent  is  greatly  in- 
creased. 

The  Commercial  Production  of  Oxygen.— The  following^ 
details  of  the  process  followed  by  the  Oxyhydrogen  Gas  Company,. 
of  Buffalo,  N.  Y.,  in  the  production  of  oxygen  on  a  commercial 
scale,  may  be  of  interest,  though  it  is  in  general  the  same  as  that 
previously  described  in  the  *'  Journal,**  in  reference  to  the  procesB 
of  M.  Tessie  du  Mothay. 

The  material  employed  is  called  manganate  of  soda.  Whether 
this  definition  of  its  constitution  is  accurate,  from  a  chemical  point 
of  view,  we  are  unable  to  assert.  The  treatment  of  the  material  is 
thus  described :  ^'  The  pulverized  manganate  of  soda  is  introduced 
into  iron  retorts  seven  feet  long,  one  foot  wide  and  two  deep  (a  cross 
section  being  an  ellipse).  It  is  here  heated  in  a  current  of  super- 
heated steam.  The  steam  passes  through  the  mass  and  carries  with 
it  part  of  the  oxygen.  In  ten  minutes  the  current  of  steam  is  shut 
off  and  atmospheric  air  is  blown  in ;  the  soda  salt  now  re-absorbs  or 
re-unites  with  the  oxygen,  and  the  nitrogen  escapes.  .  .  .  Air 
is  passed  in  for  ten  minutes,  and  then  steam  as  before. 
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^^  From  the  retorts  the  gas  passes  to  the  condensers,  which  are 
like  the  usual  upright  cast-iron  pipes  used  in  all  gas  works.  Here 
the  steam  is  condensed,  and  it  washes  the  gas ;  from  these  the  gas 
passes  to  the  scrubber,  where  all  further  impurities  are  washed  out ; 
it  then  passes  to  the  holder.'** 

It  seems  that  the  process  followed  is  not  identical  with  the  pub- 
lished description  of  the  patent.  Sereral  modifications  in  details 
have  been  found  necessary  in  practice.  The  manganate  also  appears 
not  to  work  to  perfection,  since  it  has  been  found  to  lose  its  porosity 
•and  agglomerate  after  being  for  some  time  in  use.  It  is  found  neces- 
sary, therefore,  to  re-charge  the  retorts  after  ti  time  with  fresh  mate- 
rial. Experience  indicates  that,  could  the  steam  be  supplied  perfectly 
-dry,  this  difficulty  might  be  obviated. 

What  may  be  the  ultimate  success  of  the  company  must  be  left  for 
time  to  decide.  It  is  at  present  supplying  consumers  with  hydrogen 
gas  at  the  rate  of  $2*50  per  M.,  and  oxygen  gas  at  the  rate  of  $5*00 
per  M. 

Artifloial  Alizarine. — The  manufacture  of  the  artificial  alizarine 
— the  coloring  matter  of  the  madder  root — seems  to  be  steadily. pro- 
gressing toward  a  practically  commercial  success.  It  is  only  about 
three  years  ago  that  the  discovery  of  the  method  of  its  artificial  pro- 
eduction  in  the  laboratory  was  hailed  by  the  chemical  world  with  a 
spirit  of  rejoicing  as  a  fresh  triumph  for  purely  scientific  research  ; 
while  today  it  is  offered  in  the  market  at  prices  below  that  demanded 
for  the  natural  product,  obtained  from  the  madder.  It  is  said  that 
the  cheapness  of  the  artificial  material  is  already  creating  distress 
amongst  the  growers  of  the  root  in  those  districts  of  continental  Eu- 
rope where  its  cultivation  forms  almost  the  sole  dependence  of  its  pop- 
ulation, and  the  near  future  will,  in  all  probability,  by  the  steady 
growth  of  the  production  of  the  artificial  material,  add  to  the  severity 
of  the  competition.  Whether  or  not  the  result  will  finally  be  the  ex* 
tinction  of  the  madder-growing  industry,  remains  to  be  seen,  though 
the  probabilities  point  strongly  in  that  direction.  A  Philadelphia  in- 
dustrial establishment  has  lately  purchased  a  considerable  quantity  of 
the  artificial  alizarine,  at  a  cost  of  twenty-five  per  cent,  below  that  at 
which  the  natural  product  can  be  manufactured.  The  steady  growth 
of  the  manufacture  of  the  artificial  product  deserves  wide-spread  re- 
cognition, as  one  of  the  most  important  advances  of  which  the  techni- 
cal chemistry  of  our  times  can  boast. 

*  i^merican  ArtisaD. 
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Preseryation  of  Wines.* — Prof.  Neubauer  has  obtained  such 
satisfactory  results  with  Pasteur's  process  of  heating  wine  up  to  60^ 
or  65^  C.|  that  the  wine  growers  of  Ahrweiler  have  put  it  into  prac- 
tice. Dr.  Buhl  has  heated  his  wines  for  some  years  with  the  best  re- 
sults. It  is  claimed  that  this  operation  kills  or  destroys  the  yeast 
globules  and  whatever  germs  may  be  present,  and  does  not  at  all  in- 
jure  the  wine. 

New  Process  for  Poriflcation  of  Iron  and  SteeL— A  recent 
process  of  this  tenor,  patented  by  Mr.  Thomas  Shaw,  a  member  of  the 
Institute,  consists  in  directing  a  jet  of  dry  steam  upon  the  molten  iron 
as  it  runs  from  the  cupola  furnace.  The  floor  upon  which  the  iron 
falls  is  divided  into  four  compartments.  The  iron  falling  farthest 
from  the  nozzle,  will,  it  is  declared,  be  soft  wrought  iron ;  that  in  the 
next  compartment,  cast  steel ;  in  the  next,  fine  cast  iron ;  and  in  the 
nearest  one,  ordinary  cast  iron. 

Diamonds  fH>m  the  Gold  Sands  of  California.— Prof.  Benj. 
Silliman  has  lately  communicated  to  the  American  Institute  of  Mining 
Engineers  the  information  that  he  has  detected,  in  appreciable  quan- 
tity, the  presence  of  microscopic  diamonds  in  the  sands  of  hydraulic 
washings  in  California,  associated  with  zircons  (hyacinth),  topaz, 
quartz,  chromic  iron,  etc.  The  occurrence  of  diamonds  of  some  size 
in  the  sands  from  the  gold  washings  of  that  State  is  stated  to  be  not 
uncommon. 

New  Submarine  Lamp. — An  instrument  of  this  kind  has  been 
designed  by  M.  Pasteur,  which  is  based  upon  the  fact  that  the  ex- 
pired and  vitiated  air  discharged  by  divers,  still  contains  enough  oxy- 
gen to  support  the  flame  of  a  petroleum  lamp.f 

Accordingly,  he  connects  with  the  flexible  escape  pipe  of  a  diver's 
helmet  a  suitable  arrangement  of  lamp  of  this  kind.  The  lamp  may 
be  carried  in  the  hand  of  the  diver  or  may  be  attached  to  any  part 
of  the  person. 

The  flow  of  the  escaping  air  from  the  helmet  through  the  lamp 
^ives  a  bright  flame,  enabling  the  diver  to  see  in  all  directions ;  ren- 
dering the  employment  of  the  expensive  and  troublesome  electric 
light  no  longer  necessary. 

A  New  Photometer. — M.  Yvon  has  recently  communicated  to 

*  iDd.  Blatter, 
t  Iron  age. 
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the  French  Academy  the  plan  of  a  photometer  baaed  on  the  percep- 
tion of  relief,  which,  though  we  have  had  no  opportunity  of  testing- 
its  practicability,  seems  worthy  of  notice  from  its  simplicity  and  nov- 
elty.    The  arrangement  is  described  as  follows : 

Let  there  be  two  plain  white  surfaces  placed  at  tight  angles  to  each 
other :  e.  g.,  fold  a  sheet  of  paper  or  a  card  in  the  middle,  and  place 
it  upright  on  a  table,  so  that  the  two  halves  form  a  right  angle. 

Let  the  observer  now  place  himself  a  short  distance  off,  so  that  his 
eye  is  in  the  prolongation  of  a  line  bisecting  the  angle  formed  by  the 
halves  of  the  sheet,  and  look  at  the  edge  through  a  tube  which  has- 
been  blackened  in  the  inside.  So  long  as  the  two  surfaces  are  une- 
qually illuminated  he  has  a  perception  of  relief;  when,  however,  the 
two  surfaces  are  equally  illuminated  he  sees  what  appears  to  be  & 
plane  surface. 

From  this  general  description  of  the  method  of  observation  the 
reader  will  be  able,  without  further  direction,  to  arrange  the  position 
of  the  lights  to  be  compared  and  other  details  of  the  measurement. 

The  St.  Oothard  TunneL — From  foreign  sources  it  is  stated  that 
the  elaborate  machinery  for  piercing  the  St.  Gothard  Tunnel  is  almost 
ready  for  service,  when  this  important  work  will  be  advanced  with 
rapidity. 

The  progress  in  the  tunnel  at  the  north  side,  at  Goshen,  up  to  Dec. 
31st,  was  at  the  rate  of  only  0*30  metres  per  day,  the  heading  bGi"^ 
being  driven  into  the  hardest  granite.  At  that  date,  the  total  length 
driven  at  this  end  was  twenty  metres,  the  number  of  men  employed 
being  100. 

At  Airolo  the  rock  met  with  is  somewhat  softer,  and  102  metrea 
had  been  tunnelled  at  the  close  of  the  year.  At  this  end,  also,  the 
masonry  is  begun,  and  from  170  to  200  persons  are  employed. 

It  is  designed  to  preserve  specimens  of  ev#y  rock  species  and 
variety  met  with  in  the  construction  of  the  tunnel,  of  which  10  or  12 
collections  will  be  made,  several  sets  of  which  will  doubtless  find  their 
appropriate  disposition  in  the  cabinets  of  the  Swiss  and  Italian  tech- 
nical schools,  where  their  value  will  be  best  appreciated. 

The  U.  S.  Naval  Observatory.— The  splendid  telescope  de- 
signed for  the  I^ational  Observatory  at  Washington  will,  in  all  proba- 
bility, soon  be  erected  and  in  use.  The  work  upon  the  new  tower 
and  dome  intended  for  its  reception  is  being  rapidly  brought  to  com- 
pletion. 
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The  object-glass — the  largest  in  the  world,  26|  in.  diameter  and  82 
feet  focal  length — is  now  finished  and  ready  for  the  instrument. 

The  cost  of  the  new  instrument,  with  the  necessary  machinery,  will 
be  about  (^80,000,  and  that  of  the  tower  and  dome  erected  to  receive 
it  about  (15,000. 

The  instrument  at  present  in  use  at  the  Observatory  has  an  object* 
glass  of  but  9  inches  diameter,  so  that  the  Professors  of  the  Institu- 
tion may  be  congratulated  upon  the  splendid  acquisition  to  its  effici- 
ency, in  prospect. 

If  to  this  we  add  the  list  of  new  apparatus  already  acquired  or  in 
process  of  construction  for  the  Observatory,  for  the  observation  of 
the  coming  transit  of  Venus,  the  Institution  will  shortly  be  as  well 
or  perhaps  better  equipped  than  any  other  of  its  kind  in  the  world. 

Economic  Limits  of  Steam  Expansion.— An  interesting  dis- 
cussion upon  the  limit  to  the  expansion  of  steam  took  place  recently 
before  the  Manchester  Scientific  and  Mechanical  Society.  The  paper 
originating  the  discussion  was  read  by  Mr.  McNaught,  who  in  the 
course  of  his  subject  declared  that  he  had  long  since  reached  the  con- 
clusion that  the  expansion  of  steam  can  be  carried  too  far.  When 
steam  had  been  expanded  to  six  times  its  volume,  its  maximum  eco- 
nomic effect  had  been  attained.  The  writer  contended  that  no  econ- 
omy was  to  be  attained  beyond  this  point,  simply  because  the  back 
pressure  then  not  only  lost  its  value,  but  operated  against  any  econo- 
mical result.  If  more  expansion  was  desired  the  piston  would  have 
to  be  enlarged,  and  that  would  increase  the  prejudicial  operation  of 
the  back  pressure. 

In  the  discussion  which  followed,  many  gentlemen  present  took 
sides  against  the  views  above  expressed. 

Bussian  Sheet  Iron. — The  Am.  Manufacturer  states  the  fact 
that  Messrs.  Rogers  and  Burchfield,  of  Pittsburg,  a  few  days  ago, 
•made  their  first  consignment  of  Russian  sheet  iron  to  Liverpool,  Eng- 
land: It  appears  from  the  statement  of  the  makers,  that  it  can  be 
manufactured  here  and  exported  cheaper  than  it  can  be  imported 
from  Russia  to  England.  Their  present  capacity  for  producing  this 
important  specialty  is  given  at  two  tons  per  day,  which  may  be  large- 
ly increased. 

Engineering  College  in  Japan. — The  Japanese  government 
has  recently  given  another  significant  indication  of  the  rapid  strides 
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which  are  being  made  in  that  remarkable  country,  in  what  relates  t<^ 
the  acquisition  of  modern  scientific  knowledge,  by  the  foundation  at 
Jeddo  of  a  College  of  Engineering,  in  which  natives  of  the  country^ 
are  to  be  instructed  in  technology  and  practical  engineering.  Prof. 
Henry  Dyer,  formerly  of  Glasgow,  Scotland,  has  been  appointed  the 
director  of  the  new  institution. 

Olefiant  Gas  and  Ozone. — An  interesting  observation  by  M. 
Houzeau,  is  the  fact  that  a  mixture  of  olefiant  gas  (heavy  carburetted 
hydrogen)  with  ozone,  detonates  violently  without  the  aid  of  either 
heat,  light  or  electricity,  it  being  simply  necessary  that  the  ozone 
should  be  present  in  sufficiently  concentrated  form. 

The  experiment  may  be  repeated  in  public  without  danger,  by  pass- 
ing very  slowly  a  current  of  olefiant  gas  (obtained  by  the  reaction  of 
sulphuric  acid  and  alcohol)  through  a  rather  wide  tube,  and  at  the 
same  time  permitting  a  slow  current  of  ozone,  direct  from  the  ozon* 
izer,  ^to  traverse  a  narrow  tube,  penetrating  about  one  centimeter 
within  that  filled  with  the  ethylene. 

Under  these  circumstances,  each  portion  of  the  ozone,  as  it  mixes 
with  the  heavy  carburetted  hydrogen,  produces  a  sharp  detonation. 

In  general,  the  vivid  combustion  of  the  ethylene  is  preceded  by 
white  vapors,  produced  by  the  slow  oxidation  of  the  gas. 

Testing  Strength  of  Materials. — It  is  the  intention  of  Prof^ 
Thurston  to  continue  the  valuable  experiments  upon  the  strength  of* 
materials,  with  the  apparatus  lately  described  in  the  Journal,  for  aur. 
tomatically  registering  its  determinations. 

The  work  to  be  undertaken  will  be  upon  the  metals  and  their  alloys. 
Prof.  Thurston  therefore  desires  to  obtain  for  this  purpose  samples  of' 
standard  brands  of  irons,  and  of  useful  and  interesting  alloys,  for  test. 

The  results  will  all  be  made  public.  During  the  absence  of  Prof. 
Thurston,  who  sails  shortly  for  Vienna  as  a  member  of  the  United 
States  Scientific  Commission,  Mr.  Bachman  will  receive  and  tak^ 
charge  of  samples,  which  may  be  sent  to  the  Steven's  Institute.. 
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Proceedings  of  the  Stated  Meeting^  February  19,  1873. 

The  meeting  was  called  to  order  at  the  usual  hour,  with  the  Presi- 
dent, Mr.  Coleman  Sellers,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Actuary  submitted  the  minutes  of  the  Board  of  Managers,  and 
reported  that  at  their  stated  meeting  held  February  12ih,  1873,  the 
following  donations  to  the  Library  had  been  announced : 

Report  on  the  North  Sea  Canal  of  Holland,  and  on  the  Improve- 
ments of  Navigation  from  Rotterdam  to  the  Sea.  By  Major  General 
Barnard.     From  Simon  Stevens,  Esq. 

Public  Works  of  the  United  States  of  America  in  1870.  From  the 
Minister  of  Public  Works.     Paris,  France. 

Comptes  Rendus,  Sept.  9th  to  Nov.  18th,  1872.  From  the  Acade- 
my  of  Sciences,  Paris,  France. 

Annual  Report  ef  the  Chief  Signal  Officer  to  the  Secretary  of  War, 
for  the  year  1872.     From  the  Chief  Signal  Officer. 

Journal  of  the  Society  of  Arts,  of  London,  for  November,  1872. 
From  the  Society. 

Journal  Royal  Geographical  Society,  Vol.  41st,  with  a  classified 
Catalogue  of  their  Library.     From  the  Society. 

Quarterly  Weather  Reports  of  the  Meteorological  Office.  From  the 
Meteorological  Committee,  London. 

Annals  Des  Pontes  et  Chaussees,  for  September  and  October,  1872. 
From  the  Administration  of  Bridges  and  Roads,  Paris,  and  the  Ninth 
Census. 

The  Statistics  of  the  Population  of  the  United  States  for  1870. 
From  the  U.  S.  Census  Bureau. 

The  Committee  on  the  Horse  Power  of  Steam  Boilers  reported  pro- 
gress and  was  continued. 

The  Committee  on  Conflagrations  made  a  lengthy  report,  through 
its  chairman,  Mr.  J.  B.  Burleigh,  who  in  conclusion  of  his  remarks, 
called  attention  to  a  communication  on  the  subject,  at  the  request  of 
the  committee,  by  the  Secretary.  The  communication  was  thereupon 
read.  The  reports  referred  to  will  be  found  published  in  the  Journal 
of  the  Institute  for  April,  1873. 

The  President  next  announced  a  paper  by  Mr.  G.  P.  Hachenberg, 
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t)n  the  subject  of  Musical  Telegraphy,  in  which  he  explained  at  length 
a  system  of  electrical  music,  and  suggested  a  plan  for  a  large  Music 
Hall  for  the  proper  exhibition  of  the  system,  in  connection  with  the 
looming  Centennial  Exhibition  in  1876. 

Mr.  Wm.  B.  Le  Van  next  presented  a  paper  on  the  late  Boiler  Ex- 
plosion at  Conshohocken,  which  detailed  the  history  of  the  exploded 
boiler,  and  the  cause  and  effects  of  its  explosion.  The  paper  elicited 
some  discussion,  and  is  published  in  the  Journal  of  the  Institute  for 
March,  1878. 

Mr.  Murphy  next  offered  a  paper  on  the  Ice  Oorge  in  the  Schuyl« 
kill. 

The  Secretary  then  offered  a  short  report  on  Novelties  in  Science 
«nd  the  Mechanic  Arts. 

Under  the  head  of  New  Business,  Mr.  Orr  offered  the  following : 

Resolved,  That  the  "  Franklin  Institate''  cordially  approves  of  a  thorough 
Geolegical  Survey  of  the  State  of  Pennsylvania,  as  recommended  by  Prof. 
Lesley,  in  his  letter  to  Governor  Hartranft,  and  respectfnlly  ask  of  oar  Legis« 
latare  the  proper  legislation  to  give  prompt  and  fall  effect  to  the  same. 

The  resolution  was  adopted. 

The  same  gentleman  offered  the  report  of  the  Optical  Section  of  the 
Institute  for  the  year  just  passed,  which  was  accepted. 

Mr.  Le  Van  moved  that  a  committee  be  appointed  to  fix  on  a  for- 
mula for  the  Factor  of  Safety  for  the  carrying  of  Steam  Pressure,  to 
be  known  as  the  ^^  Franklin  Institute"  formula.  The  mover  asked 
that,  in  the  event  of  the  passage  of  the  motion,  Mr.  Robert  Briggs 
be  appointed  as  the  chairman  of  the  proposed  committee.  The  mo- 
tion was  carried.  The  President  stated  that  he  would  announce 
the  committee  at  the  March  meeting  of  the  Institute. 

The  meeting  was  thereupon  adjourned. 

William  H.  Wahl,  Secretary. 
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EXTRACT  FROM  REPORT  OF  CHIEF  ENGINEER  JOHN  P.  CULVER, 

OF  THE  BUREAU  OF  ENGINEERING  AND  SURVEYING 

OF  JERSEY  CITY. 

At  the  time  the  Board  of  Pablic  Works  assumed  control  of  the 
irater  works,  the  foundations  for  building  contracted  for  by  the  Water 
<?ommis8ioner8  were  nearly  completed,  but  at  my  request  the  prosecu* 
tion  of  the  work  was  suspended,  that  the  advisability  of  substituting 
tluplex  engines  for  the  intended  Cornish  engines  might  be  considered. 

On  the  5th  of  June,  1871,  the  following  report  was  made  by  our 
Consulting  Mechanical  Engineer  and  myself: 

Report  on  Duplex  Engine. — "  We  submit  herewith  our  report  rela- 
tive to  the  advisability  of  substituting  the  Worthington  Duplex  engine 
for  Cornish  engines,  for  the  high  service  supply  of  this  city. 

'^Although  satisfied,  from  knowledge  previously  obtained,  and  the 
t)omparison  of  statistics  concerning  the  subject,  that  for  the  use 
intended  in  this  ease  there  was  but  little  question  concerning  which 
engine  would  be  preferable,  we  yet  deemed  it  best  to  make  a  personal 
investigation,  and  from  an  actuaKinspection  corroborate  such  data  as 
have  from  time  to  time  been  furnished  concerning  the  working  of  the 
Duplex  engine. 

"  We  visited  the  Mystic  water  works  at  Charlestown,  Massachu- 
setts, and  the  Fairmount  water  works  at  Philadelphia,  and  at  both 
places  were  treated  with  the  utmost  courtesy  and  everything  done  to 
facilitate  our  obtaining  desired  knowledge.  While  availing  ourselves 
of  the  information  tendered  by  those  having  supervision  of  the  works, 
we  have  also  examined  the  mechanism  of  the  engines,  and  consulted 
the  operative  engineers  in  charge. 

"At  Charlestown,  Edward  Lawrence,  Esq.,  President  of  the  works, 
informed  me  that  the  Duplex  was  adopted  after  a  full  and  careful 
examination  of  the  claims  of  the  Cornish  and  other  forms  of  pumping 
engines,  and  after  using  the  Duplex  for  six  years  he  is  so  well  satis- 
tied  concerning  its  superiority  that  he  has  recently  ordered  a  third 
•engine  of  the  same  pattern  but  of  larger  dimensions,  for  the  Mystic 
works. 

"  The  two  engines  now  in  use  have  a  capacity  of  five  million  gaU 
Ions  each  per  diem. 
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^^  The  new  engine  is  to  have  a  capacity  of  eight  million  gallons  per 
diem. 

^^Ab  an  evidence  of  the  care  with  which  the  engines  had  been  con- 
structedy  Mr.  Lawrence  informed  us  that  the  cost  of  repairs  for  the^ 
six  years  had  been  less  than  one  hundred  dollars ;  we  were  shown  one 
of  the  pnmp  valves  which  had  been  in  use  four  years  and  was  still  in 
good  condition. 

^'  The  duty  done  in  raising  water  to  an  elevation  of  one  hundred 
feet  for  each  one  hundred  pounds  of  fuel  consumed,  was  considered 
by  Mr.  Lawrence  as  being  fully  equal  to  the  best  work  performed  by 
the  Cornish  engines  under  the  most  favorable  circumstances. 

^^  Mr.  Graflf,  the  Chief  Engineer  of  the  Fairmount  water  works  aa 
well  as  the  entire  water  works  of  Philadelphia,  a  gentleman  whose 
reputation  is  national,  and  whose  opinion  is  entitled  to  the  most 
respectful  consideration,  informed  us  that  the  performance  of  his  best 
Cornish  engine  had  been  equalled  by  his  Duplex  engines  at  Belmont, 
and  the  fact  that  he  had  ordered  three  additional  Duplex  engines  i» 
strong  evidence  of  his  unqualified  preference. 

''  He  says  that  the  Duplex  has  given  him  no  trouble,  the  costs  for 
repairs  have  been  so  trifling  as  scarcely  to  deserve  mention,  and  that 
their  immunity  from  accidents,  due  to  their  mechanical  construction^ 
is  such  that  he  is  relieved  from  the  anxiety  and  care  inseparably  con- 
nected with  the  working  of  Cornish  engines. 

^^  The  Cornish  engine  has  the  sanction  of  time,  and  the  respecta- 
bility that  naturally  clings  to  established  usage,  but  in  this  proves- 
sive  age,  rife  with  the  spirit  of  improvement,  its  past  usefulness  can- 
not guarantee  its  continuance,  nor  be  used  as  an  argument  against 
the  adoption  of  other  engines,  if  the  crucial  test  of  actual  duty  proves 
their  superiority. 

^'  The  Cornish  engine,  one  of  the  first  forms  of  steam  engines,  is 
only  properly  adapted  to  the  peculiar  service  in  which  it  originated — 
the  lifting  of  water  from  deep  mines. 

'^As  the  engine  was  placed  on  the  surface  and  the  pumps  deep  in 
the  bowels  of  the  earth,  long  and  heavy  rods  were  essential  for  the-r 
connection. 

^^  Power  was  naturally  employed  in  lifting  the  weights,  and  their 
gravity  in  falling  raised  the  water  to  the  desired  elevation. 

^^  In  such  service  any  intermitted  action  was  of  but  little  conse- 
quence, and  economy  in  fuel  a  desideratum. 

*'The  establishment  of  a  system  of  annual  reports  excited  emula 
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latioD  which  resalted  in  the  designs  of  the  engines  being  improved, 
and  they  gradually  assumed  the  perfection  at  last  attained. 

*^  Their  high  duty  finally  became  celebrated,  and  in  after  years,  as 
the  demands  for  pumping  engines  for  water  works  developed,  it  was 
natural  that  the  Cornish  engine  should  be  selected,  the  more  particu- 
larly as  the  service  was  in*  many  respects  similar ;  the  water  being 
obtained  from  pits  or  shafts  sunk  through  the  chalk  formations,  until 
the  apparently  inexhaustible  reservoir  that  underlie^  so  much  of  Eng- 
land was  reached. 

^^  Once  used  as  pumping  engines  for  the  water  works  of  towns, 
modifications  adapted  them  to  the  conditions  in  which  we  are  now 
using  them,  and  so  far  as  economical  use  of  fuel  is  concerned,  they 
still,  under  favorable  conditions,  maintain  their  reputation,  and 
although  equalled,  have  never  been  excelled. 

'^  Experience  tends  to  show,  however,  that  in  many  other  respects 
as  essential  as  economy  they  are  inferior. 

''  The  efficiency  of  a  pumping  service  of  a  city  underlies  the  pros- 
perity, comfort,  safety,  and  health  of  its  inhabitants,  and  such  effi- 
ciency is  dependent  to  a  great  extent  on  the  durability  of  the  engines 
and  their  freedom  from  accidents,  and  on  these  points  the  Oornish 
engines  are  defective. 

^^  They  are  in  fact  the  most  precarious  form  of  engine  known, 
requiring  not  only  the  utmost  skill  upon  the  part  of  the  attendants, 
but  are  liable  to  accidents  against  which  it  appears  impossible  to 
guard,  and  the  immunity  we  enjoy  is  no  evidence  that  the  worJcs  may 
not  be  disabled  at  any  time ;  in  proof  of  which  it  may  be  said  that 
there  is  scarcely  a  Cornish  engine  in  the  country  but  what  has  been 
subject  to  dislocation  and  fractures,  more  or  less  extensive ;  which, 
being  due  to  their  form  and  action,  scarcely  admits  of  a  remedy. 

'*'  The  intermittent  action  of  the  Cornish  engine  is  a  serious  argu- 
ment against  its  adoption,  entailing  as  it  does  the  necessity  for  a 
stand-pipe,  a  contrivance  whose  objectionable  features  do  not  appear 
to  require  much  comment,  as  we  have  so  lately  realized  the  danger 
incident  to  such  a  device,  and  are  about  to  experience  the  cost  of  its 
maintenance  in  the  construction  of  the  tower  at  Belleville. 

"An  immense  and  weighty  column  of  water  in  the  stand-pipe  alter- 
nates from  a  state  of  comparative  rest  to  one  of  motion  at  every 
stroke  of  the  pump,  accompanied  with  very  great  and  irregular 
strains  upon  the  pump  and  contiguous  valve  chambers  and  pipes, 
which  when  augmented  by  a  slight  irregularity  in  the  movements  of 
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the  valves  (liable  to  occur  from  accidental  causes),  become  so  percus- 
sive as  to  cause  serious  and  disastrous  breaks. 

*' Various  attempts  have  been  made  to  construct  new  forms  of 
engines  in  place  of  the  Cornish ;  notably,  the  Hartford  Gam  engine, 
the  Shield  engine  at  Cincinnati,  and  the  so-called  Double-Action 
Cornish  engine  at  Brooklyn,  but  none  of  them  met  with  such  success 
as  to  warrant  their  introduction,  and  we  believe  they  have  not  been 
duplicated. 

^'A  failure  of  considerable  magnitude  was  also  experienced  at  De- 
troit. 

^^  The  Worthington  Duplex  appears  to  be  the  engine  destined  to 
supplant  the  Cornish,  and  from  the  date  of  its  introduction  its  repu- 
tation has  grown  and  increased,  until  now  its  superiority  is  generally 
acknowledged  by  those  most  competent  to  decide. 

"  Seventeen  years  ago  three  Worthington  engines  were  .put  up  at 
Savannah ;  others  of  the  same  kind  were  erected  at  Cambridge  in 
the  year  1856,  which,  under  careful  trial,  excelled  every  other  engine 
in  the  country,  our  own  at  Belleville  included. 

'*  The  Charlestown  engines  (being  the  first  of  the  Duplex  form) 
were  erected  in  the  year  1866,  and  their  performance  is  asserted  to 
be  the  best  on  record. 

"At  Cambridge  they  have  recently  put  in  a  second  engine  of  five 
million  gallons  capacity,  also  one  at  Salem  of  same  size. 

*'  One  has  been  running  at  Harrisburg,  Pa.,  almost  constantly  for 
ten  years  with  almost  no  repairs. 

**  The  Duplex  is  also  to  be  used  at  Providence,  Poughkeepsie,  and 
other  points. 

"  Two  are  running  at  the  Newark  water  works,  and  several  others 
could  be  enumerated  if  necessary,  but  we  deem  the  foregoing  suffi- 
cient to  convince  your  honorable  body  that  in  using  the  Worthing- 
ton Duplex  engine  you  would  neither  be  elucidating  a  vague  theory 
nor  testing  an  untried  experiment. 

"A  noticeable  feature  and  valuable  characteristic  of  the  Duplex 
engine  is  the  noiseless  way  in  which  it  performs  its  work;  there  is  no 
concussion  nor  even  an  appreciable  jar  in  the  engine  or  its  attach- 
ments ;  the  piston  acting  directly  on  the  water  without  the  interven- 
tion of  vast  moving  masses  of  metal,  reduces,  if  it  does  not  obviate, 
the  danger  of  fracture  or  dislocatioh  to  which  the  Cornish  engine  ia 
liable. 

"The  water-flow  throughout  the  delivery  main  is  so  equable  as  to 
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scarcely  disturb  a  sensitive  gauge  placed  thereon,  and  the  discharge 
into  a  reservoir  is  so  uniform  as  to  be  without  perceptible  pulsation. 

"  The  location  of  two  Duplex  engines  on  Bergen  Hill  will  serve 
equally  to  render  the  supply  for  the  upper  service  plenteous,  and  to 
fill  the  storage  reservoir  when  it  shall  be  constructed. 

'^  Considering  the  foregoing,  and  that  the  present  foundation  of  the 
new  engine  hpuse  can  be  utilized,  while  there  will  be  no  necessity  for 
the  erection  of  a  stand-pipe  and  inclosing  tower ;  and  that  the  beam 
walls  and  second  story  of  engine  house  will  not  be  required,  it  is 
manifest  that  the  simplest,  safest,  most  durable  and  inexpensive 
engine  should  be  selected. 

'*  So  that  from  motives  of  economy,  believing  that  a  great  saving 
can  be  effected  and  the  work  done  as  well  if  not  better  than  in  any 
other  manner,  we  would  give  our  most  emphatic  preference  to  the 
Worthington  Duplex  engines,  and  recommend  that  they  be  used  in 
the  new  works  on  Bergen  Hill.'* 

The  recommendations  contained  in  this  report  having  been  adopted, 
suitable  changes  were  made  in  the  plan  of  the  building  (which  is 
now  being  completed),  and  contract  entered  into  with  Henry  R. 
Worthington,  Esq.,  for  two  of  his  Duplex  engines,  with  boilers  and 
attachments  complete.  One  of  these  engines,  as  before  mentioned, 
has  been  transferred  to  the  pumping  works  on  the  Passaic  river, 
the  other  is  now  being  set  up  in  the  building  on  Bergen  Hill. 


The  New  Tin  Fields. — The  most  favorable  accounts  continue  to 
be  received  from  the  recently  discovered  tin  fields  in  Queensland. 

The  discoveries  have  attracted  large  numbers  to  the  region,  and 
preparations  for  mining  are  being  vigorously  pushed.  In  one  locality 
alone,  over  1400  acres  of  claims  have  been  taken  up  by  different  par- 
ties, who  are  making  preparations  for  conducting  sluicing  operations 
upon  a  large  scale,  the  water  supply  being  abundant  and  every  natu- 
ral facility  present. 

As  an  indication  of  the  ultimate  value  of  these  claims,  it  is  stated 
that  the  ore  yields  72  per  cent,  of  metallic  tin,  and  that  all  the  pros- 
pects thus  far  obtained  have  averaged  a  quarter  of  a  pound  of  ore  to 
the  dish. 

It  is  proposed,  by  parties  largely  interested  in  the  mines,  to  intro- 
duce Chinese  labor  for  working  them. 
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GAUGING  OF  RIVERS. 

By  Byt.  Brig.  Geo.  Hbnrt  L.  Abbot,  Major  of  Engineert. 
(CoDtinaed  from  page  3L4.) 

Te%U  and  JSxtension  of  the  Formulce  from  the  New  Data. — This  is 
not  the  place  to  explain  in  detail  the  principles  upon  which  these  for- 
mnlse  are  based ;  nor  how  to  apply  them  to  complex  problems,  such, 
for  instance,  as  the  rise  in  water  surface  which  results  from  a  given 
increase  in  discharge.  These  matters  are  fully  discussed  in  the  Phy- 
sics and  Hydraulics  of  the  Mississippi.  In  this  paper,  I  propose  only 
to  consider  their  practical  applicability  to  water  flowing  in  natural 
channels,  as  illustrated  by  actual  measurements. 

The  observations  available  in  deducing  their  constants — including 
not  only  all  our  own  but  also  all  published  experiments  of  value — 
were  thirty* in  number,  and  they  are  given  in  the  following  table, 
numbered  from  50  to  79  inclusive.  They  are  discussed  with  great 
care  on  pages  801 — 10  Physics  and  Hydraulics  of  the  Mississippi. 

The  work  of  MM.  Darcy  and  Bazin  appeared  four  years  after  the 
publication  of  the  Mississippi  Report,  but  in  a  joint  review  of  the  two 
works  M.  Victor  Fourni^,  Engineer  of  the  Corps  des  Ponts  et  Chaussfes, 
states  that  the  authors  were  ignorant  of  the  existence  of  the  latter 
prior  to  the  publication  of  their  own.  The  new  laws  and  formulae 
announced  have,  therefore,  received  no  discussion  from  M.  Bazin; 
and  his  report  must  be  studied,  in  order  to  determine  what  means  it 
supplies  for  testing  our  conclusions.  It  is  a  work  of  high  scientific 
merit  and  practical  importance,  treating  of  many  branches  of  hydrau- 
lics which  have  no  immediate  connection  with  the  gauging  of  rivers. 

MM.  Darcy  and  Bazin  have  removed  one  important  error,  which 
for  three  quarters  of  a  century  has  encumbered  science,  viz.,  the  law 
known  as  Coulomb's.  This  law  avers. that  the  friction  of  water  upon 
the  walls  of  its  bed  is  independent  of  the  material  of  which  that  bed 
is  made.  Dupuit — whose  treatise  on  the  Theory  of  Flowing  Water, 
published  in  1848,  is  a  monument  of  scientific  ability — doubts  the 
truth  of  this  law.  Certain  results,  reported  on  page  818  of  the  Phy- 
sics and  Hydraulics  of  the  Mississippi,  suggested  the  same  conclusion. 
M.  Bazin  has  finally  demonstrated  this  law  to  be  false.  He  divides 
his  experiments  into  four  classes :  those  where  his  little  canals  were 
lined  with  very  smooth  materials,  as  polished  cement,  planed  wood 
etc. ;  those  lined  with  slightly  rough  materials,  as  cut  stone,  bricks 
planks,  etc. ;  those  quite  rough,  as  rubble  masonry ;  and,  lastly,  those 
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lined  with  earth.  He  proposes  a  formulay  with  different  constants  for 
«ach  class ;  and  shows  conclusively  that  these  differences  are  neces- 
sary to  make  experiment  accord  with  theory. 

He  seems,  however,  to  have  overlooked  one  logical  sequence  of  this 
new  principle,  viz.,  that  the  velocity  at  the  perimeter,  and  not  the 
mean  velocity,  must  of  necessity  enter  his  equations.  This  necessity, 
which  was  theoretically  established  by  M.  Dupuit,  in  1848 ;  which  was 
recognized  in  our  formulae ;  and  which  becomes  doubly  unavoidable 
cince  Coulomb's  law  is  shown  to  be  false — is  rejected  by  M.  Bazin. 
In  fact,,  he  simplifies  instead  of  complicating  the  usual  form  of  the 
equation  for  water  flowing  uniformly ;  no  doubt  because  His  investi- 
gations did  not  lead  him  to  discover  the  law  which  governs  the  action 
of  cohesion  among  the  different  particles  of  water,  in  transmitting 
the  effect  of  the  primitive  resistance.  Apart  from  the  classification 
of  channels,  his  formulae  are,  therefore,  theoretically  no  more  exact 
than  those  of  de  Prony  and  other  writers,  and  are  only  superior  in 
practice  because  of  his  better  data  for  determining  the  constants. 

To  his  first  three  classes  of  channels  our  formulae  have  no  applica- 
tion, as  was  fully  and  repeatedly  stated  in  the  Physics  and  Hydrau- 
lics of  the  Mississippi.  To  some  of  his  experiments  in  earthen  chan- 
nels they  should  apply,  provided  their  constants  were  deduced  with 
sufficient  accuracy  to  include  streams  so  very  much  smaller  than  any 
available  in  our  investigations.  I  have,  therefore,  carefully  exam* 
aned  these  new  data,  applying  to  them  the  discrimination  used  in 
selecting  observations  from  which  to  deduce  our  constants. 

The  Darcy  and  Bazin  data  for  earthen  beds  comprise : 

1.  Observations  upon  the  feeders  Grosbois  and  Ghazilly  of  the 
oanal  of  Bourgogne.  Series  37,  38,  41  and  49  were  upon  portions  of 
these  feeders  where  the  bottom  was  of  earth,  but  pebbly,  except  in 
the  last,  which  was  muddy.  The  only  remaining  series,  47,  48  and 
^0,  were  made  (see  pp.  454  and  455)  where  a  few  plants  grew  in  the 
bed. 

2.  An  experiment  on  the  canal  Marseille,  which  closely  resembled 
«  natural  channel,  and  which  was  therefore  an  unexceptionable  obser- 
Tation. 

8.  Dubuat's  experiments  on  the  Canal  du  Jard, — not  applicable  to 
«  river  formula,  as  is  fully  shown  on  page  806  Physics  and  Hydrau- 
lics of  the  Mississippi. 

4.  Dubuat's  observations  on  the  river  Haine ;  two  of  which  were 
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used  in  our  investigations,  and  the  other  two  shown  to  be  inappli- 
cable,  on  page  307. 

5.  The  observations  of  Funk  on  the  Weser,  concerning  which  M* 
Bazin  remarks :  <^  It  is  to  be  noted  that  Fank  has  almost  always  adopted 
the  same  slope  for  an  entire  group  of  experiments,  a  circumstance 
which  does  not  occur  in  a  natural  channel.  The  original  data  appear^ 
according  to  Hagen^  to  have  been  corrected  and  co-ordinated  so  as  to 
render  uniform,  slopes  at  first  different."  It  is  clear  that  such  obser^ 
vations  possess  no  value. 

6.  The  experiments  of  Bruning  on  the  branches  of  the  Rhine.  M.. 
Bazin  states,  on  the  authority  of  Hagen,  that  these  slopes  were  not 
measured ;  and  that  they  either  '^  were  computed  subsequently,  so  aa 
to  place  the  results  in  accord  with  existing  formulae,  or  were  deter* 
mined  by  a  later  leveling  in  1797.     Such  data  evidently  are  value- 


7.  Some  old  experiments  of  Bonati  on  the  Po,  and  of  the  Romaic 
school  of  Fonts  et  Chaussees  on  the  Po  and  the  Tiber.  M.  Bazin 
remarks  ^^  the  value  to  be  assigned  to  the  slopes  for  these  observa- 
tions is  not  better  determined."  He  does  not  report  them  in  detail^ 
and  as  M.  de  Prony's  Recueil  de  Cinq  Tables,  from  which  he  obtained 
them,  is  not  at  hand,  I  have  been  unable  to  make  use  of  them. 

8.  A  series  of  unpublished  experiments  on  the  Seine,  executed  at 
Paris  in  1851  and  1852  under  direction  of  M.  Poiree,  Ingenieur  dea 
Fonts  et  Ohaussees.  They  were  made  with  floats,  and  are  the  mean 
of  many  gaugings  made  at  about  the  same  stands  of  the  river.  M. 
Bazin  calls  them  ^^good,"  as,  no  doubt,  they  are. 

9.  A  series  of  experiments  made  on  the  Seine  at  Foissy,  Triel  and 
Meulan,  in  1852  and  1853  under  the  direction  of  M.  Emmery,  Inge* 
nieur  des  Fonts  et  Ghauss^es.  Respecting  these  experiments,  it  i& 
to  be  remarked  that  the  water  level  varied  during  the  observations. 
The  mean  amount  was  about  8  inches,  the  maximum  being  nearly  2 
feet.  With  a  river  having  a  mean  depth  of  only  about  12  or  13  feet^ 
it  would  seem  that  sdch  oscillations — probably  tidal — ^must  have 
destroyed  all  precision  in  the  measurement  of  slopes.  Still,  I  have 
applied  the  formula  to  the  data,  although  regarding  them  as  of  very 
doubtful  accuracy. 

10.  A  series  of  experiments  on  the  Saone,  in  1857--59,  conducted^ 
until  his  death,  under  the  direction  of  M.  Leveille,  Ingenieur  en  chef 
des  Fonts  et  Ghauss^es.  This  series  of  ten  observations  is  stamped 
with  the  evident  inaccuracy  of  an  unvarying  slope,  while  the  river 
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i  ncreaaes  its  discharge  twenty-two  hundred  per  cent.,  and  its  mean 
radius,  five  hundred  per  cent,  (from  3  to  about  16  feet).  It  is  cer- 
tain that  they  can  possess  no  value  for  testing  river  formulae,  and  I 
have  therefore  rejected  them. 

In  fine,  then,  I  find  that  the  vrork  of  MM.  Darcy  and  Bazin  fur- 
nishes  49  measurements  admissible  for  testing  river  formulae;  although 
the  nine  upon  the  lower  Seine  are  of  doubtful  merit.  The  others  are 
unquestionably  of  high  value. 

The  contributions  of  M.  Grebenau  consist  of  six  measurements  on. 
small  natural  strean^s,  made  with  great  care  by  himself,, and  fully^ 
reported ;  of  five  gaugings  of  Bavarian  rivers  made  in  1866-57 ;  of 
three  recent  gaugings  of  the  Rhine  by  Baden  engineers ;  and  of  a. 
measurement  on  a  small  canal  by  M.  Strauss.  His  thorough  manner 
of  discussing  his  data  leaves  nothing  to  be  added. 

To  these  64  observations  I  have  applied  our  formula ;  and,  to  com- 
plete  the  discussion,  have  added  our  own  data  and  applied  to  them  the 
new  formulae  of  MM.  Darcy  and  Bazin,  and  M.  Hagen.  The  fol- 
lowing table  exhibits  the  results  in  detail,  numbered  as  in  the  original 
reports.  The  first  49  observations  are  those  from  the  work  of  MM. 
Darcy  and  Bazin.  The  next  80  are  the  data  from  the  Physics  and 
Hydraulics  of  the  Mississippi.  The  next  15  are  from  the  large  work> 
or  from  a  more  recent  pamphlet  by  M.  Grebenau.  The  next  two  are 
from  a  forthcoming  report,  by  General  G.  K.  Warren,  upon  his  late 
surveys  of  the  Upper  Mississippi ;  the  former  was  made  at  St.  Paul^ 
and  the  latter  at  Fort  Snelling.  The  last  two  are  from  the  report  of 
Mr.  Thos.  C.  Clarke,  Chief  Engineer  of  the  Railway  Bridge  at 
Quincy,  Ills.  His  measurements  were  carefully  made  at  that  city  in 
1866--67 ;  and,  as  nearly  as  practicable,  at  low  water  and  high  water 
stages,  the  difference  in  level  being  12*4  feet. 

In  the  table,  the  discrepancies,  applied  with  their  signs  to  the  com- 
puted velocities,  reduce  them  to  those  observed. 

A  cursory  inspection  of  this  table  makes  it  evident  that  our 
formula  accords  in  a  remarkable  manner  with  measurements  upon 
channels  varying  from  the  dimensions  of  the  Mississippi  river  to- 
those  of  diminutive  canal  feeders,  and  comprising  a  range  of  slopea 
from  O-OOq  004  to  0-009,  while  the  formulae  of  MM.  Darcy  and  Ba- 
zin and  M.  Hagen  have  a  more  limited  application.  They  are  im- 
provements upon  the  old  formulae  for  large  rivers,  as  appears  from 
the  following  figures,  which  denote  the  sums  of  the  discrepancies  in 
tnean  velocity  for  the  30  observations  reported  in  the  Physics  and 
Hydraulics  of  the  Mississippi,  and  for  which  the  sum  of  the  meaa 
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velocities  is  115*5  feet.     M.  Hagen  had  access  to  these  ohsenrations 
in  deducing  his  constants. 
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Ellet'8  discrepancy,  45'4  feet;   Dobiat's,  40*4  feet;  Olrard's,  3  7*4 
Young's,  33*4  feet;  Ohezy- Young's,  329  feet;  St.  Tenant's,  307  feet;  Pronjr 
Eytelwein's,  295  feet;  Prony-Wiesbach's,  28*8  feet;  Chezy-Eytelwein's,  28*4 
feet.     Prony's  two  formuUe,  281  feet;  Chezy-Downiog's,  26  7  feet;  Dapnit's^ 
25'1  feet;  Darcy-Bazin's,  22*9  feet;  Hagen's,  8-7  feet;   Bumphreys- Abbot's,. 
6-4  feet. 

I  have  not  taken  the  trouble  to  apply  the  older  formulae  to  the  new 
data,  and  cannot  therefore  institute  a  similar  comparison  for  them. 

It  has  seemed  to  me  advisable  to  closely  scrutinize  the  above  table^ 
with  a  view  to  learn  whether  the  new  observations  afford  means  of 
improving  the  form  or  constants  of  our  formula.  In  such  an  investi- 
gation, it  appears  proper  to  classify  the  data  according  to  the  area  ot 
cross  section,  as  this  quantity  is  usually  in  natural  channels  the  gov- 
erning element  which  decides  the  character  of  the  stream.  When 
the  discharge,  and  hence  the  area  of  cross  section,  is  large,  the  depth 
is  usually  considerable  and  the  slope  gentle.  With  a  less  volume  of 
water,  the  depth  decreases  and  the  slope  increases.  For  very  small 
sections,  like  those  of  canal  feeders,  the  law  of  variation  in  the  co- 
efficients which  take  into  account  the  action  of  cohesion  is  severely* 
tested ;  and  useful  suggestions  as  to  the  laws  governing  these  curves 
may  be  obtained.  Guided  by  these  views,  I  have  prepared  the  fol- 
lowing table  to  analyze  the  results  shown  in  the  last. 


Preliminary  Analysis  of  Data  contained  in  preceding  Table. 


Aroa  of 

Gross  Section, 

Tarying  between 


Sum  of 
obeeryed 
Velocities. 


Sum  of  computed 
Velocities. 


Si 


Wo 


WS 


Sam  of 
Discrepancies. 


tto 


Percentage  of 
Discrepancies. 


Kg 


■1 


Sq.  ft. 
aoo  000  and  10  000  19 


10  000  and  1 000 
1  000  and  60 
Less  than  60 

Total, 


89-914 
116*880 
27-250 
48-139 


80-709 
120-266 
29171 
40-814 


92-068 
112-419 
22199 
47-529 


93-406' 22-123 
121^12  14  108 
26-7431  3*899 
54-460!   6-731 


8124  6*461 

18447  11*438 

6-497  2  061 

6-166  6*613 


279-960 


274*205 


296*610  45*861 


38*224 


24*6 
121 
14*3 
11*9 


91 
16*8 
20*2 
12*8 


9-r 

7-6 
13-6 


26-463 


16*8 


13*5 


9^ 


An  examination  of  this  table  leads  to  interesting  results.  Oar 
formula,  which  gives  a  less  percentage  of  error  than  the  others  for 
all  but  the  smallest  of  the  four  classes  of  natural  streams,  has  its 
largest  discrepancies  in  channels  less  than  50  feet  in  cross  section. 

With  this  class — which  MM.  Darcy  and  Bazin's  excellent  experi- 
ments permit  for  the  first  time  to  be  closely  analyzed, — our  formula 
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gives  a  discrepancj  of  about  14  per  cent.,  or  nearly  double  that  for 
larger  streams;  and,  moreover,  nearly  all  of  the  computed  are  in 
excess  of  the  observed  velocities.  This  is  exactly  what  was  antici- 
pated when  100  square  feet  was  fixed  upon  as  a  limit  of  applicability 
in  respect  to  cross  section.  To  render  the  reason  clear,  it  will  be 
needful  to  glance  at  some  of  the  principles  upon  which  our  formula  ia 
based. 

When  water  is  moving  uniformly,  the  accelerating  are  equal  to  the 
retarding  forces.  The  former,  in  a  straight  channel,  are  measured 
by  the  product  of  the  weight  of  the  water  into  the  sine  of  the  slopfr 
of  its  surface.  The  latter  arise  from  the  joint  action  of  two  forces — 
adhesion  to  the  bed  and  cohesion  of  the  different  particles  of  water 
to  each  other.  The  first  is  evidently  the  primary  resistance,  the 
second  being  rather  a  force  which  regulates  the  distribution  of  the- 
effects  of  adhesion  to  the  bed  among  the  interior  particles  of  the  fluid 
mass.  The  resistances  may  therefore  be  expressed  by  the  product  of 
the  area  of  the  surface  which  experiences  resistance  to  motion,  mul- 
tiplied by  a  function  of  the  velocities  at  that  surface — the  particular 
form  of  this  function  remaining  to  be  determined  by  experiment. 
The  mean  velocity  is  to  be  deduced  from  this  mean  exterior  velocity 
by  applying  the  laws  governing  the  action  of  cohesion.  A  knowl- 
edge of  these  laws,  therefore,  becomes  of  primary  importance — in- 
deed is  essential — in  the  solution  of  the  problem. 

The  investigations  upon  the  Mississippi  river  first  revealed  the  laws 
governing  the  action  of  cohesion ;  and  subsequent  tests  in  Europe 
have  established  the  accuracy  of  the  conclusions  at  which  we  arrived* 
They  may  be  briefly  set  forth  as  follows— or  rather  such  of  them  as 
belong  to  this  discussion : 

In  any  vertical  plane  parallel  to  the  current,  there  is  a  resistance 
to  motion  at  the  bottom  and  at  the  water  surface.  The  latter  ia 
chiefly  a  transmitted  resistance ;  probably  arising  from  upward  cur- 
rents, occasioned  by  inequalities  at  the  bottom,  which  retard  the 
upper  layer  not  only  by  shocks  and  boils  in  breaking,  but  also  by 
actually  transferring  water  moving  at  a  slow  rate  near  the  bottom,  to 
the  surface.  According  to  M.  Bazin's  views,  the  surface  retardation 
is  partly  due  to  inequalities  of  movement  occasioned  by  the  relative 
absence  of  pressure,  and  it  appears  probable  that  this  may  be  one 
cause  of  the  phenomenon.  Although,  in  the  Mississippi  Report,  it  is 
mathematically  proved  that  this  depression  cannot  be  due  to  friction 
against  the  air,  that  work  has  been  repeatedly  misquoted  by  careless 
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irriters  as  advocating  this  theory.  Whatever  the  causes  may  be,  it  is 
«  fact  If  ell  established  by  observation  that  there  is  a  resistance  at  th^ 
sarface,  and  that  its  law  of  transmission  is  the  same  as  that  govern* 
ing  the  change  of  velocity  at  different  distances  from  the  bottom. 
For  framing  a  formula,  it  is,  therefore,  evident  that  surface  and  bot- 
tom must  both  be  regarded  as  loci  of  the  primary  resistances  to 
motion. 

The  law  of  transmission  in  a  vertical  plane  is  represented  by  the 
arc  of  a  parabola  whose  axis  is  parallel  to  the  surface,  and  usually 
from  one  to  three  tenths  of  the  depth  below  it.  The  axis  of  this 
parabola  moves  up  and  down  parallel  to  itself,  as  the  relative  resist- 
ances at  the  surface  and  bottom  vary  under  the  influence  of  winds  or 
other  extraneous  forces.  For  the  same  depth  and  mean  velocity,  the 
ourve  itself  is  unvarying.  As  the  depth  or  mean  velocity  is  changed, 
the  reciprocal  of  the  parameter  of  the  parabola  varies  in  a  manner 

-  1*69 

indicated  by  the  expression  \/b  v?  in  which  h  =    .  ■.    The  com- 

plete law  for  the  change  of  velocity  from  surface  to  bottom  in  any 
vertical  plane  parallel  to  the  current  is,  therefore,  given  in  feet  by 
the  following  equation,  in  which  Y  d'  denotes  the  maximum  velocity 
and  d'  the  depth  below  the  surface  at  which  it  is  located.  V  denotes 
the  velocity  at  any  depth  (2,  the  total  depth  being  D. 


^=^.-M^)' 


All  the  details  of  this  parabolic  law  for  the  transmission  of  resist- 
ances through  the  fluid,  were  so  clearly  established  for  rivers  by  the 
investigations  upon  the  Mississippi — not  excepting  even  the  effect  of 
wind  upon  the  mean  vertical  curve — that  it  does  not  seem  necessary 
to  thoroughly  discuss  the  new  data  furnished  by  MM.  Darcy  and 
Bazin ;  especially  in  view  of  the  following  facts : 

Their  observations  were  confined  to  small  artificial  canals  of  vari- 
ous shapes,  so  narrow  in  proportion  to  their  depth  that  the  vertical 
and  horizontal  curves  must  have  mutually  affected  each  other  to  such 
a  degree  as  to  render  very  difficult  a  study  of  either  of  them  sepa- 
rately. Moreover,  owing  to  the  shallow  depths  (2*16  feet  being  the 
maximum  for  the  rectangular  canals),  the  velocity  was  measured  at  a 
very  limited  number  of  points,  usually  only  three  or  four,  in  each 
vertical  plane.  This  not  only  prevents  an  exact  determination  of  the 
curvature  and  depth  of  axis,  but  also  the  detection,  through  the  law 
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of  continuity,  of  errors  of  observation;  which  is  the  more  to  be 
regretted  because  such  errors  are-  very  liable  to  occur,  especially  in 
the  most  characteristic  parts  of  the  curve  near  the  bottom.  In  refer- 
ence to  some  palpable  discrepancies  of  this  kind,  M.  Bazin  remarks: 
^^  These  anomalies,  which  only  occur  in  the  vicinity  of  the  wetted 
perimeter,  arise,  because  the  smallest  displacement  of  the  instrument 
introduces  a  considerable  error  in  estimating  the  velocity,  when  the 
extremity  of  the  gauging  tube  is  only  separated  about  three  quarters 
of  an  inch  from  the  bed,  near  which  the  velocity  always  varies  most 
rapidly."  Still  another  cause  of  error  in  these  observations  has  been 
suggested  by  M.  Victor  Fournie.  The  Darcy-Pitot  tube,  by  which 
the  velocities  were  measured,  give  the  initantaneouSy  and  not  the  ave- 
rage continuous  velocity  at  each  point.  If  it  were  possible  to  meas- 
ure the  velocity  at  all  the  points  simultaneously,  this  might  be  no  dis- 
advantage ;  but  as  each  point  must  be  measured  separately,  and  as 
the  axis  of  the  vertical  curve  is  constantly  oscillating  under  the  influ- 
ence of  varying  winds,  thus  occasioning  the  pultations  often  reported 
by  observers  upon  rivers,  it  is  a  serious  cause  of  uncertainty  in  the 
observations.  M.  Fourni^  remarks :  *'  It  appears  that  the  inadmis- 
sible irregularities  of  M.  Bazin's  curves  of  equal  velocity  may  be  thus 
explained.     The  perturbations  may  have  masked  the  true  laws." 

An  examination  of  the  data — which  were  collected  with  great  care 
and  labor,  and  which  are,  undoubtedly,  sufficiently  exact  for  general 
purposes — leads  to  the  conclusion  that  they  afford  strong  confirmation 
of  the  truth  of  our  parabolic  theory,  and  make  known  the  additional 
fact  that  the  effect  of  the  resistances  at  the  sides  of  the  channel  is  to 
depress  in  that  vicinity  the  axes  of  the  vertical  parabolas — an  effect 
which  might  naturally  be  anticipated  in  so  narrow  streams. 

(To  be  continued.) 

Steam  on  Common  Hoads. — The  subject  of  introducing  steam 
on  city  streets  and  common  roads  is  a  problem  with  us  still  in  an  un- 
settled state ;  while  abroad  the  experiment  seems  to  have  been  suc- 
cessfully undertaken. 

Two  main  lines  of  tramway  have  recently  been  opened  in  Portugal, 
one  of  which  leads  from  the  capital  in  a  northerly  and  north-easterly 
direction.  The  tramways  are  laid  on  the  common  road,  the  sharpest 
curves  yet  laid  down  having  a  radius  of  forty  feet. 

The  traction  wheels  of  the  locomotives  and  the  side  wheels  of  the 
carriages  run  on  longitudinal  sleepers,  the  tires  of  the  driving  wheels 
projecting  over  the  edges  of  the  sleepers,  so  that  slight  sinking  of  the 
latter  will  not  affect  the  wheels.  The  locomotives  and  cars  have 
trucks,  run  on  a  central  guide  rail,  the  wheels  being  flanged  on  both 
sides. 
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HORSE-POWER  OF  BOILERS. 

By  W.  Barnet  LkVan,  Engineer. 

The  term  "  horse-power,"  in  its  application  to  boilers,  has  hereto- 
fore been  no  less  indefinite  than  the  same  term  in  its  application  to 
the  steam  engine.  It  has  been  customary  to  fix  upon  some  unit  of 
heating  surface  as  the  measure  of  the  horse-power  of  a  steam  boiler. 
The  boiler  is  supposed  to  furnish  a  definite  amount  of  steam  at  the 
working  pressure  employed,  this  amount  depending  on  the  heating 
surface  ;  and  the  utilization  of  all  this  steam,  under  the  most  favor- 
able conditions,  would  thus  furnish,  through  the  medium  of  an  engine, 
a  certain  amount  of  work  or  a  certain  horse-power.  But  experiments 
have  shown  that  the  same  quantity  of  water  evaporated  by  a  boiler 
may  produce  widely  different  results  in  the  engine,  and  the  work 
done  by  the  engine  dependent  upon  the  evaporation  of  the  water 
may  be  changed  very  materially  by  the  condition  of  the  boiler,  as 
well  as  by  its  form  and  construction.  The  boiler  will  do  different 
quantities  of  work  in  the  same  engine,  or  in  different  engines  under 
various  conditions  of  working ;  these  conditions  being  the  pressure, 
the  degree  of  expansion,  and  the  speed  of  the  piston.  The  horse- 
power of  a  boiler  will  therefore  vary  with  the  kind  of  steam  engine, 
and  with  its  condition. 

It  is,  however,  conceded  that  the  amount  of  water  evaporated  into 
dry  steam  per  hour  under  the  ordinary  conditions  is  the  best  mea- 
sure of  the  capacity  of  the  boiler.  This  amount  has  been  heretofore 
generally  stated  at  one  cubic  foot  of  water  evaporated  per  hour  to 
{Produce  one  horse-power. 

I  propose  in  this  paper  to  show  the  horsepower  of  boilers,  as  shown 
by  the  experiment  made  at  Belmont  upon  the  boilers,  engines  and 
pumps  of  the  Water  Department,  by  a  commission  of  gentlemen  ap- 
pointed by  the  Select  and  Common  Councils  of  this  city,  of  which 
Commission  I  had  the  honor  of  being  a  member. 

BOILERS. 
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These  experimentB  were  made  in  May,  1872,  with  six  Elephant  or 
French  boilers,  of  the  following  dimensions  : 

Total  length  in  feet,          .....  30-88 

Diameter  in  inches,     .....  54 

Total  length  of  mud  drums  in  feet,            ...  22 

Diameter  of  mud  drums  in  inches,        ...  28 

l^umber  of  mud  drums,     .....  2 

l^umber  of  necks,        .....  10 

liCngth  of  necks  in  inches,             ....  12 

Diameter  of  necks  in  inches,   .             .             .             .  12 

Length  of  grate  bars  in  inches,     ....  60 

Width  of  grate-bars  in  inches,             ...  62 

<jrate  surface  of  one  set  in  square  feet,                  •             .  43*83 

Total  grate  surface  of  three  sets  in  square  feet,            .  130 

Total  heating  surface  of  one  set  of  boilers  in  square  feet,  508 

Total  heating  surface  of  one  set  of  mud  drums  in  sq.  feet,  616 

Total  heating  surface  of  the  three  sets  in  square  feet,       .  3372 

Katio  of  heating  surface  to  grate  surface,        .             .  26  : 1 


DESCRIPTION   OP   THE   DUPLEX    PUMPING   ENGINE. 

The  pumping  engines  are  Worthington*s  Compound  Duplex  En* 
^ine,  which  consist  of  two  high-pressure  and  two  low-pressure  cylin- 
<lers.  The  initial  pressure  of  the  steam  is  used  during  the  full  stroke 
of  the  small  cylinders,  and  the  low  pressure  cylinders  receive  upon 
their  increased  piston  area  the  steam  discharged  from  the  high-pres- 
sure ones.  The  high  and  low-pressure  cylinders  are  placed  in  line, 
the  former  being  in   front  of  the   latter,   and  the  same   piston-rod 

passing  through 
both,  and  of  such 
a  length  as  to  be 
attached  to  the 
plunger  of  the 
purop  cylinder  sit- 
uated in  advance 
of  the  high-pres- 
sure cylinder,  so 
as  to  allow  for  the 
guides  of  the  cross. 
Duplex  Pumping  Kngine  Cylinders.  head,  and  held  in 

this  position  with  the  water  cylinders  in   one  direct  line  by  four 
wrought-iron  rods,  forming  an   O]  en  space  in  which  are   placed  two 
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single-acting  air-pumps  for 
each  pair  of  steam  cylinders, 
which  are  driven  by  rock  shafts 
off  the  main  piston-rod,  and 
are  in  a  convenient  and  acces. 
sible  position  beneath  the 
guides.  The  steam  cylinders 
and  beads  are  steam-jacketed 
and  thoroughly  lagged.  The 
steam  slide-valves  are  care- 
fully and  simply  balanced. 
The  double -acting  water-plun- 
gers are  hollow  cylinders  with 
tight  heads,  their  weight  being 
thus  nearly  floated,  and  the 
water  entering  the  numerous 
suction-valves  below  them, 
passes  them  in  a  nearly  di- 
rect line  into  and  through 
the  force-valves  above.  The 
valves  are  rubber  disks,  backed 
with  iron,  working  vertically 
on  fixed  spindles.  The  en- 
gines, being  horizontal,  are 
accessible  for  inspection  and 
repairs.  Each  engine  drives 
its  plunger  at  a  speed  uni- 
form throughout  its  stroke, 
during  which  it  opens,  by  a 

rock-shaft     and     appropriate  Indicator  Diagram. 

connections,  the  steam-valveof    Taken  from  the  rising  main  to  reservoir, 
the  other,  and  is  obliged  to  pause  at  the  end  of  its  own  stroke  until  its 
own  steam-valve  is  opened  by  the  motion  of  the  other  piston. 

The  combined  and  reciprocal  action  of  the  two  double-acting  plun- 
gers is  thus  driven  at  unvarying  piston  speed  by  the  combined  pres- 
sures in  the  high  and  low-pressure  steam  cylinders  (whose  sum  is  a 
practically  uniform  quantity),  which  forces  the  water  in  a  steady,  quiet 
stream,  as  will  be  seen  by  the  following  indicator  diagram,  taken  from 
the  water  main  leading  to  reservoir. 

The  following  are  the  principal  dimensions  of  the  cylinders,  plun* 
gers,  etc.  : 
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DIMENSIONS. 

Diameter  of  high-pressure  cylinder  in  inches, 

Diameter  of  low-pressure  cylinder  in  inches, 

Diameter  of  water-plungers  in  inches, 

Diameter  of  piston-rod  in  inches, 

Travel  of  pistons  between  cylinder  heads  in  inches, 

Diameter  of  air-pumps  in  inches. 

Stroke  of  air-pumps  in  inches, 

JNumber  of  air-pumps,     .... 

I^umber  of  high-pressure  steam  cylinders,     . 

Number  of  low-pressure  steam  cylinders, 

17  umber  of  water  cylinders, 

Number  of  inlet-valves  in  one  cylinder, 

Area  of  the  16  inlet- valves  in  square  inches. 

Number  of  outlet-valves  in  one  cylinder, 

Area  of  the  16  outlet  valves  in  square  inches. 


29 

50-25 

22-50 

4    ' 
50 
20 
24 

4 

2 

2 

2 

16 

800 

16 

300 


THE  WORK  TO   BE   PERFORMED   BY  THE   BOILERS. 

The  water  in  Fairmount  dam  to  be  lifted  into  the  reservoir  on 
Creorge*s  Hill,  situated  in  Fairmount  Park. 

The  following  are  the  height,  length  and  diameter  of  main,  namely: 
Height  to  top  of  overflow  pipe  in  feet,  .  .  .         208 

Xicngth  of  pumping  main  in  feet,  .  .  .  4167 

Diameter  of  pumping  main  in  inches,  ...  80 

.MANNER   OF   CONDUCTING   THE   EXPERIMENT,   AND   EXPERIMENTAL 
DATA  AND  RESULTS. 

Previous  to  the  test  the  pressure-gages  were  carefully  compared 
"with  standard  test-gages,  and  a  certified  statement  of  their  variations 
^obtained. 

The  coal  scales  were  tested  and  sealed  by  the  official  sealer  of 
weights  and  measures. 

The  evaporation  was  determined  by  measuring  the  water  in  an  open 
tank  previously  to  its  being  pumped  into  the  boilers,  its  capacity 
being  20  cubic  feet ;  19  cubic  feet  was  the  usual  charge  at  intervals 
'of  about  ten  minutes.  A  float  and  gage-rod  was  provided  and  marked 
in  cubic  feet  by  actual  measurement  from  a  box  exactly  12  inches 
square,  and  filled  12  inches  deep.  The  correctness  of  the  manner  of 
measurement  was  verified  at  the  commencement  of  the  trial.  As 
often  as  emptied,  it  was  refilled  through  a  pipe  from  the  hot-well  of  the 
engine.    From  the  tank,  the  water  was  forced  into  the  boilers  by  a 
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small  steam  pump.  The  measurement  of  feed  water  was  constantlj* 
in  charge  of  an  assistant,  and  every  sepaiate  charge  of  water  to  the- 
hollers  was  entered  into  a  book  kept  for  the  purpose. 

The  total  amount  of  water  supplied  to  the  boilers  was  6212  cubie 
feet.  A  leak  discovered  at  the  commencement  in  the  feed-pipe,  which 
was  carefully  measured  for  a  given  length  of  time,  and  thereby  the^ 
quantity  lost  was  accurately  arrived  at,  amounted  to  40  cubic  feet 
(temperature  189°  Fahr.,  weight  61-62  pounds  per  cubic  foot),  re- 
duced the  amount  of  water  evaporated  to  5172  cubic  feet,  or  318,181 
pounds. 

The  coal  consumed  was  excellent  anthracite,  a  first  quality  of  stean^ 
coal,  giving  the  very  small  residuum  of  about  10  per  centum. 

Thei  coal  and  ashes  were  carefully  weighed,  one  or  more  assistants 
being  on  duty  in  the  Gie-room  during  the  whole  test,  and  having  ». 
constant  supervision  thereof. 

During  the  test  the  pressure  of  the  steam  per  gage  and  temperature^ 
of  feed  water,  which  for  this  purpose  was  drawn  from  a  cock  in  th» 
pipe  a  few  feet  before  entering  boiler,  were  taken  every  twenty  min- 
utes. These  observations  were  made  by  not  less  than  three  persona 
at  the  same  time,  and  their  notes  carefully  compared  and  verified  a& 
the  test  progressed. 

The  experiment  was  commenced  at  precisely  4.40  P.  M.,  on  Wed- 
nesday, May  16th,  and  continued  until  Friday,  May  17th,  at  6  o'clock 
P.  M.,  being  of  forty-eight  hours  and  twenty  minutes  duration.  Afc 
the  commencement  a  large  clean  fire  was  upon  the  grates ;  the  stean^ 
pressure  in  the  boiler  was  48  pounds  per  square  inch  above  the  at- 
mosphere by  an  American  Steam  Gage  Company's  gage ;  and  the^ 
height  of  the  water  in  the  boiler  was  carefully  noted  on  glass  gage& 
attached  to  the  front  head  of  each  boiler,  with  tubes  extending  through 
the  brickwork.  At  the  close  of  the  experiment  the  steam  was  left  at 
the  same  pressure  in  the  boilers,  and  the  fires  in  the  same  state,  aa 
nearly  as  could  be  estimated,  as  at  the  commencement.  The  water 
in  the  glass  gages  at  the  close  of  the  test  was  0*17  inch  lower  thaa 
at  commencement.  The  boilers  are  therefore  charged  with  coal  suf-- 
ficient  to  bring  the  deficiency  of  water  (680  pounds)  from  129^.69^ 
the  temperature  of  feed-water,  to  temperature  of  steam,  at  48  pounda 
pressure,  296^  Fahr.,  or  10  pounds  of  coal. 

The  following  are  the  experimental  data  and  results : 
Duration  of  trial  in  hours,           ....  48*8ft 

Mean  temperature  of  feed  water  in  the  tank,  in  degrees 
Fahr., 129^-6» 
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Mean  pressure  of  the  steam  in  the  boiler  in  pounds,  per 

square  inch,  above  the,  atmosphere,      .  .  .  48*85 

Total  weight  of  water  evaporated  from  a  temperature  of 

129°-59  in  pounds 318,181 

Equivalent  weight  of  water  evaporated  from  and  at  212° 

Fahr.,  and  atmospheric  pressure,  .  .  .  352,676 

Total  weight  of  anthracite  coal  consumed  in  pounds,  4&,830 

Total  weight  of  ashes,  clinker  and  fine  coal  withdrawn 

from  aah-pit  in  pounds,  ....       4,349 

Per  centum  of  ashes,  clinker  and  fine  coal,     .  .  10 

Pounds  of  coal  consumed  per  hour  per  sq.  foot  of  grate 

surface,  .  .  .  .  .  .  6*09 

Pounds  of  combustible  consumed  per  hour  per  square  foot 

of  grate  surface,     .....  5*63 

Poundsof  water  evaporated  from  a  temperature  of  129°. 59 

Fahr.,  by  one  pound  of  coal,    ....  7*88 

Pounds  of  water  evaporated  from  a  temperature  of  212° 

Fahr.  bj  one  pound  of  coal,  .  .  .  8*74 

Pounds  of  water  evaporated  from  a  temperature  of  129° -59 

Fahr.  by  one  pound  of  combustible,      .  .  .  8*87 

Pounds  of  water  evaporated  from  a  temperature  of  212^ 

Fahr.  by  one  pound  of  combustible,  .  .  9*80 


THE   WBIR   AT    RESERVOIR. 

The  quantity  of  water  discharged  at  the  reservoir  was  measured 
over  a  weir,  situated  about  24  feet  from  the  overflow  of  the  delivery 
pipe  in  the  flume,  the  crest  of  which  was  8  inches  lower  than  the 
mouth  of  said  pipe,  and  the  water  flowing  over  it  at  an  average  depth 
of  9*2  inches.  The  sheet  of  water  issuing  from  the  pipe  prior  to  the 
erection  of  the  weir  was  about  4  inches  deep.  Considering  all  these 
conditions,  the  location  of  the  weir  was  such  that  it  did  not  obstruct 
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the  flow  of  water  from  the  pipe,  neither  was  there  such  a  fall  front 
the  pipe  to  the  weir  as  to  occasion  any  undue  velocity  in  the  flume. 
The  flume  was  7  feet  wide ;  length  of  weir,  4  feet.  The  crest  of  weir 
was  5  feet  above  the  bottom  of  flume,  which  sloped  upwards  from  the 
weir  towards  the  delivery-pipe. 

To  correct  any  inequalities  in  the  velocity  of  the  water  approach- 
ing the  weir,  there  were  placed  in  the  flume  two  fine  gratings,  Qy 
about  ten  feet  apart,  equi-distant  between  the  pipe  and  the  weir, 
through  which  the  water  flowed  before  it  reached  the  latter,  and  by 
this  means  an  even,  regular  flow  was  obtained. 

The  depth  of  the  water  flowing  over  the  weir  was  ascertained  by  a 
hook-gage,  graduated  to  read  to  the  one-thousandth  of  a  foot,  located 
about  three  feet  up  stream  from  the  weir,  supported  by  heavy  tim- 
bers bolted  to  the  masonry  to  avoid  any  danger  of  the  gage  moving 
out  of  its  place  after  it  was  adjusted.  The  water  in  which  the  hook- 
gage  was  inserted  was  contained  in  a  box  communicating  by  pipes 
with  the  centre  of  a  perforated  pipe  on  the  up-stream  side  of  the  weir 
extending  nearly  across  the  flume,  in  this  way  insuring  the  level  of 
the  water  in  the  hook-gage  box  to  be  the  same  that  would  be  due  to 
the  pressure  of  the  water  across  the  whole  width  of  the  weir. 

The  velocity  of  the  water  in  the  flume  as  it  approached  the  weir 
was  27  of  a  foot  per  second.  Mr.  Francis's  correction  for  this 
velocity  would  have  added  *001  of  a  foot  to  the  observed  depth  on 
the  weir.  The  hook-gage  when  it  recorded  zero  was  accurately  ad- 
justed to  be  level  with  the  crest  of  the  weir  at  the  commencement  of 
the  observations,  by  means  of  a  graduated  rule  for  that  purpose. 

The  observations  are  recorded  as  running  through  10  minutes, 
during  which  time  two  observations  were  made,  and  the  average  of 
these  two  was  the  depth  recorded.  The  temperature  of  the  water 
was  noted  at  intervals,  and  in  estimating  the  number  of  pounds  of 
water  pumped,  the  number  of  cutic  feet  of  each  recorded,  tempera- 
ture was  computed. 

THE   WORK    PERFORMED. 

By  the  above  observations  there  was  delivered  into  the  reservoir, 
namely : 

1.  In  twenty -four  hours,  in  cubic  feet,  747,047*45 

2.  "  "  '^  "  743,62201 

3.  In  twenty  minutes     "  "  9,915-06 

Total,  1,500,584-62 

The  same  converted  into  pounds,  at  the  average  temperatures  noted 
amounted  to 
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1.  Twenty-four  hours,  in  pounds,  46,539,826 

2.  "  ''  "  46,828,629 
8.  Twenty  minutes,           "  617,659 

J   Total  in  forty-eight  hours  and  twenty  minutes,  93,485,513 


lodicator  Dingrams.     From  the  Worthingtun  Duplex  Pumping 

Engine.  takf*n  dnring  the  experiments  at  Belmont. 

8cale  IG  pounds  to  one  inch. 

RECAPITULATION. 

Total  weight  of  water  evaporated,  in  pounds,  in  forty-eight 

hours  and  twenty  minutes         ....       818,181 
Total  weight  of  water  evaporated,  in  pounds,  in  one  hour,  6,583 
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Onbic  feet  of  water  evaporated  in  one  hour,  •  .  lOT 

Total  weight  of  water  elevated,  in  pounds,  in  forty-eight 

hours  and  twenty  minutes,  .  .  93,485,51^ 

Total  height  of  water  elevated  in  feet,     .  •  .  20& 

Having  the  amount  of  water  evaporated  in  a  given  time,  and  the 

amount  of  water  lifted  to  a  given  height,  we  can  arrive  at  the  horse. 

power  of  the  boiler  very  readily  : 

93,485,513x208        ^^,  , 
48-33x60x33,000  =  ^^^  horse-power. 

The  above  result  does  not  take  into  account  the  friction  of  the 
water  through  the  pumps  and  main,  nor  that  of  the  engines.  The 
diagrams  taken  during  the  test,  from  the  high  and  low  pressure  cyl- 
inders, amounts  to  258-20  horse-power. 

HORSE- POWER. 

Per  cubic  foot  evaporated,  as  per  result. 

Horse-power  per  cubic  foot  of  water,  including  friction,        .         1*90 

Horse-power  per  cubic  foot  of  water,  as  per  indicator  card,  2*48 

It  would  seem,  therefore,  that  the  usual  allowance  regarding  the 
amount  of  water  evaporated  per  horse-power,  viz.:  one  cubic  foot  of 
water,  per  horse  power,  per  hour,  is  at  variance  with  the  experiments 
made  at  Belmont.  The  experiments  made  there  were  exceedingly 
close  and  precise.  There  is  no  doubt  but  the  facts  resulting  from 
them  can  be  implicitly  relied  upon ;  they  show  that  the  evaporative 
value  of  these  boilers  is  equal  to  about  30  pounds  of  water  per  horse- 
power per  hour,  with  a  consumption  of  about  four  pounds  of  coal. 

Philadelphia^  January^  1873. 


The  Velocity  of  Light. — M.  Fizeau,  has  lately  published'*'  the 
results  of  a  series  of  very  elaborate  experimentSi  made  with  a  view 
te  the  most  accurate  determination  of  the  velocity  of  light. 

The  source  of  the  ray  was  a  jet  of  oxyhydric  gas,  and  the  distance 
between  the  two  stations,  as  found  by  careful  triangulation,  waa 
33,827*1  feet,  with  a  probable  error  of  0,001.  Six  hundred  and 
fifty  satisfactory  observations  were  made,  the  mean  of  which,  molti* 
plied  by  the  index  of  refraction  1*000  3  gave  185,386  miles  per  sec- 
ond as  the  velocity  of  light  to  an  approximation  of  0*003.  Thia 
result  agrees  with  that  previously  determined  by  Foucault,  and  alsa 
confirms  the  value  of  the  sun's  parallax  (8'^  86),  obtained  by  La 

Vcrrier. 

*  Les  MoDcies. 
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NOTES  FROM  THE  UNIVERSAL  EXPOSITION  AT  VIENNA. 

(From  onr  German  Correspondent.) 

Now,  when  the  time  appointed  for  the  opening  of  the  World's  Ex* 
position  at  Vienna  is  so  near  at  hand,  the  attention  of  the  publio 
is  naturally  directed  not  only  towards  the  Exposition  itself,  but  also 
to  the  city  of  Vienna  in  general,  while,  on  the  other  hand,  the  inhabi- 
tants of  the  latter  are  doing  their  very  best  to  prepare  for  the  re- 
ception of  their  expected  visitors.  Owing  to  the  active  zeal  of  all 
nations  for  representation  in  the  Exposition,  it  assumes  larger  and 
larger  dimensions,  so  that  in  spite  of  the  very  great  area  placed  at 
the  disposal  of  the  exhibitors,  the  complaint  of  insufficient  space 
has  become  permanent.  That  part  of  the  Exposition  especially  which 
is  to  represent  the  German  Empire  will  be  very  extensive.  The 
space  reserved  for  Germany  within  the  Palace  of  Exposition  is  far 
from  sufficient,  and  the  German  Commission  have  therefore  erected 
several  large  pavillions  between  the  Industrial  Palace  and  the  Machine 
Hall.  The  extremely  mild  winter  favors  the  uninterrupted  continu- 
ance of  all  kinds  of  work  without  any  difficulties,  and  it  can  hardly 
be  doubted  that  the  Exposition  will  be  opened  at  the  appointed  time 
and  with  all  the  arrangements  completed.  My  former  assertion  re- 
garding the  insufficiency  of  light  in  the  Palace  of  Exposition  I  stilt 
maintain,  however,  especially  as  far  as  the  Rotunda  is  concerned,  aU 
though  the  official  organs  of  the  press  endeavor  in  every  way  to  bring 
light  into  this  darkness. 

As  regards  the  city  of  Vienna  itself,  its  authorities  have  to  pro- 
vide, before  all  other  things,  suitable  public  conveyances.  For  thia 
purpose  several  new  omnibus  and  horse  car  lines  have  been  organized. 
A  belt-railroad  for  locomotives,  which  had  likewise  been  planned,  haa 
however,  thus  far  not  been  built.  But  the  mountains  Kohlenlerg  and 
Leopoldsberg,  in  the  immediate  vicinity  of  Vienna,  which  offer  beau- 
tiful prospects  and  favorite  pleasure  grounds  for  excursions,  have 
been  connected  by  two  roads,  a  rope-road  and  a  road  with  a  toothed 
rail,  after  the  model  of  the  Rigi  and  Mt.  Washington  road.  For  the 
planned  belt-road  and  for  similar  narrow  gauge  roads,  engineer 
Mannhart,  of  Vienna,  has  constructed  a  locomotive  which  possessea 
essential  advantages,  and  has  been  tested  already  with  the  greatest 
success.  The  subjoined  drawing  (Fig.  1)  furnishes  an  illustration  of 
this  engine,  of  which  the  following  is  a  description. 

Mannhart's  locomotives  are  all  tank  engines,  and  are,  compara- 
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tively,  of  enormous  power.  Ist.  Locomotives  for  industrial,  forest 
and  mountain  railroads  of  from  0*632  meters,  equal  24  Vienna  inches 
gauge.  Two  pair  of  coupled  wheels  of  0*800  meter  diameter,  the 
rear  pair  of  which  is  on  the  driving  axle,  with  a  wheel-base  of  1*500 
meters,  are  below  the  boiler  in  front  of  the  fire-box.  Both  drivers 
<;an  be  braked  in  front.  The  brake-spindle  is  placed  at  the  railing 
around  the  footboard.  The  cranks  and  bearings  of  the  wheels  are 
after  Hall's  system,  the  manner  in  which  the  weight  is  distributed 
and  in  which  the  springs  are  applied  is  especially  favorable.  The 
two  outside  cylinders,  which  are  1*432  m.  apart  between  centres, 
have  a  diameter  of  0*240  m. ;  the  stroke  of  the  piston  is  0*425  m. 
The  boiler,  with  a  diameter  of  0*800  m.,  contains  88  tubes,  of  a  length 
of  2*540  m.,  with  an  outside  diameter  of  0-046  m.  The  total  heating 
surface  is  34*376  square  m. ;  that  of  the  fire-box  2-792  square  m. ; 
that  of  the  grate  0*545  square  m.  The  ratio  between  the  direct  and 
the  total  heating  surface  is  consequently  as  1  :  12*3 ;  the  ratio  be- 
tween the  grate  and  the  heating  surface  is  as  1 :  63,  an  extraordinarily 
favorable  one,  which  presupposes  the  great  power  of  the  machine  and 
very  great  economy  in  the  consumption  of  fuel.  Moreover,  the  total 
weight  is  subservient  to  adhesion.  The  copper  fire-box  roof  is  stay- 
bolted  to  the  iron  one,  after  L.  Becker's  system,  which  lessens  the 
overhanging  weight  of  the  fire-box,  which  is  0*810  m.  long  (the  front 
of  which  is  0*440  m.  distant  from  the  centre  of  the  driver),  and 
avoids  too  great  an  elevation  of  the  fire-box,  thus  favoring  a  better 
lookout. 

The  cubic  contents  of  the  water-tank  is  1*5  cubic  m.,  and  that  of 
the  coal  bunker  0-75  cubic  m.  The  water  tanks  are  partly  at  the 
side  of  the  barrel  of  the  boiler  and  partly  under  it,  between  and 
above  the  axles  in  the  form  of  a  cross.  The  sand-boxes  are  on  both 
sides  of  the  frame.  A  dome  of  a  diameter  of  0*500  m.  is  placed 
near  the  front  of  the  barrel  of  the  boiler,  which  is  riveted  together 
in  only  two  sections,  and  contains  a  safety  valve  and  the  regu- 
lator. The  rear  safety-valve,  the  whistle,  the  injector-cock  and  the 
pressure  gauge  are  placed  upon  a  small  cast  iron  dome,  with  a  diame- 
ter of  0-210  m.,  whose  whole  arrangement  must  be  pronounced  as 
Tery  ingenious.  Blast-pipe,  blow-off  cock,  the  manhole  and  water- 
gauge  are  arranged  in  the  usual  manner.  The  stack  is  conical,  with 
Klein's  spark  arrester. 

Stephenson's  link'  motion  is  placed  outside.  The  eccentrics  are 
fitted  on  return  cranks  of  the  driving  axle ;    the  steam  chests  are 
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placed  obliquely  upon  the  steam-cylinders ;  the  length  of  the  eccen- 
tric rods  and  of  the^  connecting  rod  is  considerable  and  very  favorable* 
The  valve  stem  is  guided  in  the  slot  link  by  a  guide  fastened  to  the 
bracket  of  the  crosshead  guides  and  by  the  two  stuffing  boxes  of  the 
steam  chest. 

Drawing  hooks,  buffers  and  railguards  are  symmetrically  placed  at 
both  ends  on  iron  cross  plates.  The  foot  board  behind  the  fire-box  is 
1-800  m.  wide  and  0-750  m.  long.  The  former  (1-800  m.)  is  also 
the  measure  of  the  greatest  width  of  the  machine,  whose  length  is 
5-680  m.  The  distance  from  the  front  axle  to  the  buffer-end  is  1*700 
m.,  from  the  driving  axle  to  the  rear  buffer-end  2*840  m.  The 
greatest  height  of  the  stack  above  the  rails,  2*800  m.,  and  that  of 
the  top  of  the  boiler,  1-600  m.  The  usual  cab  rises  from  the  foot- 
board. The  feeding  of  the  boiler  is  accomplished  by  means  of  two 
of  Friedmann's  injectors  symmetrically  applied.  The  weight  of  this 
machine  when  in  service  is  10  tons. 

2d.  Three-Driver  Locomotive  for  a  gauge  of  0-750  m.  This  loco- 
motive has  three  pair  of  coupled  wheels,  whose  rear  one  is  the  driv. 
ing  wheel.  The  general  arrangement  b  exactly  the  same  as  that  of 
the  one  previously  described. 

Greatest  length  of  machine,    .... 
Wheel  base,  .  .  •  •  . 

From  after  end  of  engine  to  centre  of  driving  wheel,  . 
From  front  end  to  centre  of  front  axle,     • 
Distance  of  axles,       ..... 
Diameter  of  cylinder,        .... 
Stroke  of  piston,         .  .  -  .  . 

Diameter  of  wheels,  .... 

Total  heating  surface,  .... 

Direct      "         «  .... 

Grate  surface,  ..... 

Grate  ^rface  to  heating  surface. 
Direct  heating  surface  to  total  heating  surface, 

88  tubes  2*840  m.  long,  with  an  outside  diameter  of 
0-045. 

Distance  between  centres  of  cylinders. 
Width  between  frames,      .... 
The  wanter-tanks  hold  .... 

Fuel  space,  ..... 


5-980  m. 

1-800  m. 

2-340  m. 

1-790  m. 

0-900  m. 

0-290  m. 

0-425  m. 

0-800  m. 

88-880  8.  m. 

8-070  8.  m. 

0-689  8.  m. 

1  :  60 

1  :  12-4 

1-550  m. 

1-050  m. 

1-75    c.  m. 

0-85   c.  m. 
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Weight  of  engine  when  empty,  .  .  .12  tons. 

Weight  when  in  service  (at  the  same  time  weight  of 

adhesion),  .  .  .  .  .15  tons. 

Pressure  of  steam,  .  .10  atmospheres. 

3d.  Locomotive  with  8  coupled  wheels  for  a  gauge  of  0*750  m.  Has 
four  pair  of  coupled  wheels,  the  last  but  one  being  the  drivers. 


^Greatest  length  of  engine, 

.     6*435  m. 

From  end  to  rear  axle, 

2-340  m. 

Distance  between  centres  of  adjoining  axles,    . 

.     0-760  m. 

Total  wheel  base,    .... 

2*280  m. 

From  front  axle  to  end, 

.     1*816  m. 

Diameter  of  cylinder. 

0*320  m. 

Stroke  of  piston,           .          ,  . 

.     0*425  m. 

Diameter  of  wheels. 

0-760  m. 

104  tubes  8*300  m.  long,  of  an  outside  diameter  of 

.     0-045  m. 

Total  heating  surface,         .                          '. 

52-25    s.  m. 

Surface  of  fire-box,       .... 

.     8*75    s.  m. 

Orate  surface,         .... 

0-888  s.  m. 

Ratio  of  grate  surface  to  heating  surface. 

1  :  59 

"     "  direct  to  total          "          "         . 

1  :  14 

Steam  pressure,            .            .            .            . 

10  atmospheres. 

Water-tanks,           .             .             . 

2-25  c.  m. 

Weight  of  empty  engine, 

17  tons. 

''      in  service  (weight  of  adhesion), 

22  tons. 

The  last  two  kinds  of  engines  have  the  brake  invented  by  Mann- 
hart.  The  brake-blocks  are  placed  above,  between  the  wheels,  on  a 
shoe  guided  by  the  boiler  supports.  They  are  worked  by  a  lever, 
connected  with  them  by  a  link.  The  spindle  lies  horizontally  ;  the 
effect  is  almost  instantaneous,  since  the  brake-blocks,  when  pulled, 
press  the  middle  wheels  not  only  to  the  boxes,  but  also  to  the  rails. 
The  outer  wheels  are  pressed  only  to  the  boxes ;  a  possibility  of  run- 
ning off  the  track  is  thereby  avoided. 

There  is  no  doubt  that  these  engines  can  be  furnished  at  less  ex- 
pense by  omitting  Hall's  system.  To  be  sure  some  water  room  is 
lost  by  the  greater  narrowness  of  the  frames,  and  the  motion  loses 
some  of  its  ease ;  but  since  the  water  room  is  still  sufficient  for  short 
distances,  and  since  no  greater  rates  of  speed  are  wanted,  the  trans- 
ferring of  the  frames  within  the  wheels  might  reeommend  itself. 
Such  machines  are  at  present  built  in  the  factory  of  the  Forest  & 
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Mountain  Industrial  Company,  at  Moedling,  near  Vienna,  and  hare 
already  before  been  built  in  the  machine  works  of  G.  Sigl,  in  Vienna. 
The  following  table  shows  the  capability  of  these  locomotiveB  in 
hundred  weights  (=  60  kilog). 


Grade. 

For  two  drivers, 
from              to 

For  thre« 

>  drivers, 
to 

For  fonr-d  rivers. 

from 

from 

to 

cwt 

cwt. 

cwt. 

cwt. 

cwt. 

cwt. 

1  :     » 

4800 

6400 

6600 

7600 

10460 

13500 

1:600 

3200 

8800 

5200 

6000 

7600 

9600 

1:300 

2800 

3200 

4400 

6000 

5960 

7800 

1  :200 

2200 

2600 

3600 

4000 

4760 

6500 

1:  160 

1800 

2000 

2900 

3300 

3900 

6100 

1:  140 

1700 

1900 

2800 

3200 

3760 

4900 

1:130 

1650 

1800 

2600 

3000 

3600 

4700 

1:120 

1680 

1700 

2500 

2900 

3400 

4500 

1:100 

1600 

1600 

2100 

2400 

2960 

3900 

1:    80 

1200 

1300 

1800 

2100 

2420 

3200 

1  :    60 

860 

1000 

1380 

1600 

1880 

2500 

1  :    50 

680 

820 

1100 

1800 

1660 

2000 

1:    40 

520 

600 

900 

1100 

1200 

1600 

1:    30 

360 

460 

620 

740 

840 

1200 

For  railroad  construction  the  factory  of  G.  Sigl,  in  Vienna,  has 
likewise  built  a  very  convenient  locomotive,  which  is  at  the  same  time 
provided  with  a  contrivance  that  allows  it  to  be  transported  on  ordi- 
nary roads.  This  locomotive  (represented  in  Figs.  2  and  3)  has  re- 
ceived the  name  of  portable  locomotive.  It  is  a  four-wheeled  tank 
engine,  of  normal  gauge,  has  a  short  wheel  base,  in  order  to  be 
available  for  sharp  curves,  and  buffers,  the  height  of  which,  from  the 
rails,  can  be  changed.  At  both  sides  of  the  boiler  water-tanks  are 
attached  ;  both  pair  of  wheels  are  coupled,  and  the  brake  is  between 
the  wheels.  Fig.  2  shows  the  locomotive  ready  for  service.  For 
transportation  on  ordinary  roads  the  front  wheels  are  bound  with  cast 
iron  tires,  the  construction  and  fastening  of  which  may  be  inferred 
from  Figs.  4,  5  and  6.  Under  the  platform  a  carriage  with  an  ordi- 
nary wagon-pole  is  fastened,  while  the  rear  wheels  of  the  locomotive 
are  raised  from  the  ground. 
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Fi^.  3. 


Fig.  6. 


Fig.  4. 


Fig.  5. 


This  locomotive,  as  well  as  the  apparatus  for  transportation,  haye 
been  found  very  serviceable,  and  they  are  in  constant  demand.  Its. 
main  proportions  are  as  follows  : 
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Weight  of  machine  in  service,  .  •  .18  tons. 

"       "         "       when  empty,  .  .  15  tons. 

Diameter  of  driving  wheel,      ....       I'lOO  m. 
Total  heating  surface  (with  84  tubes),  .     38*867  s.  m* 

Heating  surface  of  fire-box,  .  .  .  3*242  s.  m. 

Orate  surface,  .....       0-523  s.  m« 

Diameter  of  cylinder,        .  .  .  .  0*265  m. 

Stroke  of  piston,         .....       0*500  m. 
Performance  on  -^  with  2J  (German)  miles  per  hour, 

exclusive  of  machine,  .  .  .  6500  cwt. 

The  same  firm  have  made  a  blowing  'engine  for  blast  furnaces,  of 
*which  I  subjoin  a  photographical  representation,  and  which  is  distin- 
guished  by  many  interesting  details  of  construction.  Two  such  en- 
;gines  were  made  for  the  Schwechat  Irun  Works.  Each  machine  fur* 
nishes  the  blast  for  a  furnace  that  melts  1200  cwts.  of  iron  per 
day.  The  engine  is  of  the  compound  condensing  type,  and  has  a 
poppet  valve  motion.  The  small  steam  cylinder  has  a  diameter  of 
33"  and  a  stroke  of  piston  of  6'  lOj"  ;  the  large  steam  cylinder 
100''  diameter  and  stroke  of  9'  (all  in  Vienna  measurement).  The 
Yalves  for  the  blowing  cylinder  have  a  circular  arrangement.  The 
throttle-valve  for  the  regulation  of  the  blast  is  new  and  interesting. 
It  consists  of  two  cones  inserted  into  a  globe-shaped  chamber  of  the 
-conducting  pipe,  which  are,  by  means  of  a  screw  spindle,  that  has  a 
right  and  left  hand  thread,  removed  from  one  another  when  the  blast 
is  to  be  shut  oflf,  and  to  be  brought  near  each  other  when  the  blast  is 
put  on. 

A  street  locomotive  by  the  same  firm  is  also  very  ingeniously  con- 
structed, but  somewhat  too  heavy  for  ordinary  streets.  This  loco- 
motive has  two  separate    engines,  each  of  which  drives    a   wheel. 

I  have  to  mention  as  another  novelty  a  governor,  invented  by  Dr. 
B.  Proell,  Engineer,  which  is  specially  distinguished  by  its  sim- 
plicity. Whether  it  possesses  the  advantages  that  have  been  claimed 
for  it  and  theoretically  proved,  must  be  demonstrated  by  experience 
•derived  from  its  practical  application.  At  all  events  its  pleasing 
form  and  convenient  arrangement  would  recommend  it  even  if  it 
should  not  possess  all  the  eminent  advantages  claimed  for  it  by  the 
inventor.  The  following  description  will  enable  experts  to  judge, 
for  themselves. 

As  the  wood-cuts  in  Figs.  1  aad  2  show.  Dr.  Proell's  governor  is 
to  be  considered  as  an  improvement  on  Porter's  governor.     The  ball 
Vol.  LXV.— Third  Series.— No.  6.— Junk,  1873.  29 
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is  taken  from  the  joint  and  placed  upon  a  separate  arm,  which  forms 
a  definite  angle  with  the  lower  connecting  link.  The  angle  BDE  is 
a  stationary  knee-shaped  piece,  which,  in  the  upper  position  of  the 
governor  in  Fig.  4,  occupies  the  position  indicated  by  the  dotted 
lines.  By  this  change  in  the  position  of  the  balls.  Porter's  governor, 
in  which  the  balls  swing  in  a  circle  around  the  stationary  points  at 
0,  has  been  made  pseudo-astatic,  t.  e.  the  sleeve  accomplishes  its  way, 
which  lies  between  the  extremes  of  50  mm.  and  75  mm.,  no  longer 
with  great  changes  of  velocity  (10 — 15  per  cent.),  but  with  compara- 
tively small  changes  of  velocity  (2 — 4  per  cent).  The  ball-centres 
in  Proell's  governor  move  in  a  circle  whose  centre  lies  at  more  than 
double  the  height  on  the  other  side  of  the  spindle,  pretty  nearly  in  a. 
Since  the  efiect  of  external  forces  upon  a  governor  is  independent 
of  the  manner  in  whch  the  ball-centres  are  led  in  appropriate 
orbits,  it  is  evident  that  the  working  of  this  modification  of  Porter's 
governor  is  nearly  identical  with  that  of  a  governor  in  which  the 
dotted  lines,  A6,  are  actually  carried  out  as  rods,  and  the  ball-cen- 
tres, B,  are  led  in  a  circle  around  A. 

Fig.  3  shows  the  hitherto  usual  construction  of  pseudo-astatic  gov. 
ernors  with  crossed  arms ;  figs.  2  and  4  the  change  in  the  connection 
of  the  joints  devised  by  Proell. 
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Fig.  3. 


A  comparison  of  the  two  constructions  represented  in  figs.  3  and  4 
shows,  in  the  first  place,  that  the  total  height  of  the  governor,  which, 
in  consequence  of  the  crossed  arms,  is  considerable,  is  diminished  by 
one-half  in  Proell's  governor  (fig.  4).  The  entire  length  of  the 
spindle  is  very  small,  and,  therefore,  its  journal  requires  only  a  box 
of  small  height.  A  prolongation  of  the  spindle  beyond  the  stationary 
points,  G  C,  will,  even  with  very  large  governors,  not  appear  as 
necessary. 

By  inserting  the  angles  E  D  B,  as  well  as  by  judicious  bending 
of  the  upper  arms,  C  B,  there  is,  moreover,  a  comparatively  large 
space  gained  for  applying  a  heavy  counterbalance,  and  it  becomes 
possible  to  fasten  large  balls  on  the  projecting  arms.  Upon  the 
weight  of  the  parts  of  the  governor  depends  its  capacity  for  work. 
Since  now  the  masses  in  Proell's  governor,  in  spite  of  its  compen- 
diousness,  are  very  considerable  (in  the  governor  marked  as  III  in 
the  subjoined  table  the  balls  and  the  counterbalance  alone  weigh  54 
kg.),  it  has  also  a  considerable  capacity  for  work,  i,  e.  it  works  very 
energetically.  But  Proell's  governor  excels  by  still  another  advan- 
tage other  governors,  in  consequence  of  the  compendious  arrange- 
ment of  the  joint- connections.  At  a  sudden  change  in  the  velocity 
of  the  governor  the  balls,  in  consequence  of  their  inertia,  have  the 
tendency  of  leaving  the  plane  in  which  the  joints  are  connected. 
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The  greater  this  tendency,  the  stronger  is  the  so-called  ^'  edging  '* 
and  the  ^^  wear  and  tear  **  at  the  forks  of  the  suspended  arms.  Since 
now  the  latter  in  fig.  3  are  considerably  longer  than  in  fig.  4  the 
forementioned  inconvenience  of  "edging"  and  "twisting"  will  be  con- 
siderably more  diminished  in  Proell's  governor  than  by  the  hitherto 
usual  construction  of  governors  with  crossed  arms,  since  the  respec- 
tive forces  in  the  former  case  work  through  much  shorter  lever  arms* 
In  the  latter  case  the  disadvantage  to  the  working  of  the  governor, 
arising  from  the  "edging"  and  "twisting"  of  the  joint-connection, 
may  be  removed,  to  be  sure,  by  making  the  arms  stationary  at  the 
spindle  above  the  urn,  but  this  produces  a  greater  friction  in  the 
moving  parts,  which  again  considerably  diminishes  the  sensitiveness 
of  the  governor. 

The  manner  of  fastening  the  balls  on  the  projecting  arms  of  the 
lower  connecting  links,  which  is  peculiar  to  Proell's  governor,  allows 
an  increase  or  decrease  of  the  dista^nce  between  the  ball-centre  and 
the  middle  joint  by  substituting  for  the  little  disc  lying  underneath 
the  ball,  a  higher  or  lower  one. 

In  proportion  as  the  distance  is  increased  or  diminished  the 
approach  to  the  astatic  condition  is  likewise  effected.  In  the  gov- 
ernor, IV,  in  which  the  "  sleeve,"  during  a  change  of  velocity  of 
3  per  cent,  (without  regard  to  resistance),  performs  a  stroke  of  75 
m.  m.,  the  height  of  the  little  disc  underneath  the  ball  is  12  ro.  m.  If 
this  is  replaced  by  one  twice  as  high,  the  total  increase  of  velocity  is 
2  per  cent.  ;  if  the  disc  is  entirely  removed  it  only  amounts  to  4 
per  cent.  The  approach  to  the  astatic  condition  is,  therefore,  doubled 
with  reference  to  the  extremities  of  the  balls.  It  is  possible,  there- 
fore, by  merely  changing  the  discs  under  the  balls,  to  ascertain  for 
every  given  case  by  experiment  the  height  of  the  situation  of  the 
balls  which  corresponds  to  the  most  favorable  working  of  the  governor ; 
but  since  at  the  same  time  also  the  number  of  revolutions  of  the  gov- 
ernor changes  within  definite  limits,  a  displacement  of  the  balls  may 
be  made  a  means  of  adjusting  the  machine  for  another  number  of 
revolutions.  At  a  mean  position  of  the  ball,  for  example,  the  gov- 
ernor, IV  (in  the  table),  makes  in  the  average,  without  regard  to  the 
resistance  of  friction,  81  revolutions ;  at  the  lowest  position  of  the 
balls  (12  m.  m.  lower)  83 ;  at  the  highest  (12  m.  m.  higher)  79  revo- 
lutions. 

Finally,  it  is  to  be  mentioned  that  very  considerable  masse)  may 
be  disposed  of  in  Proell's  governor  without  causing  their  construction 
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to  exceed  the  practicability  of  execution.  Governors,  the  total  height 
and  greatest  width  of  which  amounts  to  only  one  meter,  have  a  mass  of 
about  four  cwt.,  and  are,  therefore,  adapted  to  a  high  degree  to  be  used 
in  all  those  cases  in  which  the  regulation  of  the  motor  requires  a  con- 
siderable expense  of  work,  as,  for  example,  on  water-wheels  and  tur- 
bines for  the  direct  movement  of  the  sluice,  and  on  steam  engines 
where  the  expansion  valves  are  to  be  directly  moved  by  the  governor. 
Geometrically  all  governors  resemble  each  other.  On  examining  the 
sketch  given  in  fig.  4,  which  is  drawn  in  three-eighths,  three-twen- 
tieths, one-fourth,  three- fourteenths  of  the  actual  size,  it  will  be 
found  to  represent  the  proportions  marked  as  I,  II,  III,  lY,  in  the 
subjoined  table. 

That  the  number  of  revolutions  of  ProelFs  governor  is  compara- 
tively a  small  one  must  be  pronounced  as  not  unessential.  For  with 
governors  of  a  great  number  of  revolutions  the  arrangement  for  in- 
creasing the  velocity  has  often  its  inconveniences.  Likewise  the  lost 
motion  in  the  adjusting  apparatus,  arising  from  wear  and  tear,  has 
no  great  injurious  influence  upon  the  manner  of  working  of  the  gov- 
ernor, because  the  elevation  of  the  sleeve  according  to  the  size,  vacil- 
lates between  50  and  75  m.  m.,  u  e.  convenient  values.  The  excellent 
working  of  Proell's  governor  has  already,  practically,  been  estab- 
lished, and  observations  and  experiments  have  demonstrated  that  the 
value  of  a  change  in  the  motion  of  from  3-4  per  cent,  for  the  total 
elevation  of  the  sleeve  which  underlies  the  constructions  is  the  most 
convenient  approach  to  the  astatic  condition. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS. 

A  regular  meeting  of  this  Society  was  held  at  the  rooms  in  New 
York,  February  19th,  1878. 

The  Secretary  presented  the  following  discussion  of  a  paper  ''upon 
the  character  and  position  of  neutral  axes  as  seen  by  polarized  light,'" 
by  Louis  Nickerson,  C.  E.,  of  St.  Louis,  Mo.,  read  before  the  Society 
December  18th,  last. 

CoL.  Merrill. — This  paper  opens  a  field  for  examination  which 
promises  the  most  useful  results  in  a  matter  of  vital  interest  to  engi- 
neers : — the  laws  of  strains  in  materials  used  for  construction.  The 
plan  of  using  glass  to  find  out  these  laws,  brings  to  mind  the  practice 
of  physicians  in  ancient  times  of  determining  the  laws  of  the  human 
body,  by  experiments  upon  those  of  the  lower  animals. 


Digitized  by  VjOOQ IC 


414  Civil  and  Mechanical  Engineering. 

In  examining  the  action  of  strains  witbin  opaque  bodies,  the  method 
by  analogy  seems  to  be  the  sole  one — aided,  of  coarse,  by  T?hat  is 
visible  on  the  surface  and  detected  after  fracture. 

Further  experiments  will  probably  enable  us  to  decide  with  fair  ac- 
curacy what  is  the  magnitude  of  an  unknown  strain  on  a  glass  column, 
by  comparison  with  the  observed  effects  of  a  known  strain  upon  a 
similar  column. 

The  proposed  strengthening  of  tubes  by  external  rings  at  regular 
intervals,  is  a  curious  result  of  the  experiments,  and — if  confirmed  by 
practice — a  valuable  discovery.  The  whole  discussion  illustrates  the 
interdependence  of  all  branches  of  physical  science ;  and  that  no  dis- 
covery is  to  be  considered  useless,  no  matter  how  far  it  is  apparently 
removed  from  a  practical  application. 

Mr.  McAlpinb. — The  civil  engineer  has  rarely  to  deal  with  glass 
as  a  material  of  strength ;  still,  evidently,  it  will  be  affected  in  the 
same  way  as  any  similar  material — as  cast  iron.  It  is  a  characteristic 
of  this  age,  that  every  discovery  in  science  is  made  useful  to  the  en- 
gineer or  constructor. 

Some  years  ago,  Prof.  Airey  devised  a  system  of  measuring  the 
strains  in  each  member  of  a  truss,  with  a  model  in  steel,  of  which  he 
had  exact  duplicates.  When  the  model  was  loaded,  a  member  was 
struck,  and  the  strain  upon  it  measured  by  the  load  borne  by  the  da- 
plicate  when  in  accord.  There  we  have  soundy  and  here  we  have  Ughi^ 
to  aid  in  solving  an  important  problem. 

Gbn.  Ellis. — Westheim,  of  Paris,  invented  an  instrument  for  the 
determination  of  strains  and  pressures  by  the  colors  of  polarized  light* 
Mr.  Nickerson's  examinations  are  in  the  right  direction,  and  it  is  hoped 
he  will  pursue  the  matter  further. 

What  we  want  to  know  is,  the  elastic  resistance  to  tension  and  com- 
pression in  any  one  substance,  and  the  effect  of  a  weight  upon  a  beam 
of  the  same  substance ;  then  knowing,  by  experiment,  the  elastic  re- 
sistance in  both  directions  of  other  substances,  we  reason  upon  the 
position  of  the  neutral  axes  of  beams  made  therefrom. 

Writers  upon  the  strength  of  beams  err  in  assuming  that  equal 
strains  extend  and  compress  the  same  substance  equally,  (thereby 
locating  the  neutral  axis  of  horizontal  strains  in  the  middle  of  a  rect- 
angular beam;)  also,  that  the  elastic  and  ultimate  resistances  are 
proportional. 

How  can  polarized  light  show  a  neutral  axis  in  a  glass  beam,  sup- 
ported at  the  ends,  and  weighted  in  the  middle,  instead  of  a  neutral 
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point  under  the  weight  ?  Everywhere  in  the  beam  except  at  the  cen- 
tral point,  there  are  diagonal  strains,  which  will,  as  well  as  the  hori« 
sontal  strains,  transmit  the  polarized  rays. 

The  additional  element  of  strength  referred  to  in  the  paper,  is,  I 
think,  due  to  the  elastic  yielding  of  fibres  which,  in  consequence,  slip 
upon  each  other,  without  a  diminution  of  their  ultimate  strength. 
Otherwise,  in  a  beam  under  strain,  the  outer  fibres  would  be  ruptured 
before  the  others  were  loaded. 

A  communication  from  Gen.  Smith,  chairman  of  the  committee  ap<i 
pointed  at  the  annual  convention,  held  in  Chicago,  June  5th  and  6th, 
last,  to  urge  upon  the  United  States  Government  the  importance  of  a 
thorough  and  complete  series  of  tests  of  American  iron  and  steel,  and 
the  great  value  of  formulae  to  be  deduced  from  such  experiments,  was 
read,  stating  that  information  is  required  of  what  has  been  done  in 
this  direction  by  other  Governments,  as  well  as  by  corporations  and 
individuals  here  and  abroad ;  of  new  forms  employed,  and  of  new  pro- 
<sesses  of  iron  and  steel-making,  and  their  products. 

A  paper  by  Gen.  W.  S.  Smith,  of  May  wood.  111.,  on  "  Pneumatic 
Foundations/'  was  read. 

The  first  two  bridges  on  pneumatic  pile  foundations  erected  in  the 
United  States,  were  one  over  the  Santee  River,  on  the  Northeastern 
Railroad,  built  in  1855,  and  the  other  over  the  great  Pedee  River,  on 
the  Wilmington,  Columbia  and  Augusta  Railroad,  built  in  1857. 

The  air-lock  used  in  sinking  these  piles,  was  invented  by  Alexander 
Holstrom.  It  was  a  cast-iron  cylinder,  six  feet  in  diameter  and  four 
feet  high— closed  at  top  and  bottom  by  cast-iron  plates,  through  which 
were  man-holes  opening  downward  for  entrance,  and  bull's  eyes  of 
glass  for  light ;  two  goose-neck  pipes  passed  through  the  sides  and 
bottom — one  fdr  introduction  of  air,  and  the  other  for  the  discharge 
of  water  when  it  would  not  escape  through  the  material  underneath 
the  pile.  A  windlass  was  attached  for  raising  the  earth  within  the 
pile,  all  of  which  was  removed  by  hand. 

There  were  four  air-pumps,  set  in  a  single  frame,  of  such  excellent 
construction  that  they  served  for  the  sinking  of  their  foundations, 
those  of  the  Third  Avenue  Bridge,  New  York,  across  Harlem  River, 
and  of  the  Leavenworth  Bridge  across  the  Missouri  River,  and  are 
now  being  repaired  for  use  in  sinking  the  piles  for  the  Little  Rock 
Bridge  across  the  Arkansas  River. 

Construction  of  the  pneumatic  pile  piers  for  a  bridge  over  the  Sa- 
vannah River,  on  the  Charleston  and  Savannah  Railroad,  was  begun 


Digitized  by  VjOOQ IC 


416  Cfilnl  and  Mechanical  Engineering. 

in  the  fall  of  1859.  The  air-lock  used  was  six  feet  instead  of  four 
feet  high,  and,  to  save  weight,  the  cylinders  of  wrought  instead  of 
cast  iron.  Two  defects  were  soon  apparent :  one,  practically  no  na- 
tural light  was  admitted  into  the  pile  through  the  bull's  eyes  in  the- 
air^lock  plates ;  those  in  the  bottom  being  covered  with  dirt  most  of 
the  time :  another,  the  air-lock  was  too  small  to  stow  the  materia) 
raised,  so  that  when  discharging  the  same,  work  in  the  pile  was  mucb 
delayed. 

To  overcome  these  defects,  an  air-lock  was  made  of  less  diameter 
than  the  pile,  so  that  an  annular  space  was  left  between  the  two,  in 
the  plate  covering  the  top  of  the  latter,  into  which  bull's  eyes  were 
introduced.  Through  the  side  of  the  air-lock  was  a  pipe  or  trap,  in- 
clined at  an  angle,  to  discharge  readily  any  material  put  into  it,  and 
arranged  for  closing  at  either  end.  The  outer  end  being  closed,  the 
trap  was  filled  with  material ;  the  inner  end  was  then  closed,  the 
compressed  air,  thus  cut  off  from  the  air-lock,  liberated,  and  the  outer 
end  opened — when  the  material  would  pass  out.  By  reversing  the 
process,  the  trap  was  made  ready  to  receive  material  again. 

By  this  modification,  no  artificial  light  was  required  during  the  day, 
and  at  night  it  could  be  reflected  into  the  pile  without  the  inconveni- 
ence of  candles  or  lamps  burning  in  a  compressed  atmosphere.  No 
detention  occurred  from  this  or  from  voiding  the  material  raised,  and 
nearly  thrice  as  much  work  was  done  in  the  same  time  as  with  the 
Holstrom  air-lock. 

It  was  soon  found  that  the  sandy  material  through  which  these  piles 
were  sunk,  could  be  raised  by  the  escaping  compressed  air,  through  a 
discharge  pipe,  and  delivered  outside  in  a  continuous  stream.  For 
this,  the  mouth  of  a  flexible  tube,  fitted  to  the  lower  end  of  a  fixed 
pipe,  was  thrust  into  the  wet  sand,  and  moved  from  place  to  place,  aa 
the  material  disappeared.  The  ratio  of  work  done  to  that  with  the 
old  air  lock,  which  before  was  as  28  to  10,  now  became  as  28  to  1. 

The  improvements  thus  introduced  have  been  generally  used  since 
by  Gen.  Smith  in  sinking  foundations  by  the  pneumatic  process.  For 
the  flexible  tube,  one  iron  pipe  sliding  into  another,  with  a  hempen 
easket  between,  has  been  substituted,  with  the  still  better  results. 
Thereby  seven  men  have  excavated  six  cubic  yards  per  hour,  for  sev- 
eral  hours.  By  hand,  two-thirds  of  a  cubic  yard  per  day  per  man  is 
about  the  rate. 

The  late  war  interrupted  this  work,  and  also  prevented  considera- 
tion of  a  plan  submitted  to  the  U.  S.  Light  House  Board  in  1860,  for 
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the  erection  of  a  light  house  on  Frying-Pan  Shoals,  or  a  similar  posi* 
tion  on  the  coast,  embracing  the  sinking  of  a  caisson  from  thirty  ta 
fifty  feet  in  diameter,  to  any  required  depth  less  than  one  hundred 
feet ;  inside  of  which  a  masonry  foundation  of  dove-tailed  stones  waa 
to  be  laid.  Soon  after  the  war  the  plan  was  adapted  to  the  repairing 
of  Waugoshance  Light  House,  located  at  the  western  entrance  of  the^ 
Straits  of  Mackinac,  upon  a  rocky  reef  two-and-a-half  miles  from  shore. 
It  is  a  brick  tower  of  twenty-four  feet  in  diameter,  eighty- four  feet 
high  from  water  surface  to  focal  plane,  and  stands  upon  a  foundatioi^ 
twenty-four  feet  square,  consisting  of  a  crib,  filled  with  concrete  and 
rubble  masonry.  This  crib  was  surrounded  by  others  filled  with  loose- 
stones,  all  framed  together  into  one  pier  one  hundred  feet  square.  At 
this  time  the  timbers  put  in  place  in  1848  were  decaying  under  the- 
action  of  seas,  as  heavy  as  any  upon  the  Northern  lakes,  and  the  ice. 
The  utter  destruction  of  the  pier  was  threatened. 

It  was  proposed  to  protect  the  tower  from  waves  and  ice  by  sur^ 
rounding  it  with  a  strong  sea-wall  sixty-six  feet  long  and  forty-eight 
feet  wide  on  the  outside ;  eight  feet  thick,  and  semicircular  at  the- 
ends.  An  annular  pneumatic  coifer-dam  of  boiler  iron  was  built  up 
in  place  around  the  tower  large  enough  to  enclose  the  wall.  It  waa 
provided  with  two  air-locks,  each  having  a  rectangular  trap,  through 
which  material  and  workmen  passed,  and  a  windlass  driven  by  steam* 
The  dam  was  suspended  by  chains  from  beams  resting  upon  the  wood-- 
work  of  the  old  pier,  and  with  stones  loaded  somewhat  in  excess  of 
its  buoyancy.  For  six  feet  below  the  water  surface,  the  crib  timbera 
of  pine,  twelve  by  twelve  inches,  built  up  solid,  and  strongly  drift- 
bolted  with  round  one  inch  iron  bolts,  had  to  be  cut  through.  The 
reef  then  reached  was  made  up  of  boulders  varying  in  size  from  a 
hen's  egg  to  ten  tons  weight.  The  large  ones,  when  found  under  th& 
edge  of  the  caisson,  were  first  split  with  plugs  and  feathers,  or  under- 
mined, drawn  into  the  caisson,  and  then  split.  In  some  instances,, 
where  large  stones  rolled  against  the  dam  and  kept  it  from  sinkings 
the  dam  was  allowed  to  raise,  and  the  stones  were  rolled  inward. 

The  dam  was  sunk  to  the  depth  of  12:]^  feet  below  the  water  surface^ 
and  six  feet  below  the  foundation  of  the  tower,  which,  though  not 
upon  bed  rock,  as  expected  when  the  work  was  begun,  was  where  th& 
boulders  (which  had  lessened  in  size  as  the  depth  increased)  were  most 
perfectly  compacted  together,  and  below  the  scouring  action  of  the 
waves,  from  which  the  dam  was  protected  by  the  remaining  portion  o« 
the  cribs.   The  bottom  of  the  dam  was  then  sealed  with  two  successive 
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layers  of  the  quickest  setting  Loaisville  cement,  each  six  inches  in 
depth,  and  set  under  water,  which,  when  the  air  pressure  was  reduced, 
entered  through  holes  left  for  it  in  the  layers. 

It  was  found  the  twelve  inches  of  cement  thus  laid,  would  not,  after 
four  days'  setting,  resist  the  pressure  of  water  outside,  hence  the  first 
three  courses  of  masonry,  each  two  feet  thick,  were  laid  in  a  compressed 
atmosphere.  The  stones  were  dowelled  together  with  iron  pins  2^ 
inches  in  diameter ;  the  end  of  each  pin  was  drilled  one  inch  in  diara- 
-eter,  three  inches  deep,  and  sawn,  so  that  when  in  place  and  a  taper 
bolt  driven  therein,  the  dowell  was  permanently  enlarged. 

When  the  wall  was  finished,  the  space  between  it  and  the  tower 
was  filled  with  concrete,  and  covered  with  flagging.  The  coffer-dam, 
which  might  have  been  removed  for  use  elsewhere,  was  left  in  place. 

Work  could  only  be  done  in  the  months  beginning  with  May,  and 
frequently  it  was  interrupted  by  storms.  During  the  first  season  the 
tshamber  to  receive  the  dam  was  excavated  ;  the  machinery  was  pat 
in  place ;  the  dam  built  and  sunk  four  feet.  During  the  second  sea- 
son, the  sinking  was  concluded,  and  seven  courses  of  masonry  laid. 
And  during  the  third  season,  the  work  was  entirely  finished.  An 
average  force  of  forty  men  was  employed.  The  entire  cost,  including 
a  new  dwelling  for  the  light-house  keeper,  was  less  than  $200,000. 
This  is  the  first  instance  of  the  sinking  of  a  pneumatic  coffer-dam  or 
caisson  in  this  country. 

After  the  completion  of  this  work,  Gen.  Smith,  in  1869,  proceeded 
to  put  down  at  Omaha,  for  a  bridge  across  the  Missouri  river,  the  first 
pneumatic  piles  sunk  west  of  the  Alleghany  mountains,  and  to  a  depth 
greater  than  ever  before  reached — eighty-two  feet  below  the  water 
surface.  The  material  was  very  difficult  to  penetrate.  It  consisted  of 
a  fine  silt,  stratified  with  layers  of  coarse  sand  and  tough  blue  clay — 
the  latter  not  more  than  two  feet  deep,  and  with  a  stratum  of  pebbles 
or  gravel  one  and  a  half  to  two  feet  deep  next  to  the  bed  rock. 

The  first  pile  went  down  vertically;  the  second,  after  sinking  twen- 
ty-seven feet,  took  an  inclination  which  could  not  be  corrected  in  the 
next  twenty  feet  by  the  various  means  applied,  which,  although  they 
failed  here,  in  many  other  cases  have  succeeded  at  a  depth  of  from 
forty  to  fifty  feet.  Generally,  the  most  effective  method  is  to  exca- 
vate the  material  under  the  pile,  and,  with  heavy  wooden  wedges, 
firmly  wedge  up  the  lowermost  edge ;  then,  by  letting  the  air  escape 
suddenly,  bring  the  atmospheric  pressure  and  the  weight  of  the  pile 
Co  bear  like  a  blow.  In  this  case  the  silt  came  in  so  rapidly  as  to 
carry  the  wedges  before  it. 
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Another  cjlindrical  section  was  put  in  place^  thus  adding  ten  feet 
to  the  length  of  the  pile,  making  it  sixteen  feet,  and,  with  the  air-lock^ 
twenty-two  feet  above  the  earth  surface.  A  strong  frame  of  twelve 
hj  twelve  inch  timbers  was  laid  down  for  a  fulcrum  ;  blocks  and  falls 
were  attached  to  the  air-lock,  and  a  severe  strain  was  put  upon  the 
pile.  The  material  was  again  excavated,  and,  instead  of  the  wedges, 
«  strong  beam,  cut  to  the  segment  of  a  circle,  put  down.  The  presr 
6ure  was  let  off,  and  the  pile  descended,  but  without  any  correction  of 
the  inclination,  although  the  timbers  of  the  fulcrum  were  broken. 

A  pine  strut,  eight  by  eight  inches,  eleven  feet  long,  was  set  at  a 
slight  angle — ^its  top  against  the  leaning  pilci,  and  its  foot  against  the 
pile  already  in  place,  without  avail,  and  at  last  the  cylinder  broke  off 
twenty-seven  feet  below  the  surface,  where  there  was  a  "cold  shut" 
in  the  metal. 

With  fifteen  feet  of  sand  in  the  cylinder,  forty-five  pounds  air-pres- 
sure to  the  square  inch,  did  not  lift  the  piece  broken  off;  but  twenty- 
seven  pounds  were  sufficient  after  the  sand  was  removed. 

This  is  the  only  opportunity  he  has  had  to  measure  approximately 
the  friction  on  a  cast-iron  pile.  The  friction  per  square  inch  of  sur- 
face in  contact,  before  the  sand  was  removed,  was  greater  than  1*77 
lbs.,  and  after  it  was  less  than  1*89  lbs.  This  friction  must  vary  with 
the  depth  of  material,  and  is  diminished  when  the  earth  is  loosened 
by  the  passage  of  air  currents  through  it.  The  case  instanced  differs 
from  that  of  a  pile  in  place  under  a  load.  An  important  subject  of 
inquiry  is — What  should  be  taken  as  the  safe  resistance  of  such  a 
pile,  in  sand,  to  sinking  alone  ?  Where  no  bed  rock  can  be  reached, 
as  along  the  lower  Mississippi,  and  on  the  Gulf  coast,  it  may  be  de- 
sirable to  sustain  structures  upon  piles  or  caissons,  resting  wholly  in 
and  on  sand. 

The  next  two  piles  were  put  down  without  great  difficulty— one  at 
the  rate  of  ten  feet  per  day.  To  cause  the  piles  to  sink,  they  were 
loaded  by  filling  the  cylinders  with  stones,  except  a  central  passage, 
or  well-hole.  Frames  built  within  the  cylinders,  kept  the  stones  in 
place.  After  a  certain  depth  was  reached,  it  was  necessary  to  in- 
crease the  downward  pressure  on  the  pile,  by  allowing  a  portion  of 
the  compressed  air  to  escape ;  the  pile  would  then  sink  from  two  to 
four  feet  at  a  time.  The  top  of  the  bottom  cylinder  was  covered  with 
a  cast-iron  diaphragm,  through  which  there  was  a  manhole,  closed  by 
a  valve  opening  inward,  which,  when  shut,  prevented  more  sand  from 
entering  the  pile,  while  sinking,  than  would  fill  the;  lower  cylinder; 
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thereby  the  tendency  to  "  lurch,"  and  the  disturbance  of  outside  ma- 
terial, was  lessened. 

At  this  stage  of  the  work,  Gen.  Smith  was  succeeded  by  Mr.  Theo- 
E.  Sickles,  who  successfully  employed  levers  in  forcing  the  piles  down^ 
and  corrected  the  inclination  by  drilling  holes  through  the  higher  side^ 
at  different  heights,  through  which  the  compressed  air  escaped ;  loos- 
ened the  outside  material,  and  thus  lessened  the  friction  against  the 
pile. 

Gen.  Smith  then  sank  the  piers  for  the  railroad  bridge  across  the 
Missouri  river  at  Leavenworth,  Kansas — three  in  number  (two  in  the 
river  and  one  on  the  east  bank) — upon  which,  and  a  stone  abutment^ 
three  spans,  each  340  feet  long,  were  erected.  This  was  finished  in 
two  years  after  its  commencement.  The  difficulties  encountered  were 
similar  to  those  of  Omaha. 

The  following  conclusions  are  deduced  from  an  experience  of  four- 
teen years  in  sinking  pneumatic  pile  foundations  : 

1st.  The  greatest  difficulties  to  be  overcome  are,  first,  in  keeping 
the  pile  vertical ;  for  this  it  should  be  made  to  follow  the  excavation 
without  a  reduction  of  air-pressure :  and,  secondly,  in  "  righting"  the 
pile  when  inclined ;  for  this,  wedging  under  the  bottom,  or  propping 
the  top  on  the  lowermost  side,  and  drilling  through  the  uppermost 
side,  are  the  best  means  yet  tried. 

2d.  The  '^air-lift,"  as  described,  is  the  cheapest  and  most  efficient 
method  of  removing  sand  or  mud  from  within  a  pneumatile  pile  or 
caisson. 

3d.  A  strong  and  reliable  pier  can  be  always  built  of  pneumatic 
piles — their  number,  diameter,  and  the  thickness  of  metal  being  de- 
termined by  the  conditions  of  the  case. 

4th.  In  cold  climates,  these  piles  may  be  fractured  by  frost — to 
prevent  which,  a  filling  below  the  frost  line,  from  two  to  five  feet  deep^ 
of  asphaltic  concrete,  is  recommended. 

5th.  Where  suitable  timber  and  stone  are  to  be  obtained  at  reason- 
able prices,  a  single  pneumatic  caisson  can  be  sunk  with  greater  cer- 
tainty and  at  less  cost,  than  a  pier  of  three  or  more  pneumatic  piles^ 
where  it  has  to  be  sunk  for  a  considerable  depth  through  a  soft  ma- 
terial to  a  hard  one.  •  A  pier  of  masonry  on  such  a  wooden  caisson^ 
cellular,  with  its  walls  well  drift-bolted,  and  its  interior  carefuUj 
filled  with  concrete  or  rubble,  is  the  cheapest  and  best  bridge  founda- 
tion yet  devised. 

6th.  Concrete  does  not  ''  set"  well  under  air-pressure.     The  water 
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was  let  in  through  a  pipe  inserted  therefor  in  the  cement,  to  cover  the 
successive  layers  as  put  down.  Usually,  cement,  five  feet  in  depth, 
would  seal  the  pile ;  the  remainder  was  added  in  the  open  air. 

DISCUSSION. 

Mr.  Martin. — The  first  work  he  had  to  do  in  sinking  the  pneuma- 
tic pile  piers  for  a  bridge  across  the  Savannah  river,  on  the  Charles- 
ton and  Savannah  Railroad  in  1861,  was  to  straighten  up  a  cylinder 
which  was  about  thirty  feet  in  the  sand,  and  considerably  inclined. 
TThe  method  described  by  Gen.  Smith,  of  excavating  underneath  the 
lowermost  edge  of  the  pile,  wedging  it  up  firmly,  and  then,  when  se- 
yerely  strained  in  the  right  direction  by  strong  tackle,  causing  the 
pile  to  go  down  by  suddenly  letting  the  pressure  off,  did  not  suc- 
^eedy  although,  the  pile  descended  two  feet  or  more.  He  then  exca- 
vated under  the  upper  edge,  as  much  as  possible,  so  that  the  escaping 
«ir  passed  through  and  loosened  up  the  material  on  that  side ;  wedged 
up  and  strained  the  pipe  as  before,  and  with  a  battering-ram,  made  of 
a  twelve  inch  squre  oak  timber,  twelve  feet  long,  and  in  the  middle 
suspended  from  shear-poles,  struck  successive  blows  against  the  top 
of  the  pile  while  it  was  descending,  it  was  thus  quickly  brought  into 
position. 

A  pneumatic  pile  is  easier  kept  vertical  than  straightened  after- 
ward. In  most  cases  it  may  be  guided  in  its  descent  by  a  platform 
attached  to  wooden  piles  driven  around  it. 

Gen.  Smith  presented  a  plan  for  sinking  any  depth  pneumatic  piles 
and  caissons,  through  sand,  whereby  the  excavation  is  made  without 
exposing  workmen  generally  to  the  injurious  effects  of  compressed  air, 
which  increase  with  the  depth,  and,  below  sixty  feet,  are  dangerous. 

For  a  pneumatic  pile,  there  should  be  a  short  section  at  the  bottom, 
covered  with  a  plate,  through  which  there  are  a  man-hole  and  valve, 
a  supply,  and  one  or  more  discharge  pipes — ^the  latter  made  telescopic, 
and  with  joints,  so  that  a  workman,  standing  on  the  plate,  may  cause 
the  mouth  of  the  pipe  to  traverse  the  surface  to  be  excavated  beneath 
the  pile.  Thus  air,  forced  into  the  closed  section  through  the  supply 
pipe,  would  escape  through  the  discharge  pipe,  and  carry  with  it  the 
material  to  be  removed. 

In  a  caisson,  the  same  principle  may  be  carried  out.  Men  need 
enter  the  compressed  air  chamber  only  to  remove  an  unusual  ob- 
atruction. 

Such  a  method  is  required  in  sinking  foundations  to  very  great 
depths.  The  greater  the  depth,  the  more  efficient  is  the  air^lifi  de. 
scribed. 
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Of  course,  this  plan  cannot  be  adopted  where  the  material  to  be  re- 
moved will  not  yield  and  flow  with  an  air  current. 

A  paper  by  Robert  Cartwright,  C.  E.,  of  Cleveland,  Ohio,  on  "  The 
Manufacture  of  Pneumatic  Piles,"  was  read. 

The  bridging  of  the  Missouri  river  was  a  necessity  to  the  railroads 
connecting  the  east  and  west  of  this  country.  The  river  is  a  rapid 
running,  turbid  stream,  with  a  bed  of  treacherous,  shifting  material, 
and  a  channel  which  changes  at  every  flood. 

The  bridge  at  Omaha  has  eleven  spans,  250  feet  long ;  and  at  Lea- 
venworth,  three  spans,  840  feet  long ;  both  Post's  truss,  upon  pneu- 
matic  pile  piers.  The  manufacture  of  cylindeis  for  these  is  here  de- 
scribed : 

First,  there  was  built  a  brick  pit,  forty-seven  feet  internal  diameter 
and  fourteen  feet  deep,  water-tight ;  with  a  foundation  in  the  centre 
for  a  twenty-five  ton  crane,  and  four  buttresses  therefrom,  dividing 
the  pit  into  quarters,  each  to  take  two  moulds. 

For  access  to  the  moulds,  and  to  supply  air  during  casting,  and 
subsequent  cooling,  there  was  a  tunnel  from  each  quarter  to  a  shaft 
sunk  outside  of  the  pit.  Each  mould  was  built  of  fire- brick,  laid  in 
loam,  upon  a  level  cast-iron  bed  plate,  and  covered  with  another  sim- 
ilar plate — the  two  being  firmly  bolted  together.  Outside  the  mould 
was  a  casing  of  sheet-iron — a  space  of  a  foot  between  the  two  being 
filled  with  spalls,  cinder,  and  moulding-sand,  which  allowed  the  paa-^ 
sage  of  escaping  gases.  The  remaining  spaces  in  the  pit  were  also 
filled  with  sand.  From  the  centres  of  each  bed  plate  up  to  the  top  of 
the  mould  was  a  vertical  wrought  iron  shaft,  upon  which  the  core  bar- 
rel centred.  The  inside  of  the  mould  was  coated  about  five-eighths 
inch  thick  with  loam,  brought  to  a  true  surface  with  a  ^'  strike"  board 
revolving  about  the  shaft.  That  the  castings  might  be  of  uniform 
section  under  the  difference  of  ferro-static  head,  the  diameter  of  the 
mould  at  the  bottom  was  made  three-sixteenths  inch  less  than  at  the 
top.  The  core-barrel  consisted  of  six  or  more  staves,  or  circular  seg- 
ments, strengthened  by  ribs  cast  on  them,  and  bolted  to  two  circular 
spiders,  which  were  attached  to  a  central  hollow  shaft,  bored  to  re- 
ceive the  shaft  fixed  in  the  bed-plate  of  the  mould — the  whole  being 
so  arranged  that  the  hollow  shaft  and  spiders  could  be  withdrawn  to- 
gether, and  the  staves  left  in  position,  to  be  afterwards  removed  sing- 
ly. The  barrel  was  coated  with  loam,  to  which  a  small  quantity  of 
chopped  hay  had  been  added — no  rope  being  used. 

When  the  mould  was  coated  and  dried,  and  the  core  in  place,  it 
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was  covered  with  a  plate  or  trough,  coated  with  loam,  and  well  fas- 
tened down ;  through  this  were  twelve  holes,  one  and  a  half  inch  in 
diameter  for  pouring  '^  sprues/'  and  six  elliptical  holes  about  three 
and  a  half  by  one  and  a  half  inches  for  '^  risers  ;*'  the  last  were  about 
twelve  inches  high  and  six  inches  diameter  at  top,  and  were  an  effec- 
tual substitute  for  a  '^sinking  head/'  A  casing  was  then  placed 
about  the  covering  plate,  forming  a  ''runner"  around  the  whole  top 
of  the  mould,  connected  with  a  pouring  basin,  which  had  two  outlets^ 
each  stopped  by  a  '^  straining"  gate,  to  retain  the  slag. 

The  mould  was  filled  to  the  top  of  the  risers,  the  iron  entering  si- 
multaneously at  twelve  equi-distant  points,  and  as  shrinkage  took 
place,  fresh  metal  was  supplied,  and  churned  with  coated  rods.  When 
the  iron  was  ''set,"  the  runner  casing  was  taken  away,  the  "sprues'* 
and  "  risers"  broken  off  with  a  sledge ;  and,  in  rapid  succession,  the 
covering  plate  and  the  several  parts  of  the  core  barrel  removed,  leav- 
ing the  red  hot  section  just  cast,  in  the  mould,  and  free  to  shrink 
uniformly  as  it  rapidly  cooled,  without  danger  to  its  shape  or  sound 
ness.  In  about  fourteen  hours  after  pouring,  the  section  (weighing 
nine  tons),  was  taken  from  the  mould,  which  was  then  freshly  coated 
with  loam.  The  bricks  were  usually  hot  enough  to  nearly  dry  it.  As 
its  parts  were  withdrawn,  the  core  barrel  was  put  together,  and  then 
coated  with  loam,  which  was  almost  dried  by  the  heat  retained.  The 
barrel  was  then  placed  vertically  on  a  car,  and  run  into  the  core  oven, 
which  was  large  enough  to  receive  four. 

The  loam  was  prepared  in  a  loam-mill,  consisting  of  a  revolving 
pan  and  two  heavy  cast-iron  chasers.  It  was,  with  the  addition  of  a 
little  fresh  material,  repeatedly  used. 

With  eight  moulds  and  six  core  barrels,  one,  and  sometimes  two 
sections  were  made  daily  for  months.  Two  hundred  and  eighty-one 
sections  were  cast,  eight  and  a  half  feet  in  diameter,  ten  feet  long — 
some  one  and  three  quarter  inch  and  the  others  one  and  a  half  inch 
thick — each  with  a  four  and  a  half  inch  inside  flange,  two  and  a  half 
inches  thick  at  each  end.  Of  these,  only  one  was  lost,  and  this  by 
the  breaking  of  a  brace  after  the  mould  was  nearly  full.  The  two 
flanges  were  faced  in  a  lathe  at  the  same  time,  and  then  each  drilled 
with  sixty-one  holes  for  one  and  an  eighth  inch  bolts. 

A  paper  by  C.  D.  Ward,  C.  E.,  of  Jersey  City,  N.  J.,  giving  "De- 
scription of  Screw  Piles  for  supporting  a  twenty-four  inch  Water 
Main  across  the  Providence  River,  Providence,  B.  I.,"  was  read. 

The  piles  were  placed  in  a  single  row,  twelve  feet  apart,  with  a  cap 
or  rest,  on  the  top  of  each,  in  which  the  water  pipe  rests. 
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They  were  each  twenty-two  feet  long,  ten  inches  exterior  diameter, 
^ne  inch  thick,  and  weighed  about  2500  lbs.  The  largest  diameter  of 
«crew8  was  three  feet,  and  the  pitch  was  ten  inches  ;  there  were  two 
threads,  each  making  about  three-fourths  of  a  turn. 

The  piles  descended  from  six  to  eight  and  a  half  inches  per  revo- 
lution, and  were  put  down  by  eight  to  twenty- one  men,  with  ropes 
Attached  to  levers,  ten  and  a  half  feet  long.  The  direction  of  draft 
reduced  the  effective  leverage  to  about  seven  and  a  half  feet. 

Twelve  piles  were  put  down  from  nine  to  twelve  feet  each,  in  sand 
«nd  gravel,  in  five  days.  When  regularly  moving,  the  ordinary  rate 
of  sinking  was  about  two  feet  per  minute. 


New  Ezplosiyes. — MM.  Houzeau  and  Benard  have  lately  been 
quite  successful  in  applying  ozone  as  a  reagent  in  chemical  research. 

In  a  paper  recently  made  public,  in  which  these  gentlemen  detail 
the  results  of  some  recent  discoveries,  they  object  to  the  method  of 
oxidation  generally  pursued  in  organic  chemistry  (namely,  the  em- 
ployment of  substances  rich  in  oxygen,  such  as  chromic  or  nitric 
acids,  sulphuric  acid  and  bichromate  of  potassa,  &c.),  inasmuch  as  the 
action  is  complicated  by  the  constituents  of  the  mixtures  employed, 
and  their  employment  is  often  positively  detrimental,  on  account  of 
the  somewhat  elevated  temperature  which  at  times  must  be  employed. 

For  these  and  several  other  reasons,  the  authors  in  question 
strongly  recommend  the  employment  of  ozone,  since  it  is  an  ener- 
getic oxidizer,  and  can  be  employed  at  a  low  temperature,  and  intro- 
duces the  least  possible  amount  of  complexity  in  the  investigation. 

As  a  direct  result  of  these  suggestions,  they  announce  that  when 
pure  benzin,  boiling  at  81^  C,  is  treated  with  concentrated  ozone,  it 
is  transformed  partly  into  several  acid  products  (formic  and  acetic 
«cids),  while  at  the  same  time  there  is  deposited  a  gelatinous  precipi. 
tate,  to  which  they  attach  the  name  of  ozobenzine.  Dried  in  vacuo, 
it  presents  the  appearance  of  a  white  amorphous  solid.  It  is  an  emi- 
nently explosive  substance.  It  detonates  with  violence  when  struck, 
or  when  simply  heated,  and  for  this  reason  is  extremely  dangerous  to 
handle. 

Ozobenzin  is  very  unstable  in  the  air.  Water  decomposes  and  dis- 
solves it. 
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Surveying  and  Engineer's  Transits, 
Levels,  Chains, 

Linen  and  Steel  Tape  Measures. 

Spectacles,    Lenses,    Microscopes,    Spy    Glasses,    Opera   Glasses,    Mirrors. 

Magic  Lanterns  and  Pictures. 

Thermometers,  Electric  Machines,  Air  Pumps,  Globes,  Magnetic  Apparatus 

Ruhmkorff  Coils,  Geissler  Tubes,  &c.,  &c.  made  and  imported  by 

MMXa  W*.  QmBEJf  ^  CO.. 

Catalogues  furnished  for  10  aenis  each. 

Dr.  F.  A.  GENTH 

Consulting  A  Analtrtical  Chemist. 

AND 

MINERALOGIST, 

XTniversity  of  Pennsylvania,  34th  and  Locust  St., 
W.  PHILADELPHIA,  PA. 

Assays  and  analysis  of  ores,  minerals,  mineral  and  other  waters,  guanoes,  ma- 
nures,  soih,  &c.,  promptly  and  carefully  made. 

Examinations  of  all  nainral  and  arlificlHl  products. 

Advice  and  opinions  given  in  patent  and  other  legal  cases,  in  which  chemical 
questions  are  involved. ^^^ 

(Lata  Chief  Enslneer  of  the  Philadelphia  Water  Works.) 

PHILADELPHIA,    PA. 

Water  Worlu  constructed,  STUTe7s  and  EBtimates  made,  Drawings  and  Specifica- 
tions, and  all  Idnds  of  Eydranlic  If achinery  and  ICaterials  famished. 

Jan.  '73—1  yr. 
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bounded  hj  Trofemor  Sillimak  in  1818|  and  now  numbering  100  TOlmmet, 
in  two  Series  of  50  rolumet  each. 

jEditort  and  Proprietors: — Professors  Silliman  and  Dana. 
Associate  Editors: — Professors  6bat  and  Gibbs  of  Cambridge/ 
and  NswTON,  Johnson,  Bbush  and  Yebbill  of  Tale. 

Devoted  to  Chemistry,  Physics,  Geology,  Mineralogy,  Natural 
History,  Astronomy,  Meteorology,  etc. 

A  Thibd  Sbbibs  in  MONTHLY  numbers,  making  two  vol- 
umes a  year  of  about  450  pages  each,  from  January,  1871.  Sub- 
scription price,  $6.00  a  year,  or  50  cents  a  number. 

A  few  complete  sets  on  sale  of  the  first  and  second  series. 

Address 

BLLLXXAN  ic  BAKA,  New  Haven,  Ct 

GEO.  V.  CRESSON, 

VIZ: 

PATENT  VISE  COUPLINGS, 

Improved  Patent  Ball  and  Socket  Acyustable  Hangers. , 

PULLEYS  OF  ALL  SIZES, 

Also  •▼•ry  dswription  of  Fizturos  cou&aetod  with  tlio  a1}OTo  business. 

Comer  Eighteenth  and  Hamilton  Streets,        ^ 
bhiladetjJphia,  jpa.: 


Jr«.  '73—1  yr. 
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VESSELS,    APPARATUS,    SHEET,    WIRE,     ETC. 

FOR  ALL 
Iiaboratory  and  Maimfaetming  Pnrpotes. 

Platinum    Scrap    and    Ore    purchased. 

H.  M.  RAYNOR, 

Offl>cef  25  Bofid  Si.,  New  York. 


FOB 

PRACTICAL  &  ANALYTICAL  CHEMISTRY 

Chant  Street,  Tenth  Street,  below  Market, 

'Rear  of  St  Stephen's  Church.) 

PHILADELPHIA. 

ESTABLISHED  IN  1836. 

Instruction  given  in  CHEMISTRY,  MINERALOGY  and  GEOLOGY,  by  LEC- 
TURES and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES and  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce  and 
manufacture.    Opinions  given  on  chemical  questions. 

BOOTH  A  CARRETT. 

Jambs  C.  Booth. 

Thob.  H.  Gabbett. 


RICHARDS,  LONDON  &  KELLEY 

(Suoceasors  to  RICHARDS,  KELLEY  k  CO.) 

Engineers   and    Machinists, 

Manufihotarers  of 

IMPROVED  BAND  SAW  MACHINES, 

And  other  Wood-Working    Machinery  for  Ship  Work 

and  Car  Building,  Planing  Mills,  M:. 

Twentj-saoond  Straat  abora  Aroh  Straat, 

PHILADELPHIA. 


Cor.  S.  Front  &  Seed  Sts.,  &  Nos.  614  &  616  Market  Streeti 

PHILADELPHIA. 


Manufaotore  Enamelled  ETaporating  Dishes ;  Iron  Mortars,  of  diffeveBt  s^jlsa; 
nniied.  Tamed,  and  Plain  Enamelled  Oanldrons,  from  12  to  120  gaUoas,  wttk 
;  of  other  artiolea  suitable  fbr  Chemists'  «se. 
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Miijr^FiiCTfrMMjre  CoMP^jfr. 


MANUFACTURERS  OF 


ursine  Jitter »J|l)eel. 


FOR 

AIII>  BCONOMTOFWATBB, 

Unequalled  by  any  Iron  Wheel  Manubctured. 

ManufiBOtories  at  WESTFIELD,  Hampden  Co.,  Mass.,  and 
MOUNT  MORRIS,  Livingston  Co.,  N.  Y. 


C.  LAFLIN,  President,  Westfield,  Mass. 
la.  L.  LAFLIN,  Secretary  and  Treasurer,  Westfield,  Mass. 
'G-  S  WHITNEY,  Secretary  and  Treasurer,  K'ount  Morria. 
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Washington  Aventw  &  Fifth  Street, 

yffTTT<  4  T>Bl.igHIA.» 


IRON  AND  BRASS  CASTINGS  OF  EVERY  DESCRIPTION. 

8TB AM  ENOINEa. 

^  SUtionftrr,  Pumping,  Blowing  and  Marine  Engines;  Horizontal,  Vertical 
Beam  or  Otcillating;  High  or  Low  Pressare;  Fixed  or  Variable  Sxpanaion;  Sta-^ 
tionary  Engines,  for  Mills  or  Factories. 

Cornish,  Cornish  Bull,  Simpson  Compound  Cylinder  Rotative,  Bolton  &  Watt 
Rotative,  Pumping  Engines,  for  water  supply  of  Cities  or  for  Mine  Work. 

Vertical,  Horizontal,  or  Beam,  Blowing  Engines,  for  Blast  Furnaces  or  Bea-^ 
aemer  Work. 

The  most  approved  fbrms  and  construction  of  Marine  Engines,  for  Biver  and. 
8ea-going  Steamers. 

STEAM  BAMMBBS, 

Jot's  Patxnt  Valtxlsss  Hammxr,  in  several  sizes,  for  Smith- work  or  foit 
Drawing  Steel  or  Iron. 

A  ^reat  variety  of  styles  and  weights  of  Stxau  Hjlumxiui,  for  all  the  uses  of 
Ihe  Smithy  or  Forge,  from  the  lightest  to  the  most  ponderous  Work. 

STEAM  BOILEBS  AND  BOILEB  WOBK. 

BoiLKRs,  Tanks,  Roofs,  and  every  kind  of  Ritktxd  Pljltx  Wobk. 


SUGAB  APPABATUS. 

Complete  Machinery,  (including  Enoinks,  Mills,  Bjlqabbx  Carrikbs^ 
Vacuum  Pans,  Pumps,  Dkfecaturs,  Bome-Blacx  Filtkbs  and  Purifikbs^ 
Washxrs,  Elxyators,  Cabs,&c.,)  required  for  the  manufacture  of  Cans  Sugar. 

CoMPLXTx  Macbinert,  With  all  the  requirements  for  the  manufacture  ef 
BxxT-RooT  Sugar.    Everything  demanded  in  the  erection  and  fltting*up  of  Bx» 

FDfXRIXS  FOR  WoRKIKG  SUOAR  OR  MoLASSES. 

Especial  attention  is  called  to  Rillikuz'  Sugar  Apparatus  (originally  in« 
troduced  and  owned  by  the  Southwarx  Foukdrt,  and  proved  to  be  the  most 
profitable  and  successful  process  ever  known);  also,  to  Weston's  Patent  Cen^ 
TRtFUGAL  and  Jasper's  Patent  Oranulator  ;  of  which  the  SOUTHWARK 
FOUNDBT  is  sole  maker  in  the  United  Sutes. 


GA8-WOBK8  EOB  COAL  OA8. 

Retorts,  BxnoH  Castings,  Gas-Holdbrs  and  Frames,  Purifiers,  Valvbb^ 
Governors,  Roofs,  Tanks,  &c. 

HEATT  MACHnnSBT. 

Bxssxmrr  Plant,  Htpraulic  and  other  Cranes,  Boeling  or  Stamping 
ICxLL  Maghinxrt,  SHXiJts,  PUNCHES,  Merrick'b  Patent  Hoist,  Ac, 


Plans,  Specifications  and  Estimates  for  any  of  the  above  work  supplied  aft 
tte  shortest  notice. 
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OAFITAL  $500,00a 


T.H.BABCOCE  J.  M.  ALLEN, 

IBSUBS    POLICIES     OF    INSURANCB, 

AFTER  A  OAEBFUL  DrSPEOl'ION  OF  THE  B0ILEB8, 
OOVKRINO-    A.LiX^     L.  O  S  S    OR    J>  A.  Ii^  JL  Q- Vi     TO 

BOILERS,  BUILDINQS,  AND   MACHINERY^ 

ABISING    FBOM    BTBAM    BOIIiBB    XXFIiOSIONS. 
JPWB  ii^^rmaHon  eometrming  th*  plmn  qf  tfu  Oompany'i  nparatUm*  eon  5<  obtaimd  at  the  Qmpan^t  qfice^ 

ADVISORY   BOARD    OF    DIRECTORS. 

Wm.  B.  Bement,  of  Wm.  B.  Bement  A  Son ;  B.  F.  Hart,  of  Verr#e  k  Mitchell ;  Stephen  P.  If. 
TMker,  of  Morris,  Tasker  A  Go. ;  Henry  Disston.  of  Henry  Diraton  A  Son  :  Johu  Oardner,  of  Wnu 
lUBSfy  ft  Go.;  A.  H.  MoFadden,  of  MarshalK  Philips  ft  Co.:  Caleb  Marshall,  of  Marshall,  Philips  ft 
Co.;  wm.  Adam8on,of  Baeder,  Adamsonft  Co.;  Robert  Gray,  Brewer:  Robot t  Wood,  of  Rooerk 
Wood  ft  Co. ;  Stephen  Bobbins,  Iron  Manufacturer;  Chas.  T.  Parry,  of  Baldwin  Locomotive  Works. 
B.  F.  HART,  SMreUry.  GHA8.  T.  PARRT,  Chairman. 

CORBIW  A  GOODRICH,  Ckmeral  Acemtl^ 
480   T^U'skJLMXVLt  Stxroot,   J^JxXI^^L^Xt^JxLs^ 


Saw  and  Edge  Tool  Makers,  File  Grinders  and  others  can  obtain  any  size  or  grit^ 
on  sending  a  half  ounce  sample  by  mail — lOOO*  tons  to  select  from. 

GRINIMITOXE  SHAFTS,  with  self-adjusting  plates,  clamp  boxes,  and 
pulleys,  Ac,  made  to  order. 

Send  for  descrlptiTe  pamphlet.     Factory,  Beach  abore  Qreen  street. 

Address,  J.  E.  MITCHELL,  310  York  are.,  Philadelphia.  Jan.  '72—6  im. 
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TheAUenEngineWorks 

JPotir^Ate,  and  J34Hh  Jb  131M  StrmU, 
SEWTQBX  CITT. 

The  Allen  Engine,  Porter's  Ooyemor, 

THE  ALLEN  BOILER, 

AHD 

Standard  Straight  Edges, 
Snr&ce  Plates  and  Angle  Plates. 


70IJB  First  Premiums  were  awarded  to  as  at  the  Fair  of  the  Ajaericaa 
Institate,  1870.    Send  for  oar  illustrated  circular. 
Ut-UI. 


CIBICUIJIAII,  OHIO, 


MAIHTFACTURERS  Of 

WOOBWOBTH  PLANERS  &  MATCHERS, 

SASa  AMD  MOVIiDIMG,  TEMOMIMG,  JMORTISIMCr 
AMD  SAWIMG  JMACHIMES, 

AND  BTIRT  YABIBTT  OF 

FATiNT   W<^(^6)-W(^K(i^lNQ    MlA<gHtNSRY» 

or  THB 

MOST  APPBOVED  CONSTRUCTION. 

SMJID  FOB.  OXajOVJsMSU 


Digitized  by  VjOOQ IC 


AMERICAN  AND  EUROPEAN, 

OP 

MIXJNN   &   CO., 

No.  37  PABK  BOW,  New  York. 


For  a  period  of  nearly  twenty-fiye  years,  Munm  k  Co.  hare  occupied  the  position 
of  leading  Solicitors  of  American  and  European  Patents,  and,  during  this  extended 
experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not  less  than  fifty 
thousand  alleged  new  inventions,  and  have  prosecuted  upwards  of  thirty  thousand 
applications  for  patents ;  and,  in  addition  te  this,  they  ha?e  made  at  the  Patent  Office 
over  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
«  careful  report  on  the  same. 

MuNN  k  Go.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
Applications  made  for  patents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  is  assisted  by  a  Branch  Office  at  Washington,  which  watches 
and  supervises  all  their  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
oases,  they  may  expect  from  us  an  honett  opinion.  For  such  consultations,  opinion 
«nd  advice,  we  make  no  charge,  A  pen-and-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

Prblimixary  Bxamination  is  made  into  the  novelty  of  an  invention  by  personal 
search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  for  a  Patbnt,  a  model  must  be  fhrnished— not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  j*  Co.j  37 .  Park  Row^  New  Tork^  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed;  Interferences  Managed;  Extensions  and  Re-Issues' Obtained. 
Assignments  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  on 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  fto., 
see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MTTNir  &  CO.t 
No.  37  Park  Bow,  New  York  CUy. 

Office  in  Washington,  comer  of  F  and  Seventh  Streets, 
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THE  SWAIN  TUMINE.COMPAIJY 

PROPRIETORS  AND  MANUFACTURERS  OP 
S-wrAlzx'0    Z^AtOXXt 

TcbbineWatebWheel 


These  wheels  gave  several  per  cent,  better  results  than  anj 
other,  at  the  recent  test  of  Turbines  at  Lowell,  Mass.,  although 
its  chief  competitors  were  got  up  for  the  occasion,  whereas  this 
one  was  made  before  the  test  was  thought  of,  and  no  better  than 
we  will  warrant  all  of  our  wheels. 


J.  A.  COLEMAN,  139  Federal  St,  Boston,  110  Broadway^ 

New  York,  HOLYOKE  MACHINE  CO., 

Holyoke,  Mass.,  Agents. 


C.  B.  HILL,  PresiderU,  Boston,  Mass. 

A.  F.  NICHOLS,  Treasurer,  Lowell,  Mass. 

A.  M«  SWAIN,  Superintendent,  North  Chelmsford,  Mass* 


TTr\TQrpQ  or  Elevators  for  any  location  or  weight,  operated  by  Inde^ 
XlvJi  O  X  Oa  pendent  Engine,  Belts,  Cranks,  Ropes  or  Pumps;  for  Gob- 
tractors,  Hotels,  Factories  and  Shops.  The  Hand  Machines  are  operated  with  the 
least  labor  and  sold  at  a  low  price.  The  Balanced  and  Power  Machines  hare  th» 
most  approved  Safety  Attachment.  Hatchways  arranged  with  rolling  doors,  opened 
Bad  closed  automatically  as  platform  passes. 

GEO.  0.  HOWARD,  17  S.  18th  St.,  Phlla.,  Pa. 
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WILLIAM  SELLERS,  JOHN  SELLERS,  Jr 


WM.  SELLERS  &  CO., 

No.  1600  Hamillon  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

BOILER  MAKERS'  TOOLS. 

SHAFTING, 

With   Ball  and  Socket-beariDgs  and   Doable  Cone   Vise-couplings,   admitting   of 
the  easiest  possible  adjastment. 

A  COMPLETE  ASSORTMENT  OF 

PULLEY  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  famished. 

RAILWAT  EQDIPHBNTg, 

Turning  and  Transfer  Tables  and  Pivot  Bridges. 


SOLE  MANUFACTURERS  AND  LICENSEES  OF 

OIFFj^KD'S        IISrJEOTOR 

FOR  FEEDING  BOILERS. 
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The  Wharton  R.R.SafetySwitch. 

MAIN  TRACK  UNBROKEN  AND  OONnNUOUS. 

In  use  by  the  Pennsylvania  R.  R. ;  Phila.,  Wilmington  & 
Bait.  R.  R  ;  Northern  Central  R.  R. ;  Camden  &  Amboy 
R.  R. ;  Bait.  &  Potomac  R.  R. ;  Chesapeake  &  Ohio  R.  R. ; 
New  Orleans,  Jackson  &  Great  Northern  R.  R. ;  New  Orleans, 
Mobile  &  Texas  R.  R. ;  Lake  Superior  &  Missouri  R.  R. ; 
Louisville  &  Nashville  R.  R. ;  Spuyten,  Duyirl  &  Port  Mor- 
ris R.  R. ;  New  Haven  &  Northampton  R.  R. ;  and  others. 

For  Circulars,  Drawings  and  other  information 
Apply  to 

THE  WHARTON  R.  R.  SWITCH  CO, 

Iffo.  28  SOUTH  THIRD  STREET^ 

Ornamental  and  Plain  Iron  Fences,  Bailings,  Window  Guards^ 
Vases,  Fountains,  Iron  Bedsteads,  etc.,  etc. 

WICKERSHAM'S  AmYrIcAN  OIL  FEEDER. 

For  oiling  Journals  of  Shafting.  Machinery,  Engines,  Can,  Loose  Pulleys,  etc. 
The  A.  0.  P.  has  thas  far,  daring  seven  years,  proved  itself  to  be  the  most  re- 
liable and  economical  Oil  Feeder  in  use. 

J.  B.  WICEERSHAM  &  SONS,  Manufacturers, 

1003  BIDQE  AVENUE,  Office  408  N.  TENTH  STREET, 

PHILADEI^PHIA. 

SkND  FOR  ClBOULABS. 

N.  B.— In  the  manufacture  of  Iron  Railing  J.  B.  W.  has  an  experience  of  25  years.    16  years  in 
New  York  City. 

'  W.    KUEBLER.  F.    SBBLHOBST^ 

Kueblep  &  Seelhorst, 

MAMFACTCRERS   OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

No.  27  South  Eighth  Street,  cor.  Jayne, 

BsCnuiee  os  Jsjse  Street* 

PHILADELPHIA. 

We  call  the  attention  of  Engineers  to  our  Patented  improvement  on  reieioope» 

Jan.  '73—1  yr. 


Digitized  by  VjOOQ IC 


THE  BOYDEN   PREMIUM. 


URIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  has  deposited  with  the  Franklin 
Ib  stitnte  the  som  of  one  thousand  dollars,  to  be  awarded  as  a  premium  to 

''Any  resident  of  Kerth  America  vho  shall  determine  by  azperiment 

whether  all  rays  of  light,  and  other  physical  rays,  are  or  are 

not  transznitted  with  the  same  Telocity." 

The  following  conditions  have  been  established  for  the  award  of  the 
premium : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
competitor  for  the  premium ;  the  southern  boundary  of  Mexico  being  consid- 
ered as  the  southern  limit  of  North  Aiperica. 

2.  £ach  competitor  must  transmit  to  the  Secretary  of  the  Franklin  Institute 
a  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
the  results ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-three,  will,  as  soon  as  possible  after 
this  date;  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  of  the  Franklin  Institute  shall,  before  the  first 
day  of  January,  one  thousand  eight  hundred  and  seventy  three,  select  three 
citizens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so,'which  of 
their  memoirs  is  worthy  of  the  premium.  And,  on  their  report,  the  Franklm 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recommoLded 
by  the  Judges. 

4.  Every  memoir  shall  be  anonymous,  but  shall  eoniain  some  motto  or  sigi. 
by  which  it  can  be  recognized  and  designated,  and  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  sign,;and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
duty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 
should  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
author  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
in  any  of  the  memoirs  to  be  repeated  in  their  presence. 

fi.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  as  it  may  direct. 

TT  "\7  T\  \)  A  TT  T   Tf^  and  Screw  Presses,  to  operate  by  Power  or  Hand, 
XI  jL  jJlXlX.  U  I  il  \J  Friction  or  Pressure.      CALENDERS  and  Em- 
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